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'PRESBYTERIAN  in  its  BURDENS  because  founded  b], 
'PRESBYTERIANS. 

UNDENOMINATIONAL  in  its  BENEFITS  because 
"For  the  T^eception  of  'Patients  irrespective  of  Creed,  Nationality  and 
Color." 

— Announcement  of  Jama  Lenox,  President,  on  opening  Hospital,  1872. 
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OFFICERS 


PRESIDENT 
FEEDERICK  STURGES. 


VICE-PRESIDENT 

ROBERT  w.  Deforest. 


TREASURER 
WILLIAM  V.   S.  THORNE, 

41  East  70th  S'treet. 


SECRETARY 

MATTHEW  C.  FLEMING, 

71  Broadway. 


MANAGERS 


Whose  terms  of  office  expire  respectively  in 


1915. 

ROBERT  w.  Deforest, 

CHARLES  W.  McALPIN, 
JOHN  J.  SINCLAIR, 
DAVID  M.  LOOK, 
EDWARD   S.   HARKNESS, 
JAMES  R.  SHEFFIELD, 
GEORGE   GIBBS, 
WILLIAM   WILLIAMS. 


1917. 

FREDERICK  STURGES, 
J.  CLEVELAND  CADY, 
ARTHUR  P.  STURGES, 
WILLIAM   SLOANE, 

HENRY  w.  Deforest, 

E.  PARMALEE  PRENTICE, 
THATCHER  M.  BROWN, 
C.  IRVING  FISHER,  M.D. 


191G. 

HENRY  S.  VAN  DUZER, 
SIMEON  B.  CHAPIN, 
WILLIAM   R.   WILLCOX, 
WILLIAM  M.  KINGSLEY, 
MOREAU  DELANO, 
WILLIAM  SLOANE  COFFIN, 
STEPHEN  G.  WILLIAMS, 
CORNELIUS  R.  AGNEW. 


1918. 

ETHAN   ALLEN, 
WILLIAM   V.   S.   THORNE, 
MATTHEW  C.   FLEMING, 
EUGENE   DELANO, 
WILLIAM  ALLEN  BUTLER, 
PHILLIP   A.   ROLLINS, 
ROBERT  W.  CARLE, 

JOHNSTON  Deforest. 


Ew-Officio. 


HOWARD  DUFFIELD,  D.D., 

Minister  of  the  First  Presbyterian 
Church. 

CHARLES  H.  PARKHURST,  D.D., 

Minister   of  the   Madison   Square 
Presbyterian  Church. 


DAVID  JAMES  BURRELL,  D.D., 

Senior  Minister  of  the  Collegiate 
Reformed  Church. 


Minister  of  tlie  Scotch  Presby- 
terian Church,  successor  of  the 
First  Reformed  Presbyterian 
Church. 


Board  meets  second  Tuesday  of  February,   April,   June,  August,   October 

and  December. 


STANDING  COMMITTEES 


EXECUTIVE 

HENRY  S.  VAN  DUZER,  WILLIAM  SLOANE, 

J.   CLEVELAND   CADY,  EDWARD   S.   HARKNESS, 

WILLIAM  ALLEN  BUTLER,  EUGENE  DELANO, 

CORNELIUS  R.  AGNBW,  ETHAN  ALLEN. 

And  the  members  of  the  Inspecting  Committee  on  duty,  Out-Patient  Depart- 
ment, School  of  Nursing  and  House  Committees. 

Regular    meeting    at    the    Hospital    on    second    and    fourth    Tuesdays    of 

each  month. 


OUT-PATIENT  DEPARTMENT 

WILLIAM  WILLIAMS,  WILLIAM    SLOANE    COFFIN, 

PHILLIP  A.   ROLLINS,  THATCHER  M.  BROWN, 

GEORGE    GIBBS. 


FINANCE 

WILLIAM  M.  KINGSLEY,  MOREAU  DELANO, 

CHARLES  W.  McALPIN,  HENRY  W.  DEFOREST, 

And  Treasurer  Ex-officio. 


NOMINATING 

HENRY  S.  VAN  DUZER,  WILLIAM  M.  KINGSLEY, 

EUGENE  DELANO,  WILLIAM    SLOANE, 

And  Secretary  Ex-offlcio. 


HOUSE 

STEPHEN  G.   WILLIAMS,  ROBERT  W.   CARLE, 

HENRY  S.  VAN  DUZER,  JAMES  R.   SHEFFIELD. 


STANDING     COMMITTEES 


SCHOOL  OF  NURSING 


FREDERICK  STURGES, 
HENRY  S.  VAN  DUZBR, 
EUGENE  DELANO, 


ELLSWORTH  ELIOT,  JR.,  M.D., 
DAVID    BOVAIRD,    M.D., 
WARFIELD  T.  LONGCOPE,  M.D. 


WILLIAM   R.  WILLCOX, 


AUDITING 

ETHAN  ALLEN. 


COMMITTEE    ON    RELATIONS     BETWEEN  THE  HOSPITAL 
AND   COLUMBIA   UNIVERSITY 


ROBERT  w.  Deforest, 

WILLIAM  V.  S.  THORNE, 


EDWARD   S.  HARKNESS, 
HENRY   S.   VAN  DUZER. 


BUILDING  COMMITTEE 


ROBERT  w.  Deforest, 

WILLIAM  SLOANE, 

EDWARD    S. 


HENRY  w.  Deforest. 

WILLIAM  V.  S.  THORNE, 
HARKNESS. 


The  President  is  Ex-oflicio  a  member  of  all  Committees. 


INSPECTING  COMMITTEE 


1914. 


May — 

Messrs.  SINCLAIR  and  SLOANE. 

June — 

Messrs.    ALLEN    and    JOHNSTON 

Deforest. 
jtiii/— 

Messrs.  CADY  and  SHEFFIELD. 

August — 

Messrs.  FLEMING  and  LOOK. 

8eptemJ)er — 

Messrs.  KINGSLEY  and  AGNEW. 

October — 

Messrs.      FREDERICK     STURGES 
and  GIBBS. 


November — 

Messrs.     CARLE     and     WILLIAM 
WILLIAMS. 

December — 

Messrs.  THORNE  and  BUTLER. 

1915. 
January — 
Messrs.  VAN  DUZER  and  COFFIN. 

February — 

Messrs.     EUGENE     DELANO     and 
BROWN. 

March — 

Messrs.    STEPHEN   G.    WILLIAMS 

and  WILLCOX. 
April — 
Messrs.    ROLLINS    and    MOREAU 

DELANO. 


The   By-Laws   call    for   a    weekly   inspection   of   all    Departments   of   the 

Hospital. 


EXECUTIVE  OFFICERS 


SUPERINTENDENT 
CHARLES  H.  YOUNG,  M.D. 

FIRST  ASSISTANT  SUPERINTENDENT 
GEORGE   B.   LANDERS,   M.D. 

DIRECTOR  SCHOOL  OF  NURSING 
ANNA  CAROLINE   MAXWELL,   R.N. 

ASSISTANT  DIRECTOR  SCHOOL  OF  NURSING 
JANET  B.   CHRISTIE,   R.N. 

CHIEF  ENGINEER 
JAMES  B.  SCANLAN. 

ACTING  CHAPLAIN  PHARMACIST 

GUY  C.  CONVERSE.  FRED  H.  HOLDEN. 

CHIEF  CLERK 
REGINALD   SCOTT. 


ASSISTANT  TO  THE  TREASURER 
J.  H.  P.  RITTER. 


MEDICAL  BOARD 

President,    WILLIAM    G.    MacCALLUM,    M.D.. 

Director  of  the   Pathological   Service. 

W.   T.   LONGCOPE,   M.D.,  GEORGE    E.    BREWER,    M.D., 

Director   of   Medical    Service.  Director,   Surgical   Service. 


MEDICAL  SERVICE 

DIRECTOR 

W^ARFIJ^LD    T.    LONGCOPE.    M.D. 

VISITING  PHYSICIANS 

GEORGE  A.  TUTTLE.  M.D.,  T.   STUART  HART,  M.D., 

DAVID  BOVAIRD,  INI.D.  HOMER  F.  SWIFT,  M.D. 

VISITING  PHYSICIAN  TO  CHILDREN'S  SERVICE 
WILLIAM   P.   NORTHRUP,    M.D. 

ASSOCIATE      VISITING  PHYSICIAN 
HERBERT  S.   CARTER.   M.D. 

ASSOCIATE  VISITING  PHYSICIAN  TO  CHILDREN'S  SERVICE 
HOWARD  H.  MASON,  M.D. 

ASSISTANT  VISITING  PHYSICIANS 
GEORGE  DRAPER,  M.D.,  ALBERT   R.   LAMB,   M.D., 

FRANCIS   R.   ERASER,   M.D. 


SURGICAL  SERVICE 

DIRECTOR 

GEORGE  E.  BREWER,   M.D. 

VISITING  SURGEONS 
ELLSWORTH  ELIOT,  JR.,  M.D.,  ADRIAN  V.  S.  LAMBERT.  M.D. 

ASSOCIATE   VISITING  SURGEONS 

WILLIAM  DARRACH,  M.D.,  FORBES   IIAWKES,   M.D., 

CLARENCE   A.    McWILLIAMS,    M.D. 


SURGICAL    SERVICE 


ASSISTANT   VISITING   SURGEONS 

HUGH  AUCHINCLOSS,  M.D.,  ALLEN  O.  WHIPPLE,  M.D., 

JAMES    A.    CORSCADEN,    M.D. 

SECOND  ASSISTANT  VISITING   SURGEONS 

JAMES  W.  JAMESON.  M.D.,  FORDYCE  B.  ST.  JOHN,  M.D. 

SIDNEY   R.    BURNAP,    M.D. 

ANESTHETIST 

ANNE  PENLAND,  R.N. 


PATHOLOGICAL  SERVICE 

DIRECTOR 

WILLIAM   G.   MacCALLUM,   M.D. 

ASSOCIATE   VISITING   PATHOLOGIST 

ALWIN    M.    PAPPENHEIMER,    M.D. 

ASSISTANT  VISITING  PATHOLOGIST 
R.  A.  LAMBERT,  M.D. 

RESIDENT   PATHOLOGIST 

ALBERT  R.   LAMB,   M.D. 

ASSISTANT  RESIDENT  PATHOLOGIST 

ERNEST  G.   STILLMAN,   M.D. 

ASSOCIATE  VISITING  SURGICAL  PATHOLOGIST 
WILLIAM  C.  CLARKE,  M.D. 

ASSISTANT  VISITING  SURGICAL  PATHOLOGIST 

ALLEN   O.   WHIPPLE,    M.D. 

SECOND  ASSISTANT  VISITING  SURGICAL   PATHOLOGISTS 

FORDYCE  B.  ST.  JOHN,  M.D.,  ARTHUR  P.   STOUT,  M.D. 

BACTERIOLOGIST 

HANS    ZINSSER,    M.D. 

ASSOCIATE  BACTERIOLOGIST 

J.  GARDNER  HOPKINS.  M.D. 

RESIDENT    BACTERIOLOGIST 

CALVIN   B.   COULTER,   M.D. 

ASSISTANT  SEROLOGIST 
EVELYN  NOBLE,  M.D. 


MEDICAL,    SURGICAL   AND    RESEARCH    LABORA- 
TORIES 

ASSISTANT  PHYSICIANS 
H.  R.  GETELIN,  M.D.,  F.   M.   RACKENMANN,  M.D. 

CLINICAL  CHEMIST 
SELMA   GRANAT,  Ph.G. 

LABORATORY  ASSISTANT 
SARA  DU   PONT. 


ROENTGEN  RAY  DEPARTMENT 

VISITING  PHYSICIAN 

EUGENE   WILSON   CALDWELL,   M.D. 


PHOTOGRAPHER 
CARLIS  J.  LANDER. 

RADIOGRAPHER 
IRA   L.    SIMMS. 

MEDICAL  REGISTRAR 
GEORGE  A.  TUTTLE,  M.D. 

SURGICAL  REGISTRAR 
JAMES  A.  CORSCADEN,  M.D. 


SPECIAL  CONSULTANTS 

Metftofne— WALTER   B.   JAMES,   M.D. 

Sttrfirerj/— CHARLES  K.  BRIDDON.  M.D. 
Gi/«eco?or7j/— EDWIN  B.  CRAGIN.  M.D. 
Neurology— M.  ALLEN  STARR,  M.D. 

Larynfjology — 

Ofoto^y— GORHAM  BACON.  M.D. 

Orf/ioperfic.s— NEWTON  M.  SHAFFER.  M.D. 
Ophthalmology— AR'SOLD  KNAPP.  M.D. 
Derrywtology-JOWS   ADDISON   FORDYCE.   M.D. 
Anaesthesia — THOMAS  L.  BENNETT.  M.D. 

Genito-Urinary—AljF'RED    T.    OSGOOD,    M.D. 


HOUSE  STAFF 


Medical  Division 

For  the  six  months  ending  December  31,  1914. 


FTEST    DIVISION, 

HOUSE    PHYSICIAN 
HENRY  A.  RILEY,  M.D. 

FIRST  ASSISTANT 
JOHN  P.  PETERS,  JR.,  M.D. 
SECOND  ASSISTANT 
FENTON  TAYLOR,   M.D. 

THIRD  ASSISTANT 
THAYER  A.   SMITH,  M.D. 

For  the  six  months 

FIEST    DIVISION. 

HOUSE    PHYSICIAN 
JOHN  P.  PETERS,  JR.,  M.D. 
FIRST  ASSISTANT 
HOWARD  F.  SHATTUCK,  M.D. 

SECOND  ASSISTANT 
WILLIAM  B.  PARSONS,  JR.,  M.D. 

THIRD  ASSISTANT 
HERBERT  N.  VERMILYE,  M.D. 


SECOND    DIVISION. 

HOUSE    PHYSICIAN 

GEORGE  M.  Mackenzie,  m.d. 

FIRST  ASSISTANT 
HUGH  CHAPLIN,  M.D. 

SECOND  ASSISTANT 
JAMES  W.  BABCOCK,  M.D. 
THIRD  ASSISTANT 
HARRY  L.  ALEXANDER,  M.D. 

ending  June  30,  1915. 

SECOND    DIVISION. 

HOUSE    PHYSICIAN 
HUGH   CHAPLIN,   M.D. 

FIRST  ASSISTANT 
A.  BENSON  CANNON,   M.D. 

SECOND  ASSISTANT 
TIMOTHY  F.  X.  SULLIVAN,  M.D. 

THIRD  ASSISTANT 
HENRY  M.  LARSON,  JR.,  M.D. 


Surgical  Division 

For  the  six  months  ending  December  31,  1914. 


FIBST    DIVISION. 

HOUSE   SURGEON 
ROBERT  H.  KENNEDY,  M.D. 

FIRST  ASSISTANT 
NORMAN  B.  McWILLIAMS,  M.D. 

SECOND  ASSISTANT 
HOWARD  F.  SHATTUCK,  M.D. 

THIRD  ASSISTANT 
WILLIAM  B.  PARSONS,  JR.,  M.D. 

For  the  six  months 

FIBST    DIVISION. 

HOUSE   SURGEON 
NORMAN  B.  McWILLIAMS,  M.D. 

FIRST  ASSISTANT 
FENTON  TAYLOR,   M.D. 

SECOND  ASSISTANT 
THAYER   A.    SMITH,   M.D. 

THIRD  ASSISTANT 
GUY  A.  CALDWELL,   M.D. 


SECOND   DIVISION. 

HOUSE   SURGEON 
W.  WILLIAM  WEEKS,  M.D. 

FIRST  ASSISTANT 
HORACE  H.  LeSEUR,  M.D. 

SECOND  ASSISTANT 
A.  BENSON  CANNON,  M.D. 

THIRD  ASSISTANT 
TIMOTHY  F.  X.  SULLIVAN,  M.D. 

ending  June  30,  1915. 

SECOND   DIVISION. 

HOUSE   SURGEON 
HORACE  H.  LeSEUR,   M.D. 

FIRST  ASSISTANT 
.TAMES  W.  BABCOCK,  M.D. 
SECOND  ASSISTANT 
HARRY  L.  ALEXANDER,  M.D. 

THIRD  ASSISTANT 
ALVIN  E.  KUHLMAN,  M.D. 


HOUSE  PHYSICIAN  TO  THE  CHILDREN'S  SERVICE 
WILLIAM  H.  LIGHT,  M.D. 


OUT-PATIENT   DEPARTMENT 


Officers 
REGISTRAR  MATRON 

CHARLES  H.  YOUNG,  M.D.  GRACE   I.  CAMERON.  R.N. 

CLERK  PHARMACIST 

ANNA  C.   IIOECKY.  FRED  II.   IIOLDEN. 

Attending  Staff 

SURGEON-IN-CHIEF 
HUGH   AUCHINCLOSS,   M.D. 

ATTENDING  SURGEON  (Chief  of  CUnic) 
SIDNEY    R.    BURNAP,    M.D. 

ASSISTANT  SURGEONS 

F.   W.  BANCROFT.   M.D.,  FORDYCE  B.  ST.  JOHN.  M.D., 

JAMES  L.  COBB,  M.D.,  FRANCIS  J.   SLOANE,  M.D., 

JAMES  A.  CORSCADEN.  M.D.,  ALEXANDER  R.  STEVENS,  M.D. 

RODERICK  V.  GRACE.  M.D.,  NORMAN   B.  TOOKER,  M.D., 

JAMES  W.  JAMESON,  M.D.,  ALLEN  O.  WHIPPLE,  M.D. 

PHYSICIAN-IN-CHIEF 
ALBERT   R.   LAMB,   .M.D. 

ATTENDING  PHYSICIAN   (Chief  of  Clinic) 
ARTHUR   E.   NEERGAARD,   M.D. 

ASSISTANT  PHYSICIANS 

PHINEAS   II.   ADAMS.  ALPHEUS  FREEMAN,  M.D., 

HENRY  A.  BANCEL.  M.D.,  EDMUND  R.  P.  JANVRIN,  M.D.. 

RUSSELL  L.   CECIL.  M.D..  HELEN   MONTAGUE.    M.D., 

STEPHEN  CHILIAN.  M.D.,  ARTHUR  H.  TERRY,  M.D. 


OUT-PATIENT    DEPARTMENT 

CHILDREN'S  DEPARTMENT 
ATTENDING  PHYSICIAN 
HOWARD   H.    MASON,    M.D. 

ASSISTANT  PHYSICIANS 

N.  B.  EDDY,  M.D.,  Vv^ILLIAM  H.  LIGHT,  M.D., 

W.  B.  HAMILTON,  M.D.,  PHOEBE  M.  VAN  YOAST,  M.D. 

SKIN  DEPARTMENT 
ATTENDING  PHYSICIAN 
JEROME   KINGSBURY,   M.D. 

ASSISTANT  PHYSICIANS 
PAUL  ESNARD  BECHBT,  M.D.,  RICHARD   KOVACS,  M.D. 

TUBERCULOSIS   DEPARTMENT 

WILLIAJM  B.   BOYD,   M.D., 

MASSAGE  DEPARTMENT 
ATTENDING  PHYSICIAN 
GUDRUN  FRIIS-HOLM,  M.D. 


THE  FORTY-FIFTH  ANNIVERSARY 
OF 

THE  PRESBYTERIAN   HOSPITAL 

IN  THE  CITY  OF  NEW  YORK 

was  held  in  Florence  Nightingale  Hall  (School  of  Nursing),  37  East 
71st  Street,  December  6,  1913,  at  3  o'clock  P.  M, 

The  President  of  the  Board  of  Managers,  Mr.  Frederick  Sturges, 
presided. 

The  exercises  were  as  follows: 

Reading  of  the  Scriptures  by  Rev.  David  G.  Wylie,  D.D.,  Min- 
ister of  the  Scotch  Presbyterian  Church. 

Prayer  by  Rev.  David  G.  Wylie,  D.D. 

Remarks  by  Mr.  Frederick  Sturges  and  Mr.  William  V.  S. 
Thorne. 

Benediction. 

The  Forty-fifth  Annual  Report  of  the  Board  of  Managers,  con- 
taining the  report  of  the  Treasurer,  was  distributed  among  the 
audience. 


THE  FORTY-SIXTH  ANNUAL  REPORT 

OF  THE 

BOARD  OF  MANAGERS 

OF 

THE  PRESBYTERIAN  HOSPITAL 

IN  THE  CITY  OF  NEW  YORK 

FOR  THE  YEAE  ENDING  SEPTEMBER  30,    1914. 

To  THE  Society^  to  the  Churches  Which  it  Represents^  and 
TO  THE  Public  : 

During  the  past  year  the  Medical  Board  of  the  Hospital  has  been 
reconstructed  by  the  appointment  of  a  Director  of  the  Medical  Serv- 
ice, Dr.  Warfield  T.  Longcope;  a  Director  of  the  Surgical  Service, 
Dr.  George  E.  Brewer,  and  a  Director  of  the  Pathological  Service, 
Dr.  William  G.  MacCallum;  and  has  lost  through  resignation  Dr. 
Theodore  C.  Janeway,  Dr.  Walter  B.  James,  Dr.  John  S.  Thacher,  Dr. 
George  Woolsey  and  Dr.  John  A.  Hartwell. 

Substantial  additions  have  been  made  to  the  Library  of  the 
Hospital  through  the  generosity  of  Dr.  Theodore  C.  Janeway,  and  by 
the  acquisition  of  the  library  of  the  late  Dr.  Frank  Hartley. 

Certain  changes  have  been  made  in  the  interior  arrangements 
of  the  Hospital  and  the  ISTurses'  Home,  which  will  temporarily  pro- 
vide better  facilities  until  the  new  hospital  is  erected. 

Dr.  C.  Irving  Fisher,  Superintendent  of  the  Hospital  for  twenty- 
two  years,  resigned  July  1st.  He  has  since  been  elected  a  manager  of 
the  Hospital.  The  Hospital  is  most  fortunate  in  being  able  to  con- 
tinue to  have  the  benefit  of  Dr.  Fisher's  counsel,  while  he  has  been 
freed  from  the  onerous  duties  of  Superintendent,  which  he  has  per- 
formed with  such  devotion,  ability  and  rare  tact  during  so  long  a 
period. 

The  Hospital  has  lost  by  death  during  the  year  the  valuable 
services  of  Rev.  Edward  B,  Coe,  D.D.,  for  eighteen  years  ex-oflBcio 
member  of  the  Board  of  Managers ;  Dr.  W.  Kelly  Simpson,  for  eleven 
years  Consultant  in  Otology  and  Laryngology,  and  Dr.  Arthur  W. 
Swann,  for  about  three  years  Chief  of  Clinic  in  the  Out-Patient  De- 
partment and  Assistant  Visiting  Physician  to  the  Hospital. 

15 


16  REPORT   OF   THE    MANAGERS. 

The  resignation  of  Rev.  David  G.  Wylie,  D.D.,  as  Pastor  of  the 
Scotch  Presbyterian  Church  automatically  severed  his  connection  with 
the  Hospital  as  an  ex-officio  member  of  the  Board  of  Managers.  Dr. 
^yylie  had  served  the  Hospital  faithfully  in  this  capacity  for  seven 
years. 

The  reports  of  the  Treasurer,  Superintendent  and  Director  of 
the  School  of  Nursing,  as  well  as  those  of  the  Directors  of  the  Divi- 
sions of  the  Hospital  Service  should  be  read  as  integral  parts  of  this 
report. 

All  of  which  is  respectfully  submitted. 

By  order  of  the  Board  of  Managers. 

FEEDERICK  STURGES, 

President. 
MATTHEW  C.  FLEMING, 

Secretary. 


EEPORT   OF   THE   MANAGEES.  17 


IN  MEMOEIAM. 

Eev.  Edwaed  B.  Coe^  D.D., 

Died  March  19,  1914. 

Edward  B.  Coe,  D.D.,  became  a  Manager  Ex-officio  of  the  Pres- 
byterian Hospital  in  1896,  being  the  Senior  Minister  of  the  Col- 
legiate Church  of  the  Eeformed  Protestant  Dutch  Church  in  the 
City  of  New  York. 

He  closely  identified  himself  with  the  work  of  the  Hospital  and 
was  a  faithful  attendant  at  the  meetings  of  the  Board.  His  service 
on  other  boards  and  deep  interest  in  all  public  charities  and  educa- 
tional work  in  the  city  caused  his  advice  to  be  eagerly  sought  and 
his  wise  counsel  was  always  greatly  appreciated  by  his  associates. 

Throughout  the  eighteen  years  of  his  membership  on  the  Board 
he  rendered  valuable  service  to  the  Hospital.  His  associates  on  the 
Board  of  Managers  feel  deeply  the  loss  the  Hospital  has  suffered 
and  direct  this  brief  tribute  to  be  entered  upon  their  minutes  and  a 
copy  to  be  sent  to  his  family  with  an  expression  of  the  deepest  sym- 
pathy from  each  member  of  the  Board  for  them. 


18  BEPOBT   OF  THE   HANAOEBS. 


IN  MEMORIAM. 

W.  Kelly  Simpson,  M.D., 

Died  February  6,  1914. 


In  the  death  of  Dr.  W.  Kelly  Simpson  the  Hospital  sustained 
the  loss  of  one  of  the  oldest,  in  point  of  service,  and  one  of  the  most 
devoted  members  of  its  Staff. 

He  served  the  Hospital  from  1881  to  1882  as  a  member  of  the 
House  Staff;  from  1888  to  189-1  as  a  member  of  the  Dispensary 
Staff,  and  from  1903  to  the  date  of  his  death  was  Consulting  Otologist 
and  Laryngologist. 

He  was  highly  esteemed  by  all  for  his  personal  qualities  of 
sympathy  and  tenderness,  his  keen  interest  in  the  affairs  of  the 
Hospital  and  his  professional  courtesy  toward  his  associates.  He 
gave  liberally  of  his  time  in  his  capacity  as  Consultant,  and  possessed 
the  faculty  and  the  inspiration  of  imparting  his  knowledge  to  others. 
His  skillful  work  and  helpful  presence  will  be  missed  by  all. 
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Resolution  on  the  Death  of  ;    ! 

Dk.  William  Kelly    Simpson, 
By  the  Medical  Board,  Maech  9,  1914. 

In  the  death  of  Dr.  William  Kelly  Simpson,  Special  Consultant 
in  Laryngology,  the  Medical  Board  of  the  Presbyterian  Hospital  has 
suffered  an  unusual  loss.  An  early  graduate  of  the  Hospital,  familiar 
with  its  men  and  its  history,  and  embodying  in  himself  its  traditions 
of  intelligent  devoted  service.  Dr.  Simpson  had  served  this  institu- 
tion in  his  earlier  years  in  the  Dispensary,  more  recently  as  con- 
sulting otologist  and  laryngologist,  practically  throughout  his  pro- 
fessional life.  On  many  occasions  he  was  called  upon  for  help  in 
cases  not  coming  strictly  within  the  limits  of  his  official  position, 
but  whatever  call  was  made  upon  him  in  the  name  of  the  Presby- 
terian Hospital  was  always  answered  at  once.  His  willingness  to  give 
any  service  within  his  power  was  as  notable  as  the  skill  and  fidelity 
with  which  the  service  was  rendered. 

Even  when  himself  suffering  he  gave  up  his  work  for  others 
only  when  compelled  to  do  so.  All  his  service  was  rendered  with  a 
kindliness  and  a  gentle  humor  which  multiplied  its  value.  For 
more  than  thirty  years  he  has  given  us  his  best  aid.  To  most  of  us 
his  genial  presence  and  winning  personality  had  become  seemingly 
essential  parts  of  this  Institution.  In  the  days  before  us  we  shall 
miss  the  services  of  a  devoted  and  skillful  surgeon — we  shall  miss 
still  more  our  friend. 

As  an  expression  of  our  appreciation  and  our  sympathy  this 
minute  is  directed  to  be  entered  in  the  records  of  the  Board  and  to 
be  transmitted  to  the  family  of  our  late  colleague. 
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REPORT   OF  THE   TREASURER. 


COMPARATIVE  STATEMENT  OF  CURRENT  EXPENSES. 
For  Years  ending  September  30,  1914  and  1913. 

Administration  Expenses. 


1914 

Salaries.  Officers  and  Clerks .$22.3,30.04 

949.R4 
4,.^)  1.5. 13 
2.911.92 
200.00 
84.5.00 
189.0.5 


Office  Expenses    

Stationery,   Printinp  and  Postage 

Telegraph    and    Telephone 

Legal   Expenses    

Ho.spital  Bureau  of  Standards  and  Supplies 
Miscellaneous    


Total  Administration   Expenses i?31.941..5S 

Professional  Care  of  Patients. 

Salaries  and  Wages  : 

Physicians     $150.00 

Anaesthetist     1.200.00 

Supt.  of  Nurses,  Ass't.  &  Inst'rs.  8.845.75 

Nurses 12..3.32.04 

Special  Nurses   26.890.75 

Orderlies    7.047.73 

Ward  Employees   2.SG0.47  $59,.3.32.74 

Equipment  fob  Nurses  : 

Uniforms    3,819.16 

Books     389.73 

Instruments     188.00      4.396.89 

Pharmacy  Salaries  and  Wages  3.947.46 
Medical  and  Surgical  Supplies  : 

Apparatus  and  Instruments...  8.980.99 

Medical  and  Surgical  Supplies.  18,647.89 

Alcohol.  Liquors,  Wines,  etc...  1.500..35     29,129.23 

Outpatient     f  Salaries  &  Labor  6.951.66 

Department       I  Supplies 1,386..37       8.338.03 

Visiting             /  Salaries  &  Labor  4,276.12 

Nursing             I  Supplies 5,781.55     10,057.67 

ROENTGE7J  Ray  Department: 

Roentgen  Ray  (  Salaries  &  Labor  2,515..56 

Service                I  Supplies  3,068.67       5,584.23 

Photographic  S  Salaries  &  Labor  1.272..36 

Service               '  Supplies  1.258.59      2,530.95 

Total  Professional  Care  of  Patients.. $123,31 7.20 
Department  Expenses. 

AMBULANCE           {  ^^^^^^^  '  [  [  [  [  [  [  ^375.55 

Pathological    j  Salaries  &  Labor  $18,328.48 

Laboratory        1  Supplies  5..585.46    23,913.94 

„                           f  Labor    18.877.88 

HOL  SEKEEPiNG    I  p^jpp,.^^ 19.296.63     .38,174.51 

Kitchen              /  ^^'"^^^^    '•^•'^•'^•■'- 

KiTCHEN             .j  Supplies  2.020.19       9.873.31 

,                            f  Labor    8.733.91 

l^AUNDBY             \  Supplies 7,4.3.3.40     16,167.31 


1913 

$23,998.06 

1,254.22 

3,689..30 

2,947.75 

600.00 

1.020.00 

- 

70.50 

$33,579.83 

.$3.50.00 

1.062.75 

7.S97.12 

13„338..38 

32,655.16 

6,428.^ 

2,616.15  $64,348.40 

3,171.34 

352.94 

39.51 

3,563.79 

4,261.13 

7.051.44 

19.776.80 

1.878.27 

28,706.51 

6.637.89 

2.2.33.17 

8,871.06 

4.160.15 

5.037.80 

9,197.95 

2,612.16 

3.049.60 

5,661.76 

1 .046.67 

.503.16 
$ 

1.. 549.83 

126,160.43 

$1,019.71 

556.91 

$1,576.62 

14.1.52.58 

6.160..55 

20,31.3.13 

1S.,544.02 

14.404.43 

32,948.45 

7,352.62 

1,. 564. 11 

8.916.73 

7.701.20 

2,863..32 

10.564.52 
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COMPARATIVE  STATEMENT  OF  CURRENT  EXPENSES— Continued. 
For  Years  ending  September  30,  1914  and  1913. 


Steward's  Department  : 
Labor 

Provisions  : 

Bread    $3,672.14 

Milk  and  Cream 15,860.79 

Groceries    8,053.59 

Butter  and  Eggs 16,826.47 

Fruits    and    Vegetables 12,140.64 

Meat,  Poultry  and  Fish 35,688.55 

Educational  Work  :  rSalaries 

(Not   chargeable         <      &  Labor  17,185.70 

to  other  accts.)        Isupplies..  759.98 


1914 


$1,164.26 


92,242.18 


17,945.68 


Total   Department    Expenses $199,856.74 


1913 

$1,009.28 

$3,725.59 
16,071.09 
9,606.12 
16,661.69 
11,460.48 
35,925.94     93,450.91 

17,198.90 
6,007.81     23,206.71 


$191,986.35 


General  House  and  Property  Expenses. 

Electric   Lighting    $1,129.75 

Fuel,  Oil  and  Waste 15,980.51 

Gas                                    2,106.32 

Ice 2,268.49 

Insurance     1,923.48 

Maintenance,  Real  Estate  and  Buildings 9,574.54 

Maintenance,  Machinery  and  Tools 4,542.56 

Plumbing   and    Steam-Fitting 2,520.16 


Total  General  House  and  Property  Expenses  $40,045.81 
Total  Operating  Expenses $395,161.33 


$1,142.66 
14,625.72 
1,842.72 
2,746.20 
2,312.06 
8,323.55 
6,746.50 
1,993.39 

$39,732.80 

$391,459.41 


Corporation  Expenses. 


Salaries,   Officers  and   Clerks 

Office    Expenses    

Stationery,    Printing    and    Postage 

Legal    Expenses    

Graduation  Pins  for  Nurses 

Gratuities  for  House  Staff 

Interest  on  Mortgages  or  Loans  payable 

Taxes  for  Water  used  by  the  Hospital  during  the 

years  from  1881  to  1884 

Real   Estate   Taxes   on   Premises   67th    and   68th 

Streets  and  Avenue  A 

Other  Expenses  Account  Premises  67th  and  68th 

Streets  and  Avenue  A 

Real    Estate   Taxes    on    Premises   received   from 

Valentine   Estate    

Other  Expenses  Accor.nt  Premises  received  from 

Valentine  Estate  

Miscellaneous   . .- 


$4,331.45 
214.71 
1,310.53 
1,120.74 
366.22 
100.00 
161.12 


3,818.10 

105.57 

67.88 

513.91 
55.81 


Total  Corporation  Expenses $12,166.04 


$2,429.81 

214.56 

1,825.85 

3,531.17 

699.50 

202.27 

78.45 

74.06 
6,769.44 

82.43 

2,793.68 

2,107.46 
248.94 

$21,057.62 
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BEPOBT   OF  THE   TBEASUREB. 


COMPARATIVE  STATEMENT  OF  CURRENT  EXPENSES— Continued. 

For  Tears  ending  September  30,  1914  and  1913. 

Current   Expenses  from  Special  Funds  for   Stated   Purposes 

Other  than  Regular  Hospital  Current  Expenses. 


1914 

Ttie  Mrs.  Frederic  Baker  Pathological  Dept.  Fund  $362.09 

C.  K.  Briddon  Gold  Medal  Fund 40.00 

Dortic  Memorial  Fund 944.96 

East  River  Homes  Fund 120,00 

Flower  Fund   154.00 

Fresh  Air  Fund 194.81 

The  Katie  Geitz  Fund 2,133.23 

Holiday  Cheer  Fund 769.97 

House  Stafif  Library  Fund 78.00 

Innes  Arden  Cottage  Fund 

Room  J  Trust  Fund 

Kinderfest  Fund   1,562.66 

Nurses'  and  House  Staff  Fruit  Fund 

Nurses'   Cheer   Fund 400.53 

Patients'   Cheer  Fund _ 181.27 

Fund  in  Memory  Clara  Alsop  Russell 1.25 

Sarah    Sanford    Fund 413.50 

School  of  Nursing  Library  Fund 25.00 

School   of  Nursing    Scholarship  Fund 

H.  Smith  Periodical  Fund 46.90 

Total     Curbent     Expenses     from     Special 

Funds  fob  Stated  Pueposes $7,428.17 

Gband  Total  Cubbent  Expenses $414,755.54 


1913 
$46.12    1 
40.00 
333.33 

150.00 

388.96 

1,647.05 

737.14 

187.02 

510.00 

10.00 

1,546.22 

55.00 


150.00 
50.50 


$5,851.34 
$418,368.37 


Note: 
31  and  32. 


For  the  purposes  for  which  the  above  Funds  are  used,  see  pages 


BEFOBT  or  THE  TBEASXJBEB. 


23 


COMPARATIVE  STATEMENT  OF  CURRENT  REVENUE— Continued. 
For  Years  ending  September  30,  1914  and  1913. 


Hospital  Earnings  or  Operating  Earnings. 

1914 

Private  Room  Patients $32,589,40 

Board  of  Friends  of  Patients 751.50 

Ward  Pay  Patients 36,627.00 

Special  Nursing  30,769.90 

Out  Patient  Department 11,603.27 

Ambulance  Fees   224.50 

Telephone  Toll    683.34 

Bones  and   Soap  Fat   Sold 179.65 

Unclaimed    Overpayments    by    Patients,    Trans- 
ferred to  Hospital  Earnings 213.93 

Unclaimed  Wages  Transferred  to  Hospital  Earn- 
ings    85.87 

Miscellaneous    432.65 

Total  Hospital  Eabnings $114,161.01 


1913 

$31,679.20 

1,395.00 

39,894.62 

41,227.90 

11,982.12 

619.50 

1,159.28 

223.72 

237.80 

732.28 
366.16 

$129,517.58 


Other  Revenue  or  Income. 

1914 
Donations  from  Individuals  to  Meet  Current  Ex- 
penses       $25,745.48 

Donations  from  Churches  to  Meet  Current  Ex- 
penses      5,386.32 

Donation  from  East  River  Homes  Co 

Income  from  Investments  held  in 

Endowed  Bed  Fund 39,542.53 

Edvrin  Bancroft  Foote  Fund 6,481.25 

General    Endowment   Fund 1,136.39 

General  Fund 11,330.92 

Margaret  E.  Dows  Fund 200.00 

Fiske  Fund  3,400.00 

Margaret   A.   Jones    Fund 6,000.00 

John  Stewart  Kennedy  Fund 67,559.00 

Sidman   Trust   Fund 40.00 

Fund  in  Memory  John  T.  Terry 500.00 

Isaac  E.  Valentine  Memorial  Fund 23,240.00 

Moses   Weinman   Fund 200.00 

From  Harkness  Fund  for  Educational  and  Scien- 
tific  Work    54,263.73 

Income  from  Estate  Andrew  J.  Garvey 264.92 

Income  from  Premises  67th  and  68th  Streets  and 

Avenue  A    9,004.80 

Interest  on  Cash  Balances  in  Bank 923.40 

Interest  on  Unpaid  Legacies 

Total  Other  Revenue  ob  Income $255,218.74 


1913 

$27,186.73 

5,953.79 
750.00 

37,920.72 

900.00 

5,194.68 

200.00 

7,350.00 

7,125.00 

68,437.29 

40.00 

22,225.26 
200.00 

56,557.92 


8,786.30 
1,396.03 
2,852.99 

$253,076.71 


Note:     During  the  year  ending  September  30,  1914,  unrestricted  legacies 
received  were  credited  direct  to  General  Fund  Account. 
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REPORT   OF  THE  TREASURER. 


COMPARATIVE   STATEMENT  OF  rURKEXT  REVEXrE— runtimuMl. 
Appropriations  from  Special  Funds  to  Meet  Current  Expenses. 


The  Mrs.  Frederic  Baker  Pathological  Dept.  Fiiiul 

r.  K.  Briddon  Gold  Medal  Fund 

Dortic    Memorial    Fund 

Mrs.  David  Dows  Fuud 

East  River  Homes  Fund 

Flower  Fund   

Fresh  Air  Fund 

The   Katie   Geitz    Fund 

Holiday  Cheer  Fund 

House    Staff  Library  Fund 

Innes    Arden    Cottage   Fund 

Room  J.  Trust  Fund 

Kinderfest    Fund    

Nurses'  and  House  Staff  Fruit  Fund 

Nurses'    Cheer    Fund 

Patients'   Cheer  Fund 

Patients'  Relief  Fund 

Fund  in  Memory  Clara  Alsop  Russell 

Dr.  Henry  B.  Sands  Fund 

Sarah  Sanford  Fund 

School  of  Nur.sing  Library  Fund 

School  of  Nursing  Scholarship  Fund 

II.  Smith  Periodical  Fund 

Special   Visiting   Nursing  Relief   Fund 

The    Mrs.    W.    K.    Vanderbilt   Fund    for    Visiting 
Nursing    


1914 

1913 

$362.09 

$40.11.' 

40.00 

40.ni) 

944.9(5 

333.:'.:; 

1.098.00 

512.!in 

120.00 

154.00 

150.01) 

194.81 

388.!  )i; 

2,13.3.23 

l,647.(ir, 

7fi9.97 

7.37.1  I 

78.00 

187.(11' 

510.00 

489.G0 

10.00 

1,5G2.GG 

1,546.22 

55.01  i 

400.53 

181.27 

819.44 

1,001. .S'.t 

1.25 

162.26 

413..50 

25.00 

150.00 

46.90 

.'50.50 

586.00 

954.55 

9,966.57 


Total  Appropriations  from   Special  Funds 

TO  Meet  Current  Expenses   $20,550.04 


Grand   Total   Current    Revenue; .$389,929.79 

Excess     Current    Expenses     Over  Current 

Revenue    24,825.75 


Total    .$414,755.54 


8,535.49 

$16,856.17 

$399,450.46 

18,917.91 

$418,368.-37 


Note: 
31  and  32. 


For   the  purposes   for  which   the  above  Funds  are  used  see  pages 


BEPOBT  OF  THE  TEEASXJBEE. 
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26  BEPOBT   OF  THE  TBEASUREB. 


COMPARATIVE    BALANCE    SHEET    FOR    YEARS    ENDING 
SEPTEMBER  30,  1914  and  1913. 

Capital  Assets. 

1914  1913 

Hospital  Pbopebties  and  Equipments  : 

Sites    and    Grounds $1,796,250.00  $1,796,250.00 

Buildings     1,025,757.60  1,041,378.33 

Furniture  and  Fixtures 63,740.35  64,711.02 

Machinery  and  Tools 52,970.26  50,825.61 

Apparatus  and  Instruments 14,699.66  14,414.84 

Ambulances   3,072.00 

Investments  : 

Mortgages  Receivable 251,977.50  225,250.00 

Bonds    2,430,242.79  2,257,399.79 

Stocks   1,029,361.10  1,008,082.37 

Real  Estate  7,771.78  19,932.16 

Notes  Receivable  278,637.23  273,742.10 

Total  Capital  Assets $6,951,408.33  $6,755,058.22 

Current  Assets. 

Treasurer's  Accounts  Receivable $4,518.48  $7,511.39 

Superintendent's  Accounts  Receivable 666.56  1,166.40 

General  Material  on  Hand 48.52  35.39 

Cash  in  Hands  of  Treasurer 15,296.70  19,734.55 

Cash  in  Hands  of  Superintendent 13,372.07  9,181.44 

Interest  Purchased  1,919.73 

Prepaid   Insurance    5,980.65  7,655.70 

Pbepayment  Accounts  : 

Edward  O.  Kindberg  Legacy 3,000.00 

Total  Cubbent  Assets $39,882.98  $50,204.60 

Gband   Total   Assets $6,991,291.31  $6,805,262.82 

Deficit  140,194.06  128,784.65 

Total    $7,131,485.37  $6,934,047.47 


EEPOBT   OF   THE   TBEASUEEE. 
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COMPARATIVE  BALANCE  SHEET  FOR  TEARS  ENDING 
SEPTEMBER  30,   1914   and   1913— Continued. 


Capital  Liabilities. 

1914 
Capital     Account     (Hospital     Properties     and 

Equipment)   $2,953,417.93 

Endowed  Bed  Fund 905,000.00 

Partly  Endowed  Bed  Fund 18,867.20 

General  Endowment  Fund 30,083.75 

General  Fund  373,396.58 

Fiske  Fund  60,000.00 

Edwin  Bancroft  Foote  Fund 152,453.81 

Margarette  A.  Jones  Fund 144,372.84 

John  Stewart  Kennedy  Fund 1,426,035.04 

Sidman   Trust   Fund 1,000.00 

Fund  in  Memory  John  T.  Terry 23,000.00 

The  Isaac  E.  Valentine  Memorial  Fund 748,500.00 

Moses  Weinman  Fund 5,000.00 

The  Mrs.  Frederic  Baker  Pathological  Depart- 
ment Fund    5,068.14 

C.  K.  Briddon  Gold  Medal  Fund 1,000.00 

Dortic  Memorial  Fund 105,745.82 

Mrs.  David  Dows  Fund 7,829.80 

Margaret   E.    Dows    Fund 5,000.00 

Bast   River    Homes    Fund 3,880,00 

Flower  Fund 

Fresh  Air  Fund 

The  Katie  Geitz  Fund 1,102.23 

Holiday  Cheer  Fund 442.56 

House  Staff  Library  Fund 

Room  J.  Trust  Fund 5,067.78 

Kinderfest  Fund   201.36 

Nurses'  Cheer  Fund 99.47 

Patients'   Cheer  Fund 318.73 

Patients'  Relief  Fund   885.30 

Fund  in  Memory  Clara  Alsop  Russell 1,998.75 

Dr.  Henry  B.  Sands  Fund 

Sarah  Sanford  Fund 186.50 

School  of  Nursing  Library  Fund 20.00 

School  of  Nursing  Scholarship  Fund 503.10 

George  H.  F.  Schrader  Fund 9,650.00 

H.  Smith  Periodical  Fund 5.52 

Special  Relief  Fund  for  Sick  Nurses 50.00 

Special  Visiting  Nursing  Relief  Fund 88.63 

Tompkins   Fund    8,237.50 

The  Mrs.  W.  K.  Vanderbilt  Fund  for  Visiting 

Nursing    1,924.68 

Wall   Fund    91,000.00 

Charles  S.  Ward  Fund 1,142.67 

Frances  Swan  Welles  Fund 10,000.00 

ToTAi,  Capital  Liabimties $7,102,575.69 


1913 

$2,970,651.80 

905,000.00 

17,443.47 

29,153.75 

178,324.07 

60,000.00 

152,453.81 

144,372.84 

1,426,035.04 

1,000.00 

750,000.00 
5,000.00 

5,230.28 
1,000.00 
102,690.78 
8,477.80 
5,000.00 

4.00 
194.81 
780.86 
412.53 
24.21 
5,357.38 
165.17 
300.00 
300.00 
605.83 

162.26 


478.10 

9,650.00 

2.42 

50.00 

674.63 

8,237.50 

11,891.25 

91,000.00 

1,072.67 

10,000.00 

$6,903,197.21 


28  BEPOBT   OF  THE  TREA8UBEB. 


COMPARATIVE    BALANCE    SHEET    FOR    YEARS    ENDING 
SEPTEMBER  30,  1914  and  1913— Continued. 

Current  Liabilities. 

1914.  1913. 

Advance  Payments  by  Patients $961.60  $741.30 

Overpayments  by  Patients 150.50  290.65 

Unclaimed  Wages   338.82  255.92 

Audited  Vouchers  Unpaid  or  Accounts  payable        27,458.76  29,562.39 


Total  Cubbent  Liabilities $28,909.68  $30,850.26 


Grand  Total  Liabilities $7,131,485.37     $6,934,047.47 


Note  :  In  order  to  make  proper  allowance  for  depreciation  during  the 
fiscal  year  ending  September  30,  1914,  the  Board  of  Managers,  at  their 
meeting  October  13,  1914,  directed  that  the  following  amounts  be  charged 
off  the  accounts  mentioned : 

Buildings  Account $15,620.67 

Furniture  and  Fixtures  Account 970.67 

Machinery  and  Tools  Account 806.65 

Ambulance  Account  1.572.00 

TV)TAL    $18,969.99 

The  above  amounts  were,  therefore,  charged  off  and  Capital  Account 
which  represents  the  total  book  value  of  the  Hospital  Properties  and  Equip- 
ments, which  are  shown  on  the  balance  sheet  as  a  part  of  Capital  Liabili- 
ties, has  correspondingly*  been  debited  with  $18,969.99. 
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Administra 
Supt  of  Nf 
Physician 
Anaestheti^ 
Nurses  .  | 
Special  Nu] 
Orderlies 
Ward  Empl 
Equipment 


_rporation  Expenses). 


Educational 
Work 


.5% 
i.98 

Pharmacy  i}^ 

!  f  'j/ 
Medical  and,  „^ 

Out   Patlenl| 

Visiting  Nut.g^ 

Roentgen  R^ 

Photographic 

Ambulance 

Pathological  [ 

Housekeepinix^Ag 

Kitchen   jg^ 

^ i%. 


11' 
$278.-^ 


2a% 
5,978.48 


Total 


$31,941.58 
8,845.75 
150.00 
1,200.00 
12,332.04 
26,890.75 
7,047.73 
2,866.47 
4,396.89 
3,947.46 
29,129.23 
8,338.03 
10,057.67 
5.584.23 
2,530.95 
375.55 
23,913.9i 
38,174.51 
9,873.31 


medical  periodicals  and  books  f6r  the  House  Staff  Library. 

EooM  J  Teust  Fund.    The  income  from  investments  held  in  this 


®i|?  f r?0hQt^rtatt  i^oapttal  in  tljp  CUtty  nf  Npui  fork 

Statement  Showing  Method  of  Figuring  "Co«t  per  Patient  per  Day"  for  Year  Ending  September  30,  1914  (Not  Including  Educational  or  Corporation  Expe 


Operating  EJxpenses 


Private  Room 
Patient 


Cost  per  Pri 
vate  Boom  Pa- 
tient per  Day 
In  Cents 


Ward 
Patients 


Cost  per 

Ward   Patient 

per  Day  in 

Cents 


Out-Patlent 
Department 


Visiting 
Nursing 


Udncatlonal 
Work 


Administration    

Supt  of  Nurses,  Assistants  and  Instructors. 

Physician    

Anaesthetist    

Nurses      

Special  Nurses   

Orderlies  - 

Ward  Employees   

Equipment  for  Nurses 

Pharmacy  Salaries  and  Wages 

Medical  and  Surgical  Supplies 

Out   Patient    Department 


$3,513.57 

n% 

973.03 

20% 
30.00 

;;o% 

240.00 

actual   cost 

8,810.79 

actual   cost 

21,485.25 

actual    cost 

1,157.06 


Visiting  Nursing    

Roentgen  Ray  Service 

Photographic  Service   

Ambulance   

Pathological  Laboratory 

Houseljeeplng    

Kitchen   

Laundry    

Steward's    Department    

Educational  Worlj  

General  House  and  Property 


495.06 

285.80 

in.:i% 

406.59 

10.:!% 
3,000.31 


IS-;;, 

67.60 

10.:-!% 

2,463.14 

10.5%. 

4,008.32 

10.5%, 

1,036.70 

10.5% 

1,697.57 

20% 

18,681.29 


I0..5% 
4,204.81 


44.3 

12.2 
.4 
3. 

48. 
270.8 

14.6 
6.2 
3.6 
5.1 

37.8 


31.3 
50.5 
13.1 
21.4 
235.5 


Total   Operating   Expenses 

Total  Patient  Days  Treatment  and  Visits. 
COST    


$67,947.78 
7,933 


$8,565 


7::.5% 
$23,477.06 

7:;.5%t, 

6,501.63 

80% 

120.00 

80% 

960.00 

actual  cost 

8,521.25 

actual  cost 

5,405.50 

actual  cost 

5,890.67 

actual  cost 

2,371.41 

88%, 

3,869.26 

:i8.7%, 

1,527.67 

54.7% 

15,933.69 


43% 
2,401.22 

1,619.81 

187.7^" 

54.7%, 

13,080.93 

7t)%o 

30,157.8'6 

79% 

7,799.92 

79%, 

12,772.17 

76% 

70,988.89 


$246,824.73 
72,391 


11.7 
7.4 


5.3 
2.1 
22. 


18.1 
41.4 
10.8 
17.6 


$3.41 


$4,791.24 

15% 

1,326.86 


219.85 

50% 

1,973.73 

M% 

9,903.94 

8,338.03 


50'/o 

2,792.12 

25% 

632.74 

120.18 

10% 

2,301.39 

10% 

3,817.45 

10%, 

987.33 

10% 

1,616.73 

:;.5% 

3.269.23 


2,402.75 


$44,583.57 
83,704 
$.532 


$159.71 

.5% 

44.23 


.5% 

21.98 

1% 

39.47 

I";. 

291.29 


$11,602.69 
10,501 
$1,105 


11%> 
278.40 


25%, 
5,978.48 


$24,202.56 


$31,941.58 

8,845.75 

150.00 

1,200.00 

12,332.04 

26,890.75 

7,047.73 

2,866.47 

4,396.89 

3,947.46 

29,129.23 

8,338.03 

10,057.67 

5,584.23 

2,530.95 

375.55 

23,913.94 

38,174.51 

9,873.31 

16,167.31 

93,406.44 

17,945.68 

40,045.81 

$395,161.33 


The  Salaries  of  Operating  Room  Nurses  and  Operating  Room  Orderlies  are  distributed  in  proportion  to  the  numbers  of  Private  Room  Surgical  Patients  and  Ward  Surgical 
Patleuts  treated. 

Method  of  FiauEiNO  Cost  or  Different  Branches  of  the  Service: 

The  method  In  use  at  The  Presbyterian  Hospital  of  figuring  the  total  cost  of  caring  forWard  Patients,  Private  Room  Patients,  Out-Patlent  Department  or  Patients  visited  in  their 
homes  is  to  charge  each  branch  of  the  service  with  salaries  and  wages  of  all  persons  employed  exclusively  In,  and  all  supplies  and  repairs  directly  chargeable  to,  such  service,  and  to 
prorate  the  other  Operating  expenses  which  contribute  to  the  cost  of  the  different  branches  of  service  In  such  proportion  as  the  Superintendent  and  his  Assistants  may  consider  most 
fair  after  careful  consideration  of  the  local  conditions,  which  are,  of  course,  subject  to  change  from  time  to  time.  In  determining  the  relative  proportion  of  Administration 
Expenses,  Professional  Care  of  Patients,  Housekeeping,  Kitchen,  etc.,  not  including  the  amounts  directly  chargeable  to  Dispensary,  Emergency  Ward  and  Visiting  Nursing,  the 
percentage  charged  to  Ward  Patients  and  to  Private  Room  Patients  is  based  upon  the  number  of  days'  treatment  furnished  in  each  service,  modified  by  well  Isnown  facts ;  for 
instance,  the  fact  that  a  private  room  patient  requires  more  professional  care  than  necessary  If  he  were  located  in  a  ward ;  also,  the  Important  fact  that  his  food  and  the  prepara- 
tion of  It  costs  very  much  more  than  that  of  the  ward  patient.  The  distribution  of  the  cost  of  General  House  and  Property  Expenses  among  the  different  branches  of  the  service  is 
based  upon  the  relative  cubic  contents  of  those  parts  of  the  buildings  occupied  by  each  of  the  five  services  mentioned. 
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Purposes  tor  Which  Income  or  Principal  oe  Keserve  Funds 

Is  Used. 

Endowed  Bed  Fund,  General  Endowment  Fund,  Fiske  Fund, 
Edwin  Bancroft  Foote  Fund,  Margarette  A.  Jones  Fund,  John 
Stewart  Kennedy  Fund,  Sidman  Trust  Fund,  Fund  in  Memory 
John  T.  Terry,  The  Isaac  E.  Valentine  Memorial  Fund,  and 
Moses  Weinman  Fund.  The  income  from  investments  held  in  tliese 
funds  is  applied  toward  the  current  expenses  of  the  Hospital. 

General  Fund  Account.  Unrestricted  legacies  received  during 
the  past  three  years  have  been  credited  to  this  account.  It  is  intended 
to  use  the  income  of  this  fund  to  partly  meet  the  current  expenses 
of  the  Hospital  and  to  draw  on  the  principal,  when  necessary,  to  meet 
capital  expenditures  not  otherwise  provided  for. 

The  Mrs.  Frederic  Baker  Pathological  Department  Fund. 
The  income  from  investments  held  in  this  fund  is  used  to  supply 
books,  periodicals,  and  instruments  for  use  in  the  Pathological  Lab- 
oratory and  the  principal  of  this  fund  may  also  be  used  for  this 
purpose. 

Charles  K.  Briddon  Gold  Medal  Fund.  The  income  from 
investments  held  in  this  fund  provides  the  Dr.  C.  K.  Briddon  Gold 
Medal  which  is  competed  for  every  two  years  by  members  of  the 
alumni  of  the  Presbyterian  Hospital,  who  write  essays  requiring 
original  research. 

DoRTic  Memorial  Fund.  The  income  from  investments  held 
in  this  fund  is  applied  toward  the  current  expenses,  account  main- 
tenance of  a  convalescent  home  in  connection  with  the  Hospital. 

Mrs.  David  Dows  Fund.  The  income  from  investments  held 
in  this  fund  is  used  to  purchase  scientific  instruments  for  use  in  the 
Hospital  for  the  study  or  cure  of  disease. 

Margaret  E.  Dows  Fund.  The  income  from  investments  held 
in  this  fund  is  applied  toward  the  current  expenses  of  the  School 
of  Nursing. 

East  Eiver  Homes  Fund.  This  fund  is  to  be  used  through  the 
Out-Patient  Department  to  defray  the  expenses  of  tubercular  work 
for  indigent  persons  who  are  residents  of  the  City  of  New  York. 

Flower  Fund.  This  fund  is  used  to  meet  the  cost  of  filling 
and  maintaining  flower  boxes  throughout  the  Hospital. 

Fresh  Air  Fund.  This  fund  is  used,  when  necessary,  to  meet 
expenses  of  convalescent  patients  in  convalescent  homes  in  the  coun- 
try; to  pay  for  carriage  rides  for  convalescent  patients  in  and  about 
the  city,  and  to  pay  for  special  clothing  for  patients  who  are  on  the 
open  air  roof  ward  during  the  winter  months. 

The  Katie  Geitz  Fund.  This  fund  is  used  to  meet  expenses 
for  supplying  milk  and  eggs  to  tubercular  patients  in  their  homes. 

Holiday  Cheer  Fund.  This  fund  is  used  to  provide  decora- 
tions, entertainments,  presents  or  other  holiday  cheer  throughout  the 
hospital  to  patients,  staff,  nurses  and  employees. 

House  S'taJ-f  Library  Fund.  This  fund  is  used  to  provide 
medical  periodicals  and  books  for  the  House  Staff  Library. 

Eoom  J  Trust  Fund.    The  income  from  investments  held  in  this 
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fund  is  used  to  provide  delicacies  and  extra  nursing  for  patients 
occupying  Room  "J." 

KiNDERFEST  FuND.  This  fund  is  used  for  the  support  of  chil- 
dren of  tubercular  parents  in  the  country  during  the  summer  months. 

Patients'  Relief  Fund.  This  fund  is  used  to  meet  expenses 
account  special  relief  for  patients  in  the  Visiting  Nursing  Department 
which  expenses  are  not  directly  chargeable  to  the  Mrs.  W.  K.  Vander- 
bilt  Fund  for  Visiting  Nursing. 

Fund  in  Memory  Clara  Alsop  Russell.  This  fund  is  to  be 
used  to  purchase  an  electrocardiograph  and  other  apparatus  for  the 
study  and  treatment  of  patients  suffering  from  heart  trouble. 

Dr.  Henry  B.  Sands  Fund.  This  fund  is  used  to  meet  expenses 
in  connection  with  surgical  research  work  in  any  department  of  the 
Hospital. 

Sarah  Sanford  Fund.  This  fund  is  used  to  provide  temporary 
relief  to  unobtrusive  suffering  endured  by  industrious  or  worthy  per- 
sons, tending  to  restore  the  recipient  to  self-support. 

School  of  Nursing  Library  Fund.  This  fund  is  used  to  pro- 
vide periodicals  and  books  for  the  School  of  Nursing  library. 

School  of  Nursing  Scholarship  Fund.  This  fund  is  used  to 
provide  scholarships  for  the  pupil  nurses  in  the  School  of  Nursing. 

H.  Smith  Periodical  Fund.  This  fund  is  used  to  provide 
periodicals  for  the  wards  of  the  Hospital. 

Special  Relief  Fund  for  Sick  Nurses.     This  fund  is  used  to 
provide  relief  for  sick  graduate  nurses. 

Special  Visiting  Nursing  Relief  Fund.  This  fund  is  used 
by  the  Visiting  Nurses  for  three  purposes,  i.  e.:  First,  loans  to  needy 
families  to  pay  rent;  second,  temporary  aid  for  the  unemployed; 
third,  to  send  mothers  and  children  to  the  country. 

The  Mrs.  W.  K.  Vanderbilt  Fund  for  Visiting  Nursing. 
This  fund  provides  the  salary  of  one  graduate  nurse  as  instructor, 
and  the  maintenance  and  equipment  of  three  pupil  nurses  engaged 
in  visiting  nursing.  It  also  provides  the  salary  of  one  graduate  nurse 
for  tubercular  work  and  one  graduate  nurse  for  social  work. 

George  H.  F.  Schrader  Fund,  Tompkins  Fund  and  Wall 
Fund.  The  income  from  each  of  these  funds  is  paid  to  a  beneficiary 
during  the  latter's  life,  and  thereafter  becomes  the  property  of  the 
Hospital. 

Charles  S.  Ward  Fund.  The  income  from  this  fund  is  added 
to  the  principal  and  set  aside  for  the  purpose  of  making  up  any 
deficiency  which  may  exist  by  reason  of  administration  expenses,  etc., 
in  a  trust  fund  of  $10,000  bequeathed  to  the  Hospital  by  the  late 
Charles  S.  Ward  to  endow  in  perpetuity  two  beds  in  the  Hospital,  one 
in  memory  of  himself  and  one  in  memory  of  his  friend,  Sophia  L. 
Kinman,  deceased,  which  trust  fund  is  subject  to  the  life  estate  of  a 
nephew. 

Frances  Swan  Welles  Fund.  The  income  from  investments 
held  in  this  fund  is  used  to  brighten  and  cheer  the  lives  of  trained 
nurses  employed  from  time  to  time  in  the  Hospital ;  also  to  brighten 
and  cheer  the  lives  of  patients  in  the  general  wards  of  the  Hospital. 
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DONATIONS  FROM  INDIVIDUALS 


For  tlie  Year  ending  September  30,  1914 


A  Friend  $10.00 

A  Friend   500.00 

Abbatt,  William  2.00 

Abbott,  Robert  10.00 

Abraham,  Ludolpb  H 10.00 

Abrahams,    Morris    2.00 

Abrahams,  Miss  Nellie...  20.00 

Achelis,  John    20.00 

Adler,   Morton  L 10.00 

Aldrich,  William  Paine. . .  10.00 

Anderson,  Archibald  J.  C.  10.00 

Andrews,  William  Loring.  20.00 

Anonymous    .50 

Anonymous    1.00 

Anonymous    1.00 

Anonymous    10.00 

Anonymous    15.00 

Anonymous    1.00 

Anonymous    1.00 

Anonymous    20.00 

Anthony,  Edgar  G 5.00 

Appel,  S.,  &  Co 5.00 

Armstrong,  J.   S 25.00 

Arnold,  Miss  Charlotte  B.  2.00 

Arnstein,  Mrs.  Eugene  A..  10.00 
Aspegren,    John,    through 

N.  T.  Produce  Exchange 

Relief  Committee    10.00 

Auchincloss,   Mrs.   E.   S...  50.00 

Auchincloss,  Mrs.  Hugli  D.  50.00 

Auchincloss,  J.  Winthrop.  25.00 

Auchmuty,  Mrs.  R.  T 25.00 

Bachman,   Norbert  H 10.00 

Baird,  Charles   100.00 

Baker,  Mrs.  Henry  M 25.00 

Baker,  Stephen   50.00 

Balfour,  Williamson  &  Co.  50.00 

Ballard,  Edward  L 10.00 

Barclay,  Alexander  30.00 

Barlow,   Mrs.    Charles 5.00 

Barthman,  William   10.00 

Batjer,    Henry    15.00 

Bauchle,  Mrs.  Thomas  H., 

In  Memory  of  Thomas 

H.  Bauchle  25.00 

Baumert,  Frank  J 25.00 

Beatty,  William  10.00 

Becker,   Adolph    5.00 

Beer,  Mrs.  Julius   10.00 

Beller,  Mr.  and  Mrs.  A. . .  5.00 

Belloni,  Mrs.  L.  J 10.00 

Belloni,  Miss  Sadie  H....  10.00 


Bendit,  Mrs.  Singer $2.00 

Benedict,  Lemuel  0 1.00 

Beresford,   John   George. .  25.00 

Bergman,    Michael    2.00 

Bernheim,  Mrs.  Gustav . . .  5.00 

Bernheimer,  Meyer  A 10.00 

Betsch,  Wm.  G.  L 25.00 

Bevier,    Miss   Katherine. .  10.00 

Beyer,    Eugene    0 5.00 

Bicknall,  Mrs.  Isabel 5.00 

Bierstadt,    Mrs.   Albert...  100.00 

Blake,  Henry  15.00 

Block,  Henry   10.00 

Blumenthal,  George  20.00 

Booth  &  Co 15.00 

Borg,  Simon  &  Co 10.00 

Borgf eldt,  George,  &  Co. . .  50.00 

Boyd,  William  A 5.00 

Brady,    James    B 50.00 

Brewster,  Mrs.  Benjamin.  100.00 

Brewster,  George  S 250.00 

Bridge.  Mrs.  W.  F 50.00 

Bringham,  Mrs.  M.  M 5.00 

Bristol,    John   I.   D 5.00 

Brokaw     Bros.,      through 

Hospital    Saturday    and 

Sunday  Association 100.00 

Brooks,   Miss  Bertha  G. . .  5.00 

Broughton,  Mrs.  Urban  H.  50.00 

Brown,  Mrs.   John   Crosby  25.00 

Brown,  M.   Bayard    500.00 

Brown.  Miss  Mary  A.   S..  10.00 

Brown,  Thatcher  M 50.00 

Buchtenkirch.  Herman 5.00 

Bulkley,  Edwin    M 150.00 

Bulkley.  Mrs.   Edwin  M...  50.00 

Butler,  Willard  Parker. . .  5.00 

Buttenwieser.  Joseph  L. . .  10.00 

Butterfield.   Fred.,   &  Co..  2S.00 

Bvrd,  William    10.00 

Camp.  Mrs.  Helen  P 5.00 

Carey,   Samuel    10.00 

Carle,  Robert  W .50.00 

Carter,    Mrs.    Aaron 10.00 

Cash,  "C.  W." 10.00 

Child.  Mrs.  Lewis  P 5.00 

Clar>r>.   George   S 10.00 

Clark,  .T.  William 100.00 

Clark.    Mr.    and    Mrs.    D. 

Crawford    300.00 

Clausen.   George  U 10.00 

Clay,  Thomas  Savage 10.00 
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Clough,  W.  P $50.00 

Coffin,  Charles  A 25.00 

Cohen,  Mrs.  Jacob  D 1.00 

Cohu.    Julius     25.00 

Cohn,  Louis    2.00 

Colgate,  William   100.00 

Colwell,  Mrs.  James  V.  V.  5.00 

Conde,  Jacob  10.00 

Cook,  Mrs.  Charles  T 10.00 

Cragin.  Dr.  Edwin  B 10.00 

Crimniins,  Thomas    50.00 

Cushmau,  H.  B.  &  Co 10.00 

Day,  Harry   V 10.00 

Day,  Mrs.  Henry  Mills...  10.00 

De  Forest,  Henry    W 50.00 

De  Forest,  Robert    W 100.00 

de  Gersdorflf,  George  B 10.00 

De  Klyn,  Benjamin  F 25.00 

Delafield.   Maturin  L 25.00 

Delano,  Moreau   250.00 

Demarest,  A.   G 2.00 

Despard.   Walter  D 10.00 

De  Vlnne,  Theodore  Low.  20.00 

Dickerman,    W.    B 50.00 

Dickinson,  Mrs.  Charles  C.  5.00 

Dillon.   John   Forrest 10.00 

Dilwortli,  Joseph  R 50.00 

Dirigo    Lodge   No.    30,    F. 

and   A.   M 25.00 

District  Grand  Lodge  No. 

1.     Independent     Order 

Free  Sons  of  Israel 50.00 

Dodge.    Cleveland   H 100.00 

Donovan.   Mrs.   Mary  T. . .  10.00 

Douglas.  Mi.ss   Julia    B....  5.00 

Douglas.  Mrs.   .T.   B 1.00 

Douglas.  Mrs.  Margaret  E.  10.00 

Douglas.  William  P 10.00 

Droste.  George  F 10.00 

Duff,  Mrs.  M.  E 5.00 

DufFy.   Mrs.  Terence  J 25.00 

Dutton.  Mrs.  Wm.  Dalliba  5.00 

Duval.  William   2.00 

Eastman.    .Joseph    100.00 

Eaton.   Frederick  H 25.00 

Eder.  Mrs.  James  M 10.00 

Eidlitz,  Marc,  &  Son 50.00 

Eidlitz,  Robert  James 50.00 

Eimer,  Mrs.  Augunt 5.00 

Eisenmann,  Gustave  F. . . .  10.00 

Eldridge,  Roswell    100.00 

Elliman.  Mrs.  Douglas  L..  15.00 

Elliott.    Samuel    50.00 

Ellis,   William  D 10.00 


Emerson,     Mr.     and    Mrs. 

William     $100.00 

Erdman,  Mrs.  Babett 5.00 

Erlangor,  Abraham   25.00 

Erstein,   Max    10.00 

Estes,   Webster  Cummings  25.00 

Ettlinger,   Louis    10.00 

Fahnestock,  Mrs.  Harris..  10.00 

Falk,    Mrs.   Arnold 10.00 

Falkenau,    Arthur    5.00 

Fechheimer,  Alfred  50.00 

Ferguson,  Donald  Rcss.  In 

Memoriam    5.00 

Ferguson,   Robert    26.00 

Fergu.son.  Mrs.  Robert,  In 

Memoriam    5.00 

Ferguson,      Mrs.      Robert 

Forbes    10.00 

Fibel,   Mrs.   Henriette 5.00 

Firuski,    Louis   L 10.00 

Fisher,    Mrs.    Philip 10.00 

Fletcher,   Isaac  D 10.00 

Ford,  James   B 500.00 

Frank,  Wm.  A.   B 5.00 

Frankel,  David  J 10.00 

Eraser,  Miss   Jane   K 20.00 

Eraser.  Miss   S.   Grace 20.00 

Frey,  Misses   2.00 

Friedman,   Lewis    25.00 

Friend,  "Miss   A."    10.00 

Friend.  "Mr.    L."    10.00 

Friend,  "Mrs.  L."    10.00 

Friend,  in  memory  of  An- 
drew J.  McCosh.  M.  D..  5.00 
Friendly   Sons  of  St.  Pat- 
rick,   Society   of 100.00 

Gallatin.  Mrs.  Frederic. . .  100.00 

Galpen.   R.   Howard 5.00 

Gambler.  Edward   V 5.00 

Geer,    Mrs.    Walter 10.00 

Gerrish.  Mrs.  Frank  Scott  5.00 

Gibbs,    Georee    50.00 

Gilbert,  Miss  Ellen  G 25.00 

Glatz.    Charles    25.00 

Goldberg.  Benjamin    10.00 

Goldman.    Mrs.    Marcus...  2.00 

Goldschraidt,   Henry  P....  25.00 

Goldstein.  Seig  10.00 

Goodwin,  James  J 100.00 

Gottheil.    Paul    lO.oO 

Grant.  Mrs.  Hugh  J 2.5.00 

Gravdou.    Mrs.    Clendenen  10.00 

Greef  &  Company 25.00 

Guinzburg,    Mrs.   Vistor. ..  5.00 

Gunther,  Bernard  G 10.00 
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Gunther,  Mrs.  Franklin  L.  $15.00 

Hage,  John  D 5.00 

Hall,  Frank  A.,  &  Sous..  3.00 
Hamersley,    Miss    Cather- 
ine L.,  and  Mr.  L.  Gor- 
don      100.00 

Handley,  Miss  H.  M 300.00 

Hardenburgh,   T.  E 5.00 

Harkness,  Charles  ^Y 500.00 

Harkness,  Edward  S 500.00 

Harmon,  Mrs.  Frank  Den- 
ham     25.00 

Harris,  Forbes  &  Co 150.00 

Havemeyer,  Mrs.  Henry  O.  50.00 
Havemeyer,    J.    Craig,    in 

memory  of  A.  H 15.00 

Havens    Relief    Fund    So- 
ciety       3,500.00 

Hawk  and  Wetherbee 10.00 

Healey,    John    S 1.00 

Hearn,  James  A.,  &  Son..  100.00 

Hecht,  Jacob    5.00 

Hecht,  Solomon    5.00 

Hedges,  Job    E 5.00 

Heidgerd,  William   2.00 

Heilbroner,  Samuel  10.00 

Heimerdinger,   George   C.  5.00 

Heller,  George  W 2.00 

Henckeu,   Hancke    10.00 

Henderson,  Miss  M.  W. . .  10.00 
Henry,  Mrs.  Franklin  Syl- 
vester      10.00 

Hensel,  Mrs.  Caroline 3.00 

Hermann,  Mrs.  Ferdinand  10.00 

Hess,   Simon   10.00 

Hewitt,  C.  M 100.00 

Hewitt,  H.    H 100.00 

Heyman,   Mrs.   Michael .. .  5.00 

Heymann,    Charles   E 5.00 

Hildesheimer,  Joseph   ....  2.00 

Hirsh,    Edward    10.00 

Hoagland,  Mrs.  Joseph  C.  25.00 

Hodgson,   Edwin  A 2.00 

Hoe,  Mrs.  Richard  March  25.00 

Hohenstein,  Hugo   5.00 

Holliday,  Rev.  William  A.  25.00 

Hollister,    Mrs.    Henry   H.  5.00 

Holmes,  Edwin  T 100.00 

Holt,   Charles   10.00 

Holter,  Mrs.  Edwin  0 10.00 

Hornblower,  Mrs.  Wm.  B.  25.00 

Horton,  James  M 5.00 

Howells,  Mrs.  Henry  C. . .  10.00 

Hudson,  Paul  H 5.00 

Huntington,  S.  V.  V 10.00 


lUfelder,    Mrs.   Elise   Uhl- 

mann   $5.00 

In  memory  K.  J.  B 50.00 

In    Remembrance    of    the 

Man    56.00 

Inslee,  Edwin  W 25.00 

Isaacs,  Edward  A 5.00 

Isham,  Samuel   20.00 

James,  Mrs.   D.   Willis 1,000.00 

James,  Mrs.    Walter    B. . .  100.00 

Jansen,    Mrs.    Edward 15.00 

Jarvie,  James  N 100.00 

Jenkins,   Alfred  B 50.00 

Jennings,  Miss  Annie  Burr  100.00 

Jennings,  Michael  J 5.00 

.Jennings,  Mrs.   Oliver   G..  50.00 

Jennings,  Walter   50.00 

Jesup,  Mrs.  M.  K 250.00 

Johnson,  Stephen  S 3.00 

Johnston,  J.  Herbert 25.00 

•Tones,  A.  H 10.00 

.Just  Co.,  The  George  A. . .  10.00 

Kahle,  Mrs.  Julie 25.00 

Kastor,  Adolph  &  Bros. . .  10.00 

Kaufmann,  Mrs.    Leopold.  5.00 

Kaufmann,  Otto    5.00 

Kayser,  Mrs.  Julius   5.00 

Keyser,  Mrs.   Samuel   ....  100.00 

Kidder,  Mrs.  A.  M 50.00 

Kilner,  Mrs.  Samuel  E 25.00 

King,  Rev.  Albert  B 5.00 

King,  John  Alsop    20.00 

Kingsley,  William  M 50.00 

Kingsley,  W.  S 5.00 

Kissam,  Mrs.  Charles  T...  5.00 

Klaber,   James    10.00 

Klein,  Charles  T 5.00 

Kleinert,  Mrs.  Isaac  B 5.00 

Klingenstein,  Mrs.  Charles  5.00 

Knoche,  Godfrey   10.00 

Kohlman,  Charles   10.00 

Kohlmeier,  J.  M 10.00 

Kohnstamm,  Leo,   Edward 

and  Joseph    25.00 

Kountze,  Mrs.  Augustus . .  20.00 

Krai,  Miss  Olga 1.00 

Kraus,  Samuel   10.00 

Kronthal,  Leon  H 10.00 

Kuhne,   Miss   Irma 5.00 

Kurzman,  Mrs.  Charles . . .  5.00 

Kuster,  Miss  Johanna  M..  10.00 

Kuttner,  Morris  5.00 

Langeloth,  Jacob   10.00 

Langenbacher,  Geo.  F 10,00 

Latimer,  Miss  Julia  W....  25.00 
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Lawrence,  John  Burling. .  $5.00 

Leeb,  Alfred   5.00 

Lelimaier,    James   M 10.00 

Lehmeyer,   Louis  T 10.00 

Leland,   Mrs.  Amory 25.00 

Leland,  Amory   20.00 

Leland,  Dudley  R 20.00 

Lent,  Miss  Alletta,  lu 
Memory    of   William   B. 

Lent    25.00 

Leonard,  Theodore  M 10.00 

Levine,  Edmund  J 10.00 

Levinson,  Chas.,  In  Mem- 
ory of  Adelaide  H.  Lev- 
inson      5.00 

Levy,  Benjamin   5.00 

Lewengood,  Abraham    —  10.00 

Lewis  &  Conger 10.00 

Lichtenstein,   Seaman,   Jr.  10.00 

Liebmann,  Henry  L 10.00 

Lincoln,  Lowell   10.00 

Lindheimer,  Adolf   5.00 

Lippmann,  George   10,00 

Littlefield,  Miss  Harriet  S.  10.00 

Lockwood,  Mrs.  Stoplien  O.  10.0( 

Lord,  Mrs.  G.  de  Forest. . .  10.00 

Low,   Seth   50.00 

Lueder,   August   5.00 

McAlpin,   George   L 50.00 

McClymonds,  Mrs.  A.   M..  100.00 

McCullah,  Mrs.  James  S..  25.00 

McLean,  James   100.00 

McNeil,  Thomas  R 50.00 

Mackay,   Mrs.    Donald 100.00 

MacKellar,  George  M 10.00 

Mager,  Mrs.  F.  Robert...  10.00 
Maimonides      Lodge      No. 

743,  F.  and  A.  M 25.00 

Mantler,  Ignatz   10.00 

Marlor,  Henry  S 50.00 

Marshall,  Louis    10.00 

Marshall,  Miss    Margaret.  20.00 

Martin,  Mrs.  Anna   1.00 

Martin,  William  Vail 5.00 

Marx,  Miss  May 3.00 

Maxwell,  Miss   Matilda . . .  5.00 

Maxwell,  Mrs.  William  D.  25.00 

Mayer,  Adolph   5.00 

Mayer,  Bernhard    10.00 

Mayer,  Edward  L 10.00 

Mayer,  Estate  of  Maurice  250.00 

Mayer,  Max  W 10.00 

Mayo,  Dr.  Charles  Horace  50.00 

Mead,  Mrs.  Charles  L 10.00 

Meiglian,  Burton  G 1.00 


Merriam,  Miss  Annie  L...  $10.00 

Milbank,   Joseph    250.00 

Miller,  Mrs.    Alexander...  25.00 

Miller,  Miss  Annie 25.00 

Miller,  Henry   100.00 

Mills,  Ogden   250.00 

Mitchell,  Mrs.  Alfred   150.00 

Mitchell,    Mrs.   J.    Murray  10.00 

Modry,  Ignatz   10.00 

Moore,    Mrs.    J.    Chandler  10.00 

Moore,  Russell   W 10.00 

Morgan,   Mrs.   J.  Pierpout  25.00 

Morganstern,    Albert    G...  5.00 

Morgenthau,  Mengo  L 5.00 

Morris,  Mrs.   William 1.00 

Mott,  Lewis  F 5.00 

Mott,  William  F 10.00 

Mulligan,   Cadwallader   R.  25.00 

Murdock,  Mrs.  G.  Wilson  1.00 

Murphy,  Mrs.  John 5.00 

Murphy,  Mrs.  Mary    5.00 

National    Lodge    No.    209, 

F.   and  A.  M 10.00 

Neave,  Mrs.  Charles 10.00 

N.    Y.    Produce   Exchange 

Relief  Committee    40.00 

Nicoll,  Mrs.  Benjamin 10.00 

Nicolson,  Mr.  and  Mrs.  J.  5.00 

Norton,  Mrs.  Nathaniel  R.  5.00 

Ogden,  Miss  Mary  F 10.00 

Ogden,  Charles  W 10.00 

Oppenheimer,  Paul  H 10.00 

Oppenheimer,  Zach.  A ID.OO 

Opdycke,   Mrs.   Emerson..  10.00 

Ortgies,  Mrs.  John 5.00 

Osborn,   William   Church..  250.00 

Padberg,  Miss  Bertha  M..  1.00 

Parsons,    Mrs.   Charles 20.00 

Pearce,   William   G 100.00 

Peckham,  Mrs.  Wheeler  H.  100.00 

Penfold,  Edmund    50.00 

Perkins,  Mrs.  George  W..  50.00 

Petrzilek,  Mrs.  Veronica . .  10.00 

Pfizenmayer,    Mrs.    C.    F..  10.00 

Pfizer,  Chas.  &  Co..  Inc..  10.00 

Phoenix,  Lloyd   10.00 

Proops,   S.   G 10.00 

Plant,   Albert    10.00 

Pollack,   Max    10.00 

Porter,   Mrs.   Clarence....  10.00 

Post,  Abram   S 5.00 

Pretzfeld,  S 20.00 

Cash,  from  a  friend 25.00 

Purdy,  Mr.  and  Mrs.  Wm. 

Macneven   10.00 
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Putnam,  George  Palmer. . .  $10.00 

Ralsler,  Samuel  10.00 

Raven,  Anton  A 25.00 

Read,  William  Augustus. .  100.00 

Redmond,  Miss  Emily 10.00 

Rehan,  Miss  Ada 5.00 

Reitz,    Mrs.    Elizabeth 50.00 

Requa,  Mrs.  Catharine  A.  25.00 

Rhodes,   Benjamin  H 2.00 

Richard,   Miss   Elvine 50.00 

Riesenberg,  Adolph 10.00 

Riker,    W.    J 50.00 

Rinckhoflf,  Julius  A 5.00 

Robbins,  Miss  Harriet  L..  5.00 

Roberts,  G.  Theodore 25.00 

Robertson,  Albert   10.00 

Robertson,  Miss   Jenette. .  10.00 

Robertson,  Julius   25.00 

Robinson,  Eli  K 25.00 

Rodewald,  Frederick  L 10.00 

Rogers,  Robert 10.00 

Rosenthal,  Herman  5.00 

Rosenthal,  Joseph   10.00 

Rosenthal,  Max    20.00 

Rosenthal,  Samuel  &  Bros.  10.00 

Rossiter,  Mrs.  E.  K 10.00 

Rowe,  H.  Ridges 55.00 

Rowell,  Geo.  H 5.00 

Rudolph,  Miss  Bertha 2.00 

Ruppert,  Mrs.  Jacob 25.00 

Ryan,  John  D 100.00 

Ryle,  Arthur   25.00 

Sachs,  Harry  J 10.00 

Safety     Car     Heating     & 

Lighting  Company 25.00 

Saks,  Isadore  10.00 

Salzman,   Charles    3.00 

Sanchez,  Eugene 10.00 

Sauter,  Fred.,  Sr 3.00 

Sawyer,  Mrs.  Homer  B. . .  7.00 
Schaefer,  F.  &  M.  Brewing 

Company    15.00 

Schauffler,  Mrs.  A.  F 25.00 

Schiff,   Mortimer  L 50.00 

Schniewind,    Heinrich 100.00 

Sc^holle,  Albert  W 10.00 

Schwe'ckendieck,   William.  10.00 

Scott,  William    5.00 

Scudder,  Hewlett  2.5.00 

Searles,  Edward  F 25.00 

Senff,  Mrs.  Charles  H 1,000.00 

Sexton,  Lawrence  E 25.00 

Shelline,  David   10.00 

Shillaber,  William 15.00 

Simon,  Alfred  L.   10.00 


Simon,   Franklin    $10.00 

Simon,  L.  K 2.00 

Simon,  Leo  L 10.00 

Sloan,  Benson  Bennett 10.00 

Sloane,    John    250.00 

Smillie,   James  C 5.00 

Smith,  Mrs.  Alfred  H 10.00 

Smith,  Gen.  George  Moore  10.00 

Sobotka,  Gustave 10.00 

Sonn,  Mrs.  Julius 5.00 

Solomon,  Albert  5.00 

Spitzner,  George  William.  50.00 

Spolek,  Lidumil   350.00 

Spool  Cotton  Company 100.00 

Stadler,   Charles  A 25.00 

Standish.  Myles  lt3.0D 

Starin,  Mrs.  Charles  F 10.00 

Starrett,  Mrs.  Milton  Gerry  5.00 

Staudt,  John    10.00 

Stein,  Mrs.  Abe 5.00 

Steinfeld,  Mrs.  Isaac 1.00 

Steinway,  Fred  T 20.00 

Stern.  Meyer 10.00 

Sterry,   John  DeWitt 25.00 

Stetson,   Francis  Lynde...  100.00 

Stettheimer,  Morris   5.00 

Stevens,  Mrs.  John  R 25.00 

Strauss,  Abe    10.00 

Strauss,  Albert    25.00 

Strauss,  David  R 10.00 

Strauss,  Frederick 25.00 

Stroock,  S..  &  Co 50.00 

Stnrges,  Frederick.   Jr 2S.00 

Sullivan,  Mrs.  Emily  S....  2.00 

Symonds.  William  P 15.00 

Taber,  Miss  Mary 5.00 

Talmage,  John  F 25.00 

Tate,  Mrs.  Margaret 11.00 

Taylor,  Miss  Emma  F 10.00 

Taylor,  Henry   Richmond.  100.00 

Taylor,  Rev.  Matthew  A..  10.00 

Terry,    Wyllys    20.00 

Thatcher,  Thomas    25.00 

Thompson,  Morris  S 25.00 

Thorburn,  Mrs.  James  M..  5.00 

Thome,  Jonathan    100.00 

Thome,  Samuel     250.0C 

Thorne,    Samuel.   Jr 10.00 

Thome,  W.  V.  S 200.00 

Tiffany  &  Company 50.00 

Tillinghast,  Mrs.  Wm.  H..  5.00 

Titus,  Dr.  Edward  C 5.00 

Toch  Brothers    5.00 

Tower,   Mrs.  August  Clif- 
ford     10.00 
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DONATIONS   FROM    INDIVIDUALS— Contiuued 


Ti-evor,  William   $10.00 

Troescher,  Anthony  F 50,00 

Trowbridge,    Frederick    K.  25.00 

Turnbull,   Mrs.  R 5.00 

Tuska,  Benjamin    10.00 

Tuska,     Mrs.     Morris,     In 

Memory  of  Morris  Tuska  5.00 

Ullman,  Mrs.    Sigmund...  5.00 

Ulmann,    Carl   J 10.00 

Underwood,  Frederick  D..  10.00 

Unterberg,   Israel    10.00 

Valentine,  Theodore  S 20.00 

Van  Brunt,  Mrs.  Chas.  H.  1.00 

Van  Ingen,  Edward  H....  100.00 

Van  Nostrand,  Daniel  R..  5.00 

Veit.  Berthold   10.00 

Victor,  Frederick  &  Achelis  50.00 
Vondermuhll,       Mr.       and 

Mrs.  Alfred    20.00 

Wadsworth,  Mrs.  A.  B....  5.00 

Walters.   Henry    100.00 

Wanamaker.  John  10.00 

Warburg.  Paul  M 20.00 

Ward,    Mrs.    Artemas 10.00 

Watson.  Mrs.  .T.  Henry...  in.OO 

Wead.   Mrs.   Charlotte  E..  2.00 

Webster,  Charles  B 25.00 

"W.  A.   D." 48.00 

Weinberg,  Erail  M 15.00 

Weinstein,  Mrs.  Morris . . .  5.00 


Wells,  Henry  C $100.00 

White,  Miss  Henrietta 25.00 

White,  Horace    10.00 

White,  Thomas  R.,  Sr 25.00 

Whitehead.  A.  Penninj.ton  10.00 

Williams,  B.   A.   &  G.   N..  50.00 

Williams,  Miss  Theodora  M.  10.00 

Williams,  William   50.00 

Williamson,       Miss      Cor- 
nelia B 5.00 

Willis,  W.  P.,  &  Co 25.00 

Wills,  Charles  T.,  Inc 100.00 

Wilson,   Mrs.   Henry   S 50.00 

Wimplheiniev,  Mrs.  A.  F..  5.00 

Winkhaus.    A.    C 10.00 

Wolfe,  Mrs.  Christopher..  5.00 

Wolff,  Mrs.  Lewis  S 25.00 

Wolff,    Louis    5.00 

Wolff,  Mrs.   Ludwig    2.00 

Wolff,  Mrs.   Max    20.00 

Wollman,  Henry   1.00 

Wright  Lumber  Co 25.00 

Zehnder,  Charles  H 25.00 

Zellenka.   Edward   10.00 

Zobel,   Robert  P 5.00 

Zoller.   Mrs.   Charles 10.00 

Zollikoffer,  Oscar  F. 10.00 

Total   .$23,452.50 


SPECIAL  DONATIONS 

Depew,  Mrs.  C.  Mitchell.     To  endow  a  bed  for  one  year  in  the 

Children's  Ward,  in  memory  of  Julia  Elliott  Park ,$300.00 

Fowler.  Dr.  Robert  H.     To  endow  a  bed  for  one  year 300.00 

Fox,  M.  Ewing  and  Family.     To  endow  a  bed  for  one  year  in 

memory  of  Mrs.   Amelia  Vultee  Fox 300.00 

"G.,  L.  B."    To  endow  a  bed  for  one  year 300.00 

Kennedy,  Mrs.  John  Stewart.     For  Thanksgiving  Dinner 434.45 

Kennedy,  Mrs.  John  Stewart.     For  Christmas  Dinner 46.3.3G 

Van  Duzer,  Henry  S.     For  iron  cribs,  mattresses  and  electric  foot 

warmer  for  Children's  Ward 74.48 

Van  Duzer,  Henry  S.    For  one  children's  examining  table  and  five 

dozen  fibre  florist  vases 32.50 

Van  Duzer,  Henry  S.    For  one  library  table  complete 29.09 

Van  Duzer,  Henry  S.    For  three  cushions 14.10 

Van  Duzer,  Henry  S.    For  seven  dozen  tennis  balls 25.00 

Van  Duzer,  Henry  S.    For  recovering  and  overhauling  pool  table 

in  the  Doctors'  parlor 20.00 

Total    $2,292.98 

Total  Donations  from   iNmviouALS $25,745.48 
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DONATIONS  FROM  CHURCHES 
For  the  Year  Ending  September  30,  1914. 

Adams  Memorial  Presbyterian  Church $22.01 

Bedford  Park  Presbyterian  Church 18.85 

Bethany  Presbyterian  Chiirch  20.00 

Brick   Presbyterian   Church    (through    Saturday    and 
Sunday  Association)  : 

Dodge,  Rev.  Dr.  D.  Stuart $100.00 

McElhinney,   Miss   Jane   W 5.00 

Trowbridge,    James    A 100.00 

Miscellaneous    36.25         241.25 

Broadway  Tabernacle   68.00 

Camp  Memorial  Congregational  Church 20.50 

Central  Presbyterian  Sabbath  School 40.00 

Church  of  the  Covenant  Presbyterian  Sunday  School  25.00 

Church  of  the  Epiphany 3.00 

Church  of  the  Holy  Trinity 12.14 

Collegiate  Reformed  Protestant  Dutch  Church  of  the 

City  of  New  York 100.00 

Emmanuel  Baptist  Church    5.00 

Faith  Presbyterian  Church   21.00 

Fifth  Avenue  Presbyterian  Church : 

Armour,  Mrs.  H.  Ogden $100.00 

O'Neill,  Mrs.  Hugh  100.00 

Miscellaneous    1,494.88      1,694.88 

First  Presbyterian  Church  of  Williamsbridge 10.00 

Fourth  Presbyterian  Church 50,00 

Greenwich  Presbyterian  Church 1.65 

Madison  Avenue  Presbyterian  Church : 

Butler,   William  Allen $50.00 

Nowl,  Mrs 4.00 

Storey,  Miss  Lydia  M 5.00 

Women's  Friendly  Society 10.00 

Miscellaneous    972.03      1,041.03 

Madison  Square  Presbyterian  Church : 

Bodman,  Edward  C $100.00 

Carter,  Mr.  and  Mrs.  Ernest  T.    To  endow  a  bed 

for  one  year  300.00 

Delano,  Eugene   500.00 

Johnson,  Leeds   25.00 

Slade,    Francis    Louis 50.00 

Miscellaneous    179.25      1,154.25 


Manor  Church  of  the  South  Reform  Church 25.00 

New  York  Presbyterian  Church 11.70 

Olivet  Memorial  Church 20.00 

Presbyterian  Church  of  the  Sea  and  Land 5.00 

Presbyterian  Church  on  University  Place 194.00 

Reformed  Low  Dutch  Church  of  Harlem : 

Hand,  Eugene  S 100.00 

Reformed  Protestant  Dutch   Church 26.15 
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DONATIONS   FROM  CHURCHES— Continued. 

St.  Bartholomew's  Protestant  Episcopal  Church. 
(Through  Hospital  Saturday  and  Sunday  As- 
sociation)     

St.  James  Protestant  Episcopal  Church 

Seventh  Presbyterian  Church  of  Jesus  Christ 

West  Park  Presbyterian  Church 

Total  Donations  fbom   Chubciiks 


150.00 

200.00 

60.00 

45.91 

$5,386.32 


DONATIONS  RESTKICTED 

For  Year  Ending  September  30,  1914. 

(Not  including  those  for  endowment  of  beds.) 

East  River  Homes  Fund: 

East  River  Homes $4,000.00 

Flower  Fund: 

Kennedy,  Mrs.  John  Stewart 150.00 

General  Endowment  Fund : 

Dey,  Miss  Mary  L.  and  Mr.  Richard  V 930.00 

Holiday  Cheer  Fund : 

Allen,  Ethan  $50.00 

Butler,    William    Alien 10.00 

Delano,    Eugene    100.00 

Kennedy,  Mrs.  John   Stewart 500.00 

Scott,   Walter    25.00 

Sturges,  Frederick    50.00 

Van  Duzer,  Henry  S 65.00         800.00 

Kinderfest  Fund: 

Kinderfest   Club.      Proceeds    of    "Fair"    held    by 
"The  Kinderfest  Club,"  to  maintain  and  sui>- 
port  "Hill  Top  Camp,"  at  Hawthorne,  N.  Y..     $1,366.45 
Miscellaneous    232.40      1,598.85 

Patients'  Relief  Fund: 

A    Friend    15.00 

A  Friend   50.00 

Anonymous    10.00 

Auchincloss,    Hugh,    M.   D 48.00 

"Du  Bois  Fund" 10.00 

Eliot,   Mrs.   Ellsworth 10.00 

Jesup,  Mrs.  Morris  K 10.00 

Mills,    Mrs.    Ogden 700.00 

Norton,  Mrs.  Nathaniel  R 10.00 

Norton,  Nathaniel  R.,  M.  D 10.00 

Parker,   Miss    6.80 

Sanders,   Mrs.    Jane 15.00         894.80 

Fund  in  Memory  "Clara  Alsop  Russell" : 

Lewis,    Mrs.    Fred.    E 2,000.00 

Sarah  Sanford  Fund: 

Anonymous    600.00 

School  of  Nursing  Library  Fund : 

Goldsmith,  Miss  Ethel  Mildred 25.00 

Kerr,   Miss   Kathryn    20.00  45.00 

School  of  Nursing  S(?holarship  Fund : 

School  of  Nursing,  Class  of  1914 25.00 

Total  Donations  Restbicted   (not  including 

those  for  endowment  of  beds) $11,043.65 
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EAENIFGS  CEEDITED  TO  SPECIAL  FUNDS 
For  the  Year  ending  September  30,  1914. 

Receipts  from  patients  in  the  Visiting  Nursing  Department  for 
food  supplies  sold  at  the  Katie  Geitz  Kitchen,  credited  to 
Katie  Geitz  Fund,  to  be  applied  toward  the  maintenance  of 
the    kitchen    $2,454.60 

Receipts  from  patients  in  the  Visiting  Nursing  Department  for 
visits  made  by  the  Visiting  Nurses,  credited  to  Patients'  Re- 
lief Fund,  to  be  applied  toward  furnishing  special  delicacies 
to  patients  in  the  Visiting  Nursing  Department 204.11 


Total  Eabnings  Ceedited  to  Special  Funds $2,658.71 


LEGACIES  UNRESTRICTED 
For  the  Year  ending  September  30,  1914. 

The   following   legacies   were   received   and    credited   to    "General    Fund 
Account" : 

Billings,   Mrs.   Julia,    deceased $5,000.00 

Brinckerhoff,  Elbert  A.,   deceased 3,000.00 

Clancy,  John  J„  deceased  (final  payment  in  full) 12,500.00 

Duhrkop,    Frederick,    deceased 1,000.00 

Kelly,  William  J.,  deceased 500.00 

Kindberg,  Edward  O.,  deceased  (final  payment  in  full) 17,697.23 

Linsley,  Johanna  R.,  deceased  (part  payment  on  account) 48,875.28 

Moir,  Emily  H.,  deceased  (part  payment  on  account) 99,000.00 

Penfold,  William  Hall,  deceased  (part  payment  on  account) . . .  5,500.00 

Sinclair,   Margaret   A.,   deceased 5,000.00 


Total  Legacies  Unbestbicted $195,072.51 


ADDITIONS  TO  ENDOWED  BED  FUND  DURING  YEAR 
ENDING  SEPTEMBER  30,  1914 

Penfold,  William  Hall,  deceased.    To  endow  one  bed 

in  perpetuity  in  memory  of  Josephine  Penfold $7,500.00 

Auchincloss,  Hugh  D.,  deceased.  To  endow  one  bed 
in  perpetuity  in  memory  of  his  mother,  Elizabeth 
Auchincloss    7,500.00 

Tillinghast.  William  H.,  deceased.  To  endow  one  bed 
in  perpetuity  to  be  known  as  the  "Amelia  C.  Bab- 
cock  Bed"  in  memory  of  Amelia  C.  Babcock 4,750.00 


Total    $19,750.00 

Amount  charged  off  account  no  further  liability  on 

the  part  of   the   Hospital 19,750,00 
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INCREASES  AND  DECREASES  OF  PARTLY  ENDOWED  BED 
FUND  DURING  YEAR  ENDING  SEPTEMBER  30,  1914 

Central    Presbyterian    Church $325.31 

Madison  Avenue  Reformed  Church 345.47 

Mount   Washington   Presbyterian  Church 23.14 

North  Presbyterian  Church '<'4.49 

Presbyterian  Church  of  Rye,  New  York 59.64 

Rutgers    Presbyterian    Church 375.68 

Scotch  Presbyterian  Church 120.00 

Spolek   Liduinil    400.00 

Total    $1,72.3.73 

Amount  transferred  to  Special  Donations  to  endow  a 
bed   for  one  year 


300.00 


Net  Increase $1,423.73 


BEDS  ENDOWED  UP  TO  SEPTEMBER  30,  1914,  IN  MEMORY 
OF  THE  FOLLOWING  PERSONS : 

In  Perpetuity. 

AucHiNCLOss,   Hugh   D.  ;   by  legacy,   one  bed  in  memory  of  his   Mother, 

Elizabeth  Auchincloss. 
AUCHINCLOSS.  Mrs.  Maria  S.  ;  one  bed  in  memory  of  her  husband,  Edqab 

S.  Auchincloss. 
Baker,  Mrs.  Francis  E.  ;  one  bed  in  memory  of  her  father,  James  Rich 

Steers. 
Baker,  Frederic  ;  one  bed  in  memory  of  Sarah  Pyewell  Baker. 
Belknap,  Mrs.  Jennet  L.  and  Robert  L.  ;  one  bed  in  memory  of  Aaron  B. 

Belknap. 
Bell.   Mrs.  Christopher  M.  ;  one  bed  to  be  known  as  "The  Dennistoun 

Bed." 
Bevier,  Susan  ;  by  legacy,  one  bed  in  memory  of  Susan  Bevieb. 
Billings,    Mrs.   Julia  ;   one   bed   in   memory   of   her   husband,   Frederick 

Billings. 
Booth.  Rev.  and  Mrs.  Robert  Russell;  one  bed  In  memory  of  "Minnie 

and  Willie." 
Brick  Presbyterian  Church,  Board  of  Deacons;  one  bed  in  memory  of 

Dr.  John  G.  Adams. 
Brick  Presbyterian  Church.  Board  of  Deacons ;  one  bed  in  memory  of 

Miss  Ann  Adams. 
Brokaw,  Isaac  V. ;  one  bed  in  memory  of  Ernest  Brokaw. 
Brown,   Matilda   A. ;   by  legacy,   one  bed  in   memory   of  her  son,   Hugh 

Auchincloss  Brown. 
Campbell.  Miss  Maria  L.  ;  one  bed  in  memory  of  Henry  Peaesaix  Camp- 
bell. 
Cole.  William  W.  ;  one  bed  in  memory  of  his  mother,  Mrs.  Maby  A.  Cole. 
Coles,  Harriet  ;  by  legacy,  one  bed  in  memory  of  her  sisters,  Susan  and 

Anna  Codman. 
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Obaig,  William  R.  ;  one  bed  in  memory  of  his  sister,  Floeence  Faxon 

Ckaiq. 
Gumming,  Petee;  one  bed  in  memory  of  Francis  P.  Schoals, 
CtTBEiEB,  Edwaed  West;  by  legacy,  three  beds,  two  in  memory  of  his  stej)- 

mother  and  step-brother,  respectively,  Luba  Cubbiee,  and  Walteb  B. 

CuBEiEE,  and  one  in  memory  of  Edwaed  W.  Cxieeieb. 
De  Foeest,  James  G.  and  Henet  G.  ;  one  bed  in  memory  of  Lockwood  de 

FOEEST    WOODEUFF,    M.D. 

De  Wolf,  Melville  W.  ;  by  legacy,  one  bed  in  the  Children's  Ward  to  be 

known  as  the  "Emma  De  Wolf  Bed." 
Dey,  Anthony  ;  one  bed  in  memory  of  his  uncle  and  aunt,  Joseph  G.  Scott 

and  Eliza  Dueyee  Scott,  his  wife. 
Dillon,  Sidney  ;  one  bed  in  memory  of  Hannah  Dillon. 
Duncan,  Mes.  Susan  W.  ;  one  bed  in  memory  of  her  husband,  John  P. 

Duncan. 
Eaton,   Coenelia;  by  legacy,  three  beds  to  be  known  as  "The  Doctob 

Reuben  S.  Caepentiee  Memoeial." 
ElDWAEDS,  Mes.  Camilla  L.  ;  one  bed  in  memory  of  her  husband,  Walteb 

Edwaeds. 
FowLEE,   ViEGiNiA  E.,   ESTATE  OF;   One  bed  in  memory  of  Claeence  E. 

FOWLEE. 

Gaevey,  Andbew  Jeffeies;  by  legacy,  two  beds  in  memory  of  his  mother, 

Elizabeth  Jeffeies  Gaevey. 
Goldschmidt,  Geoege  B.  and  Samuel  Anthony;  two  beds  in  memory  of 

their  mother,  Celestine  Goldschmidt. 
GouiJj,  Miss  Helen  Millee;  one  bed  in  memory  of  her  parents,  Me.  and 

Mes.  Jay  Gould. 
Gbaham,  Mes.  Amelie  Mott,  Estate  of;  one  bed  in  memory  of  Malcolm 

Geaham,  husband  of  Amelie  Mott  Gbaham,  deceased. 
Geiffith,  The  Misses  Maegaeette  and  Susan  D.  ;  one  bed  in  memory  of 

their  father,  Geiffith  W.  Geiffith. 
Geiffith,  Mes.  Ma  by  J. ;  one  bed  in  memory  of  her  husband,  Geiffith  W. 

Geiffith. 
Habkness,  Mes.  Stephen  V. ;  one  bed  in  memory  of  her  daughter,  Flob- 

ENCE  Habkness. 
Habkness,  Mes.  Stephen  V. ;  one  bed  in  memory  of  her  husband,  Stephen 

V.  Habkness. 
Havemeyee,  Mes.  Saeah  A. ;  one  bed  in  memory  of  Hectob  C.  Havemeyeb. 
Hope,  Miss  Jane  ;  one  bed  in  memory  of  her  mother,  Mes.  Geace  Cobbie 

Hope. 
Hopkins,  Mes.  Emily  B.  ;  one  bed  in  memory  of  Moses  Hopkins,  to  be 

known  as  the  "Moses  Hopkins  Memorial." 
Hutchinson,  Hoeace  F.  ;  one  bed  in  memory  of  Ellen  B.,  wife  of  Fbancis 

P.  Schoals. 
Hyde,   Mes.   Claeence  M.  ;   one  bed  in  memory  of  her  mother,  Rebecca 

Babbitt. 
Hyde,  Heney  B.  ;  one  bed  in  memory  of  Henet  B.  Hyde,  Je. 
Inslee,   Mes.   Helen   C.  ;   one  bed  in   memory   of  her   husband,    Samuel 

Inslee. 
Inslee,  Samuel;  one  bed  in  memory  of  Kate  J.  Inslee. 
Jennings,  Mes.  Esthee  J. ;  one  bed  in  memory  of  her  husband,  Oliveb  B. 

Jennings. 
Johnson,  Mes.  Maey  Jane  ;  by  legacy,  one  bed  in  memory  of  her  husband, 

William  H.  Johnson. 
Kennedy,  John  S.  ;  one  bed  in  memory  of  Miss  Emma  Stewabt  Bakeb. 
Kennedy,  John  S.  ;  one  bed  in  memory  of  Mbs.  Robebt  L.  Stuabt. 
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Kennedy,  John  S.  ;  one  bed  in  memory  of  Rev.  Wilxjam    G.    Schaufi'leb, 

D.D.,  LL.D. 
Kennedy,    Miss    Rachel   L.  ;    one   bed   In   memory   of   her   mother,   Mrs. 

Rachel  C.  Kennedy. 
Keyser,  Mrs.  J.  Theresse;  one  bed  in  memory  of  her  husband,  Samubx 

Keyser. 
Kissel,  Mrs.  Caroune  Thorn  ;  one  t»ed  in  memory  of  her  husband,  Gustav 

Edward  Kissel. 
Latham,  Mrs.  Adeline  Ives  ;  one  bed  in  memory  of  her  husband,  John 

Howard  Latham. 
Leavitt,  Mrs.  Katherine  Spencer  ;  two  beds  in  memory  of  her  husband. 

Rev.  Dr.  Wiluam  Leavitt. 
Lord,  Mrs.  Frances  T.  ;  one  bed  in  memory  of  her  husband,  George  de 

Forest  Lord. 
Lord.  Mrs.  Josephine  G.  ;  by  legacy,  one  bed  in  memory  of  her  husband, 

Franklin  G.  Lord. 
McAlpin,   Sara  Pyle  and  James  Tolman  Pyle;  one  bed  in  memory  of 

their  brother,  Wiluam  Scott  Pyle. 
MacCartee,  Mrs.  Julia  J. ;  one  bed  in  memory  of  her  husband,  Robert 

MacCartee. 
MacKay',  Donald;  one  bed  in  memory  of  Edith  Winslow  MacKay  and 

Walter  Wise  MacKay'. 
Macy,  Mrs.  Caroline  L.  ;  by  legacy,  one  bed  in  memory  of  her  daughter, 

Maby  M.  K.  Willetts. 
Madison  Square  Presbytekian  Church  Congregation  ;  one  bed  In  memory 

of  George  W.  Lane. 
Maitland,  Alexander;  one  bed  in  memory  of  his  mother,  Mrs.  Mary  C. 

Maitland. 
Meigs,  Titus  B.  ;  one  bed  in  memory  of  his  son,  Titus  B.  Meigs,  Jr. 
Meserole,  Mrs.  Jeremiah  V. ;  one  bed  in  memory  of  her  son,  Abraham 

Meserole. 
Murray,  Mrs.  James  T.  ;  one  bed  in  memory  of  her  husband,  James  T. 

Murray. 
Parsons,  Mrs.  Sarah  J. ;  one  bed  in  memory  of  her  husband  Charles 

Parsons. 
Paton,  Mrs.  Anna  S.  ;  one  bed  in  memory  of  her  husband,  William  Paton. 
Penfold,  Miss  Josephine  ;  one  bed  in  memory  of  Dr.  Edward  Livingston 

Trudeau,  Jr. 
Penfold,  William  Hall;  by  legacy,  one  bed  in  memory  of  Josephine  Pen- 
fold. 
Phelps,  Jane  G.  ;  by  legacy,  two  beds  In  memory  of  her  husband,  Anson 

G.  Phelps,  Jr. 
Plant,    Mrs.    Margaret   J. ;   one   bed   in   memory   of   her   brother,    Simon 

Lough  MAN. 
Reid,  Peter;  one  bed  In  memory  of  his  wife,  Jane  Watsox  Reid. 
Roome,  Mrs.  Laura  ;  by  legacy,  one  bed  in  memory  of  her  sons,   Harry 

and  Alfbbu)  Roome. 
St.  John,  Mrs.  Martha  L.  ;  one  bed  in  memory  of  her  mother,  Mrs.  Sarah 

Ward. 
Senff,  Mrs.  Gustavia  A. ;  one  bed  In  memory  of  her  husband,  Charles  H. 

Senff. 
Shepard,  Mrs.  Elliott  F.  ;  one  bed  in  memory  of  her  daughter,  Fiorence 

VAIiDERBILT  SHEPARD. 

Shepard,  Mrs.  Elliott  F.  ;  one  bed  in  memory  of  her  daughter.  Mar- 
guerite Shepard. 

Sinclair,  Mrs.  Margaret  A. ;  one  bed  in  memory  of  Mr.  and  Mrs.  James 
Sinclair. 
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Skidmoee,  Chablotte  H.  ;  by  legacy,  one  bed  to  be  named  "Wtt.t.tam  L. 

Skidmoee  Bed." 
Sloane,  Mrs.  Adela  Bebkt  ;  one  bed  in  memory  of  her  father,  Abraham  J. 

Berry,  M.D. 
Sloane,  John  ;  one  bed  in  memory  of  his  mother,  Eitphemia  Sloane. 
Sloane,   John  ;   by  legacy,   one  bed  in  memory  of  his  father,   Wiixiasi 

SlX)ANE. 

Sloane,  John;   by  legacy,  one  bed  in  memory  of  his  brother,  Thomas 

Chalmers  Sloane. 
Sloane,  Mb.  and  Mrs.  William  D.  ;  one  bed  in  memory  of  William  D. 

Sloane,   Jr. 
Stafford,  Mrs.  Justine  Adele  ;  one  bed  in  memory  of  her  father,  Justin  A. 

Bliss. 
Stafford,  Mbs.  Justine  Adele  ;  one  bed  in  memory  of  her  mother,  Evelina 

F.  Bliss. 
Stubges,  Frederick  ;  one  bed  in  memory  of  his  father,  Jonathan  Stueqes, 

who  was  one  of  the  founders  of  the  Hospital. 
TiLMNGHAST,  LouiSE ;  by  legacy,  one  bed  in  memory  of  her  sister,  Amelia 

C.  Babcock,  to  be  known  as  "The  Amelia  C.  Babcock  Bed." 
ToD,  William  Stewabt  ;  one  bed  in  memory  of  his  brother,  Geobge  Tod. 
Townsend,  Jane  A. ;  by  legacy,  one  bed  in  memory  of  her  son,  Randolph 

W.  Townsend,  Jb.,  deceased ;  one  bed  in  memory  of  her  son,  Habmon 

W.  Norton,  deceased,  and  one  bed  in  memory  of  her  daughter,  Emma 

L.  NoBTON,  deceased. 
Tuckeb,  Winfield;  by  legacy,  three  beds,  one  each  in  memory  of  Joseph. 

ISABELLE  and  Adeline  Tuckeb. 
Tubneb,  J.  Spenceb;  by  legacy,  one  bed  in  memory  of  his  first  wife,  Coe- 

NELTA  J.  Tubneb. 
Van  Nest,  Mbs,  A.  R. ;  one  bed  in  memory  of  her  husband,  Abeam  R.  Van 

Nest. 
Wheeler,  The  Misses  Elizabeth  S.  and  Emily  M.  ;  one  bed  in  memory  of 

Mb.  James  Booeman. 
Whiteweight,  William  ;  by  legacy,  ten  beds,  to  be  named  "Whitewright 

Beds,"  in  memory  of  his  father,  William  Whiteweight. 
Wilson,  Henby  S.  ;  one  bed  in  memory  of  Habey  H.  Wilson. 

For  One  Life. 

Beeaeley  School  Gibls  and  Othebs  Interested;  one  bed  in  memory  of 
Madam  Berths  Beck,  to  be  known  as  the  "Madam  Beck  Memorial 
Teachers  Bed." 

Murray,  Mrs.  James  T.  ;  one  bed  in  memory  of  Rev.  John  Hall,  D.D., 
LL.D. 

PRIVATE  ROOMS  ENDOWED. 

Mr.  Peter  Gumming,  under  the  provisions  of  his  will,  has  endowed 
one  private  room  in  perpetuity,  to  be  known  as  the  "Peter  Gumming  Me- 
morial Room." 

Mrs.  Maria  de  Witt  Jesup  has  endowed  one  private  room  in  perpetuity 
to  be  designated  as  the  "Eliza  de  Witt  Memorial  Room." 

Mrs.  John  S.  Kennedy  has  endowed  one  private  room  in  perpetuity, 
to  be  known  as  the  "J.  S.  K.  Memorial  Room." 


REPORT  OF  THE  SUPERINTENDENT. 
To  THE  Board  of  Managers  of  the  Presbyterian  Hospital, 

Gentlemen: — The  Forty-sixth  Annual  Report  of  the  Superin- 
tendent of  the  Hospital,  for  the  year  ending  September  30,  1914,  is 
herewith  respectfully  submitted. 

Twenty-three  thousand  six  hundred  and  sixty-seven  persons  have 
experienced  the  benefits  of  the  Hospital  during  the  year. 

The  departments  contributing  this  service  and  the  number  treated 
in  each  were  as  follows: 

There  were  treated  in  beds  in  the  wards  of  the  Hospital  4,126 
persons.    The  daily  average  has  been  220. 

There  were  treated  in  the  Emergency  Ward  and  Dispensary,  now 
known  as  the  Out-Patient  Department,  17,489  persons,  and  the  daily 
average  visits  made  were  226. 

In  the  Roentgen  Ray  Department  seven  thousand  two  hundred 
and  forty-six  plates  were  taken  of  four  thousand  two  hundred  and 
eighty-four  patients  from  the  Hospital,  Emergency  Ward  and  Dis- 
pensary. This  is  an  increase  of  one  thousand  two  hundred  and  fifty- 
nine  plates  and  five  hundred  and  forty-seven  patients  over  last  year's 
record. 

Our  Visiting  Nurses  cared  for  2,052  persons,  making  10,501 
visits,  an  averasre  of  29  per  day. 

Credit  for  the  first  nine  months  of  the  year's  work  is  due  to  Dr. 
C.  Irving  Fisher,  whose  resignation  from  active  work  as  Superin- 
tendent took  effect  Julv  1.  1914,  after  twenty-two  years  and  seven 
months  of  devotion  to  the  Hospital  service. 

In  co-operation  with  the  spirit  of  oxit  alliance  agreement  with 
Columbia  University  we  have  made  many  adaptations  of  service  and 
have,  we  believe,  more  efficiently  than  ever  developed  our  resources  in 
the  cause  of  medical  education.  In  the  spring  a  thorough  revision 
of  our  rules  and  resrulations  was  accomplished.  The  Medical  Board 
as  then  reconstructed  now  consists  of  the  Director  of  the  Medical 
Service,  the  Director  of  the  Surgical  Service,  and  the  Director  of  the 
Pathological  Service :  each  of  whom  is  responsible  for  his  respective 
division  of  the  Service  and  for  the  expenditure  of  such  proportion  of 
the  funds  for  educational  and  scientific  work  as  may  be  allotted  to  his 
division. 

Throusrh  the  generosity  of  Dr.  Theodore  C.  Janewav.  and  as  a 
memorial  to  his  father,  we  have  received  an  extensive  and  up-to-date 
medical  lihrarv,  which  has  been  installed  upon  the  second  floor  of  the 
medical  building.  The  medical  record  room  has  been  moved  to  a 
room  connectinsr  with  the  library  and  adjacent  thereto  we  have  estab- 
lished an  office  for  the  Director  of  the  Medical  Service.  This  adjust- 
ment has  accomplished  much  in  concentration  of  work,  enabling  the 
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Director  to  be  in  closer  touch  with  patients,  staff,  students  and  lab- 
oratories, the  latter,  including  the  Eoentgen  Ray  laboratory,  being  now 
on  the  same  floor  with  the  office. 

On  the  surgical  side  a  new  library  has  been  added,  that  of  the 
late  Dr.  Frank  Hartley.  This  in  common  with  the  Janeway  Memorial 
Library  is  the  property  of  Columbia  University  and  is  housed  in  the 
Hospital  for  the  combined  use  of  School  and  Hospital.  The  Joseph  A. 
Blake  Surgical  Library  and  the  Surgical  Eecord  room  have  been 
moved  from  their  former  quarters  on  the  first  floor  and  established  in 
connection  with  the  Frank  Hartley  Memorial  Library  on  the  second 
floor  of  the  surgical  building.  Here  we  have  also  established  an  office 
for  the  Director  of  the  Surgical  Service  and  through  special  funds 
have  equipped  a  room  for  the  instrumental  diagnosis  of  surgical  con- 
ditions of  the  nervous  system.  A  "follow-up"  system  has  been  re- 
cently added  from  which  we  hope  to  gain  much  knowledge  of  post- 
operative conditions,  and  of  the  efficiency  of  our  surgical  treatment 
and  methods.  Our  record  system  has  shown  a  progressive  improve- 
ment and  has  now,  we  believe,  reached  a  maximum  of  efficiency.  The 
daily  work  of  the  student  clinical  clerks  goes  on  smoothly  under  the 
direction  of  their  instructors. 

In  the  Eoentgen  Eay  Department  apparatus  has  recently  been 
provided  for  the  treatment  of  certain  pelvic  conditions  in  women  in 
the  hope  of  remedying  them  without  surgical  operation. 

During  the  year  a  book  of  dietetics  entitled  "Diet  Lists  of  The 
Presbyterian  Hospital"  was  compiled  by  Dr.  Herbert  S.  Carter,  Asso- 
ciate Visiting  Physician.  This  has  been  officially  adopted  as  our 
dietetic  guide  and  published  in  convenient  pocket  size,  distributed 
among  our  doctors  and  head  nurses.  It  has  been  of  great  help  in 
establishing  standards  and  determining  nutritive  values. 

Both  Medical  and  Surgical  Services  are  now  forming  plans  for 
special  study  of  definite  groups  of  diseases  in  the  hope  of  evolving 
better  methods  of  curative  procedure.  Conferences  are  now  held 
where  all  who  have  worked  over  the  various  medical  and  surgical 
problems  discuss  methods  and  results.  Here  the  medical  and  surgical 
staffs  meet  in  conjunction  with  the  various  laboratory  workers  and 
others  interested  in  the  problems  presented.  A  special  House  Physi- 
cian to  the  children's  Service  has  added  greatly  to  the  efficiency  of  this 
branch  of  our  work,  and  helped  the  general  service. 

Our  Out-Patient  Department  Service  has  as  a  whole  been 
efficiently  maintained.  The  summer  service  in  the  medical  clinic 
suffered  greatly  through  the  loss  of  our  two  Chiefs  of  Clinic,  Dr. 
Frederick  J.  Barrett  and  Dr.  Arthur  S.  Swann.  Dr.  Barrett  re- 
signed to  take  up  teaching  work  in  another  institution.  The  news  of 
Dr.  Swann's  unexpected  death  on  May  28th  after  a  brief  illness  came 
as  a  great  shock  to  all  of  us  who  knew  him  as  a  man  of  sympathetic 
understanding  and  as  a  quiet  persistent  worker  in  the  field  of  medicine. 
As  the  natural  sequence  of  the  foregoing  constructive  efforts,  with 
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increased  facilities  and  keener  inspiration  for  careful  work  on  the 
part  of  our  professional  staff  we  believe  we  are  constantly  progressing 
toward  a  better  understanding  of  the  various  conditions  and  problems 
which  are  presented  in  our  work  for  the  care  of  the  sick. 

Few  changes  in  building  construction  have  been  made.  The  room 
vacated  by  the  transference  of  the  Surgical  Record  system  and  the 
Joseph  A.  Blake  Library  has  been  made  over  into  a  private  room  with 
bath,  and  the  surgical  private  patients'  service  room  has  been  remod- 
eled. New  steam  pressure  vacuum  sterilizers  have  been  purchased  for 
the  operating  room,  replacing  worn  out  apparatus  and  enlarging 
capacity.  The  laundry  formerly  maintained  in  the  Nurses'  Home  has 
been  removed  to  the  central  hospital  plant  and  the  top  floor  of  the 
laundry  building  converted  from  a  dormitory  into  an  ironing  room. 
Several  pieces  of  machinery  have  been  added  to  replace  worn  out 
apparatus  and  to  increase  capacity.  In  the  space  vacated  by  the 
removal  of  the  nurses'  laundry  rooms  accommodation  for  eleven 
nurses  have  been  built. 

Our  purchasing  department  continues  to  benefit  from  association 
with  the  Hospital  Bureau  of  Standards  and  Supplies.  This  has  been 
especially  apparent  since  the  outbreak  of  the  European  hostilities, 
many  of  our  agreements  protecting  us  against  advance  in  prices  over 
considerable  periods. 

In  conclusion,  I  wish  to  thank  the  members  of  your  Board  for 
your  constant  support  and  advice  and  to  express  my  appreciation  of 
the  opportunities  afforded  to  me  through  these  past  years  of  asso- 
ciation with  Dr.  Fisher,  whose  loyalty  to  the  spirit  of  the  service  will 
ever  remain  a  fount  of  inspiration  toi  those  who  follow.  Thanks  are 
due  to  all  my  associates  in  the  service  whose  loyalty  to  the  institution 
and  interest  in  tlie  welfare  of  its  beneficiaries  make  successful  work 
possible. 

Very  respectfully, 

CHARLES  H.  YOUNG,  M.  D., 

Superintendent. 
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COMPAEATIYE  STATEMENT  OF  STATISTICS 
For  Years  ending  September  30,  1914  and  1913. 

Hospital  Wards  and  Private  Rooms. 


Patients  in  Hospital  Fibst  op  Tear:  1914 

In  Medical  Wards,  Male    52 

Female   49      101 

In  Surgical  Wards,  Male   39 

Female   40        79 

In  Private   Rooms,  Male    5 

Female   13        18 

Total    198 

Patients  Admitted  Dtjbing  Yeab: 

To  Medical  Wards,  Male    874 

Female    749    1,623 

To  Surgical  Wards,  Male   919 

Female   980   1,899 

To  Private   Rooms,  Male   176 

Female   230      406 

Total    3,928 

Total  Patients  Treated  in  Hospital  Waeds 
and  Pbivate  Rooms  Dtjbing  Yeab: 

Male    2,065 

Female   2,061    

Total   4,126 

Patients  Dischabged  Dubing  Yeab  : 

Cured    1,809 

Improved  1,321 

Unimproved    438 

Transferred  to  other  institutions 48 

Died    309    

Total   3,925 

Patients  in  Hospital  End  of  Yeab  : 

In  Medical  Wards,  Male    50 

Female  37        87 

In  Surgical  Wards,  Male    41 

Female   50        91 

In  Private   Rooms,  Male   10 

Female   13        23 

Total   201 

Total  Patient  Days'  Tbeatment  : 

Free  Ward   38,957 

Endowed  Beds  9,016 

Pay    Ward    24,418 

Private  Room  7,933    

Total   80,324 

Pebcentage  : 

Free  Ward  Days 48.4% 

Endowed  Bed  Days 11.1% 

Pay  Ward  Days 30.6% 

Private  Room  Day 9.9%  100% 


1913. 

46 

38 

84 

45 

49 

94 

8 

13 

21 

199 

781 

692 

1,473 

984 

923 

1,907 

146 

272 

418 

3,798 


3,997 


2,010 
1,987 


1,793 
1,258 

391 
37 

320 


52 
49 
39 
40 
5 
13 


35,855 

9,906 
26,598 

8,289    

80,648 

44.5% 

12.2% 

33% 

10.3%  100% 


3,799 


101 


79 


18 


198 
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AvEBAOB  Patients  Per  Day  : 

Free  Ward 107 

Endowed  Bed   24 

Pay  Ward   67 

Private  Room  22    

Total    220 

A\'erage  Days  Per  Patient  in  Hospitai 20j/2 

Daily  Average  Cost  Per  Private  Room  Patient    $8,505 

Daily  Average  Cost  Per  Ward  Patient 3.41 

Out-Patient  Department 

Patients  under  treatment  first  of  year,  Male. . .      1.012 

Female.         983    1.995 

Patients   admitted   during   year Male...      9,434 

Female.      8.05517,489 

Total  patients  treated  during  year. .  .Male.  . .     10.446 

Female.      9.03819.484 

Visits  made  to  Out-Patient  Department  during 

year  83,704 

Average  visits  per  day 229 

Daily   Average   cost   per   Out-Patient   Depart- 
ment Patient    $0,532 

Visiting  or  Home  (District)  Nursing 

Number  of  patients  visited 1,892 

Number  of  visits  made 10,501 

Average  visits  per  day 29 

Average  cost  per  visit $1,105 


Summary 

Total  patients  treated  during  year  in  all  de- 
partments     

Average  patients  per  day  in  all  departments.. 

Daily  average  number  of  employees  boarded 
in  Hospital    

Daily  average  cost  per  capita  for  provisions 
for  all  persons   supported 


221 


98 
27 
73 
23 

20 

$8,462 

3.295 


1,021 
938    1,959 
11,206 

9.833  21,099 
12,287 
10,771  23,058 

85,534 
235 


$0,513 


1,464 

10,474 

29 

$1,002 


25.662 

28,719 

478 

485 

329 

312 

$.46 

$.48 
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STATISTICS  KEGAEDING  PATIENTS 


Africa  1 

Armenia    4 

Austria    116 

Belgium    1 

Bermuda    1 

Bohemia 81 

British  West  Indies  12 

Bulgaria 1 

Canada    35 

China    6 

Costa  Rica 1 

Cuba   3 

Danish  West  Indies  5 

Denmark    8 

England   137 

Finland 15 


Place  or  Bieth. 

France    27 

Germany    208 

Gibraltar    X 

Greece    16 

Holland    7 

Hungary    76 

India    3 

Ireland   371 

Italy    159 

Japan   2 

Mexico    1 

Moravia    I 

New  York  City 1427 

Norway    13 

Nova   Scotia   9 

Persia  2 


Poland    10 

Porto  Rico 5 

Roumania    19 

Russia    135 

Scotland 58 

Siam    I 

South  America 2 

Spain    1 

Sweden    57 

Switzerland 11 

Syria    3 

Turkey    8 

United  States 838 

Unknown   4 

Wales    7 

West  Indies 19 


REMGiotrs  Beliefs. 

Baptist  = 691    Evangelist    13   Orthodox    10 

Catholic,  Greek   ...     10   Hebrew    454  Presbyterian   478 

Catholic,   Roman. . .  1587  Lutheran    179  Protestant   545 

Confucianist    4   Methodist    95  Quaker   4 

Congregational   26  Methodist  Episcopal     14   Reformed    13 

Dutch  Reformed   . .     22    Moravian    3   Unitarian    6 

Episcopal  309   None   84  Universalist    3 


Occupations 


Abstractors 
Accountants 
Actors    .... 
Actresses   . . 
Advertiser    . 

Agents    

Apprentices 
Artists    .... 
Attendants  . 
Author    . . . . 


2 

4 

8 

6 

1 

9 

4 

8 

8 

1 

Bacteriologist   1 

Bakers    10 

Bankers   4 

Barbers    10 

Barkeepers    11 

Bell-boys    2 

Blacksmiths 7 

Boatmen    2 

Bookbinders    5 

Bookkeepers    15 

Bootblack    1 

Bottlers    3 

Brewer  1 


Bricklayers   

Brokers    , 

Builders  

Butchers    

Butlers   

Buyer   

Cabinet  Makers  . . 

Caretakers 

Carpenters  

Cashiers  , 

Chambermaids    

Chauffeurs    , 

Chef    

Children    (except 
school    children) 
Children's  Nurses. 
Cigarette   Makers . , 

Cigar  Makers  

City  Firemen   

Civil  Engineers   . . 

Cleaners  

Clergymen  

Clerks    


2  Coachmen    3 

5   Coal  dealers 2 

2   Collectors    5 

23  Companions 2 

8  Conductors    3 

1  Contractors   4 

16  Cooks    53 

4  Cooper    1 

30  Corsetiere    1 

2  Costumer   1 

12  Cutters  8 

15  Dancer    1 

1  Deaconess    1 

Decorators    3 

437  Demonstrator   1 

12  Dentists    4 

2  Designers 2 

23  Detectives    3 

10  Dietitian    1 

5  Domestics    21 

9  Doormen    4 

8  Draughtsmen    2 

161  Dressmakers 40 
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Statistics  Regarding  Patients — Continued. 
OCCUPATIONS— Continued. 


Drivers  

Druggist 

Editor  

Electricians 

Elevator  Runners. 
Embroiderers    .... 

Embalmer    

Engineers    

Errand   Boys    

Estimator    

Examiners   

Expressmen    

Exterminator    

Factory   Hands    . . 

Farmers   

Feather  Curler    . . 
Firemen    (station- 
ary)      

Florists    

Footmen    

Forelady    , 

Foremen , 

Fruiterers    

Furnaceman    

Furrier  

Gardeners    

Glaziers    , 

Grocers    

Grooms    

Guards   

Hall  boys 

Hairdressers   

Harpist    

Harnessmaker    . . . , 

Helpers    

Horseshoers    

Hotelmen    

Housekeepers    

Housemen    

Housewives   

Houseworkers 

Icemen    

Importer    

Inspectors    

Instrument    maker. 

Interpreter    

Investigator    

Ironworkers    

Janitors    

Janitresses    

Jewelers    

Journalist    

Judge    


38  Laborers    72 

1   Laboratory    Assts..  3 

1   Ladies'    Maids 8 

19  Laundresses    19 

19  Laundrymen    8 

3  Lawyers    19 

1   Letter  Carriers   ...  4 

31  Librarians   2 

4  Lineman    1 

1   Locksmiths    2 

3  Longshoremen    ....  2 

1   Lumbermen  6 

1   Lunchmen    4 

44   Machinists    28 

13  Maids    71 

1  Managers    7 

Manicurists  7 

7  Manufacturers    ....  7 

2  Marble  Cutters 3 

5  Masons   8 

1  Masseurs    7 

9   Matron    1 

2  Mattress    Maker...  1 
1   Mechanics    12 

1  Merchants    13 

8  Messengers    2 

2  Metal  Worker 1 

5  Midwife    1 

3  Milliners    8 

4  Millwright   1 

2  Miners    3 

2  Missionaries    17 

1   Model    1 

1   Mortuary    Keeper..  1 

16  Motormen    15 

5  Moulders    4 

4  Musicians 9 

12   Music  Teachers   ...  10 

11   Newsdealers    4 

713   No    occupations....  210 

197   Nurses    35 

7   Office   boys    2 

1    Oilers    2 

6  Operators Ifi 

1   Orderlies    3 

1   Organ  Builder   ....  1 

1   Osteopath    1 

14  Oysterman   1 

10  Packers    12 

6  Painters   47 

5  Pantrymen    2 

1    Paster    1 

1  Paying  Tellers   2 


Peddlers    4 

Photographers    ....  2 

Physicians  19 

Piano   Maker    1 

Piano    Movers    3 

Pipe  Fitter  1 

Plasterers    4 

Plumbers   13 

Policemen    6 

Polishers    5 

Porters   33 

Postmaster    1 

President   1 

Pressers   8 

Pressmen   2 

Printers    14 

Professors    2 

Promoter    1 

Proofreader    1 

Publishers    2 

Pupils,    School    of 

Nursing    19 

Quartermaster    ....  1 

Railroadmen   7 

RancTiman   1 

Real  Estate  Dealers  9 

Repairers 3 

Reporter    1 

Restauranteurs    ...  2 

Retired  4 

Rockman    1 

Roimdsman   1 

Rugdealer    1 

Rug  repairer 1 

Sailor    1 

Salesladies    14 

Salesmen    62 

Saloonkeeper    1 

Sawyer    1 

School    Children 264 

Seamen    3 

Seamstresses    9 

Secretaries    lO 

Sexton    1 

Shipping  Clerks  ...  6 

Shoemakers 7 

Signalman   1 

Sicn   Painter    1 

Silk  Dyer    1 

Singer 1 

Social  Workers   ...  8 

Special  Officer   1 

Speculator   1 
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Statistics  Regaeding  Patients — Continued. 
OCCUPATIONS— Continued. 


Stablemen    

Stage  Director  .... 

Steamfitters    

Steamfltter's    tielper 

Stenographers    

Stewards    

Stock  Clerks 

Stoker    

Stonesetters    

Storekeepers   

Students    

Summons  Server  . . 
Superintendents  . . . 

Surgeons    

Surveyor    


3  Switchman    

1  Tailors    

2  Teachers    

1  Telegraph  Operators 

28  Telephone  Operators 

6  Ticket   Chopper 

5  Tilelayer    

1  Timekeepers    

5  Tinsmiths    

7  Tobacco    Cutter 

40  Trained  Nurses   . . . 

1  Treasurer    

4  Truck  Helper  

6  Typewriters    

1  Undertaker    


1  Upholsterers   5 

24  Usefulmen   2 

30  Valets   5 

3  Waiters    27 

10  Waitresses 27 

1   Washerwomen    3 

1  Watchmaker   1 

2  Watchmen   10 

3  Weavers  4 

1    Wigmaker    1 

21   Wiremen    2 

1   Woodcarver 1 

1   Writers    4 

4  Yardman    1 

1 


SPECIAL  GIFTS 

FOR   YEAR   ENDING    SEPTEMBER   30,    1914. 


FLOWERS,  PLANTS,  ETC. 


A  friend. 

Agnew,  Mrs.  Cornelius  R. 

Andrews,  Mrs.   S.  W. 

Appleton,  Mrs.  Frank. 

Banks,  Miss  O.  A. 

Barron,  Mrs.  G.  D. 

Baylis,  Miss  Adelaide. 

Blair,  Dewitt  Clinton. 

Boettger,  H.  W. 

Brokaw,  Mrs.   Isaac. 

Butler,  Miss  Louise  T. 

Camp,  Mrs.  H.  N. 

Cliapin,  Rev.  Henry  B. 

Cliisholm,  Mrs.  Sara  C. 

Coe,  Mrs.  Edw.  B. 

Colonial  Wars  Society. 

Cooper,  Samuel. 

Cotton,  Mrs. 

Courtney,  Miss  Mabel  C. 

Cromwell,     Misses     Dorothea     and 

Gladys. 
Cutting,  Mrs.  W^m.  Bayard. 
Damrosch,   Mrs.   Walter. 
Dominick,  Mrs.  Bayard. 
Elliot,  Mr.  and  Mrs.  Robert  S. 
Fifth   Avenue   Presbyterian   Church 

Sunday  School. 
Fletcher,  Isaac  D. 
Florscheim. 
Frazer,  The  Misses. 
Frazier,  Miss  Veronica. 
Girls'   Guild,   Reformed  Church. 
Griswold,  Mrs.  Putnam. 
Gunn,  Mr.   and  Mrs.  James  N. 
Hancy,  E.  J. 
Harkness,  Edw.   S. 
Harman,  Mrs.  Frank  D. 
Hazen,  Miss. 
Hession,  Mr. 
Hodgman,  Miss  J. 
Hollister,  Mrs.  G.  T. 
Hollister,  Mrs.  H.  H. 
Hornblower,  Mrs.  Wm.  B. 
Huckner,    G.   T. 
Ireland,  Mrs.  John  B. 
Kindergarten  of  Beth  El  Sisterhood. 
Knapp,  Mrs.  Henry  K. 
Kuntz,  Mrs.  W.  D. 
McConnell,  Alex. 


McEhlenmey,  Miss  Jane  W. 

Marshall,  Miss. 

Melba,  Miss  Nellie. 

Mordaunt,  Miss. 

Morgan,  Mrs.  Pierpont. 

Nichols,  Miss  C.  N. 

Nicoll,  Mrs.  Fancher. 

National    Plant,    Flower    and    Fruit 
Guild. 

Oppenheim,  Mrs.  M. 

Peel,  Mrs. 

Perkins,  Mrs.  G.  W. 

Prentice,  Mrs.   Sartell. 

Read,   Mrs.  George  R. 

Remsen,   Mrs.   Charles. 

Rogers,   Miss   G.   B. 

Rundspaden,   Mrs.   M. 

Rye  Presbyterian  Church. 

Sabine,  Wm.  K. 

Sampson,  Mrs.  Henry. 

St.  James  Church. 

St.  Thomas  Church. 

Sloane,  Mrs.  Wm. 

Schaefer,  Mrs.  W. 

ScbiefCelin,  Miss  M.  J. 

Schling,  Max. 

Shebbe,  John  M. 

Shepard,  Mrs.  M. 

Spahn,  Mrs.  Otto. 

Spears,  Harry  D.,  Jr. 

Stanton,   Mrs. 

Stillman,   Mrs.  James. 
Stires,  Rev.  Dr. 

Stokes,   Mrs.  I.   N.  P. 
Swenson,   Mrs.    S.   A. 
Thompson,  Mrs.  Elizabeth. 
Thurston,  Miss  Amy. 
l^ickerman,  Mrs.  Paul. 
Vanderbilt,  Mrs.  W.  K. 
Waring,  George  D. 
West  Park  Presbyterian  Church. 
West     Park     Presbyterian     Sunday 

School. 
Wheeler,  Mrs.  E.  P. 
Williams,  Stephen  G. 
Wood,   Miss  Florence. 
Yale  and  Towne  Mfg.  Co. 
Youngs,   G. 
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MAGAZINES. 


Ashforth,   Mrs.  A.   B. 

Barlow,  Miss  C. 

Barnes,   R.    S. 

Baylis,  William, 

Baylis,  Miss  Adelaide  B. 

Beadleston  &  Woerz. 

Bissett,  T.  B. 

Boehme,  F. 

Boulter,  Miss  Olive. 

Brown,  Mrs.  S.  Q. 

Burden,  I.  Townsend. 

Burke,  Mrs.  Walter  A. 

Burnett,  Mrs.  F.  H. 

Butler,  Mrs.  Wm.  A. 

Calm,  Mrs. 

Campbell,  Miss  E. 

Clark,  Mrs.  W.  A. 

Clarke,  Mrs,  E.  H. 

Cohn,  W.  L. 

Collamore,  Miss  Marion  D. 

Daley,  Mrs.  Wm. 

Davies,  Mrs.  Fred'k  M. 

Delano,  Moreau. 

Dwight,  Mrs.  Fred'k. 

Farquhar,  Mrs.  W. 

Ferguson,  Robert. 

Fleischmann,  Miss  G. 

Hammond,  O.  H. 

Hitchcock,  Ripley. 

Houston,  John  D. 

International    Sunshine   Society. 


Iselin  &  Company,  Wm. 
Lambert,  Mrs. 
Leask,  Mrs.  W. 
Lee,  F.  S. 
Macy,  Mrs.  F.  H. 
Mouland,  Mrs. 
Nassauer,  Mrs.  L.  S. 
Neal,  Miss  L. 
Parker,  Miss. 
Parsons,  W.  Eugene. 
Presbrey,  Frank. 
Puck  Publishing  Company. 
Purdy,  Mrs.  Wm.  M. 
Queen,  Mrs.  Emmet. 
Rogaliner,  Miss  Helene  F, 
Rowley,  Mrs.  L.  C. 
Russell,  Mrs.  D.  J. 
Silverthorne,  Mrs.  Wm.  E. 
Squires,  Mrs.  George. 
Smeaberg,  Mrs.  A. 
Sneed,  Mrs.  V. 
Spitzner,  J.  W. 
Tucker,  Mrs,  R.  E. 
Van  Vleck,  Mrs.  E.  W. 
Waters,  Mrs.  G.  J. 
Williams,  Miss  Jane, 
Wilson,  Mrs.  C.  I. 
Woerz,  F.  W. 
Wolff,  Mrs.  L.  S. 
Woolfolk,  Capt.  Jos.  W. 
Woolfolk,  Mrs.  W.  G. 


BOOKS. 


Baird,  Miss  B. 
Bateson,  Arthur. 
Bissett,  Mrs.  T.  B. 
Boulter,  Miss  Olive. 
Clark,  Mrs.  W.  A. 
Condon,  Mr.  Thos.  G. 
Cutting,  Mrs.  O.  M. 
Davidge,  Mrs.  W,  H. 
Ferguson,    Joseph. 


Gunn,  Mrs.  Jas.  Newton. 
King,  Mrs.  Martha. 
Leask,  Mrs.  Wm. 
Northrup,  Dr.  Wm.  P. 
Oppenheim,   Sirs.  M. 
Riggs,  Mrs.  Benj.  C. 
Sloane,  Mrs.  Wm.  D. 
Sloane  Hospital  for  Women. 
Thome,  Mrs. 
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FRUIT,  CAKE,   ETC. 

Agnew,  Mrs.  C.  R.     Vegetables  and  butter. 

Armstrong,  Mrs.  Howard.     Basket  of  fruit. 

Brewster,   Mr.     Fruit,   cake  and   eigbt  dozen  eggs. 

Dannert,   J.  F.     Three  baskets  peaches,   one  barrel   pears. 

Ehrert,  George.     Two  boxes  apples,  one  box  oranges. 

Hoe,  Mrs.  Richard  M.     Preserves. 

Janvrin,  Dr.  E.  R.    Candy. 

St.  John,  Dr.  Fordyce  B.    Basket  of  fruit  for  Children's  Ward. 

Sloane,  William.     Two  boxes  grapes. 

St.  James  Church.     Fruit  and  vegetables. 

Tuckerman,  Mrs.  Paul.     Three  dozen  oranges  weekly  for  Ward  Ten. 

Wingfield  &  Taylor.    Two  Christmas  cakes. 

TOYS,  ETC.,  FOR  CHILDREN'S  WARD. 

Agate,  Mrs.  F.  J.     Box  of  toys  and  books. 

Alexander,  Mrs.  H.  A.     Eight  boxes  stuffed  stockings,  toys,  etc. 

Bayer,  Mrs.  Edwin  S.    Toys. 

Bethany  Memorial  Chapel.    Picture  cards  for  children. 

Brown,  Mrs.  Thatcher.     Toys. 

Carroll,  Mrs.  Wm.     Toys  and  books. 

DeForest,  Mrs.  Geo.  B.     Picture  puzzles, 

Glaenzer.  Mme.  F.     Candy. 

Harmon,  Mrs.  F.  D.    Toys. 

King.  Mrs.  Martha.    Dolls. 

Matter,  Miss  E.    Picture  book. 

Miller,  Mrs.  Alexander  and  Miss  Miller.     Dolls  and  cards. 

Pitman,  A.  S.    Toys  and  scrap  books. 

Pitman,  Mrs.  C.    Toys. 

Spence's  School,  Miss.     Dolls. 

Thorne.  Mrs.  W.  V.  S.     Toys. 

Tyers,  Mrs.  A.  R.     Scrap  books  and  reins. 

Thomas,  Mrs.  Ralph.     Toys. 

Van  Vleck,  Mrs.  E.  W.     Toys. 

Wheeler,  E.  P.     Scrap  book. 

Woods,  Miss  A.     Toys. 

MISCELLANEOUS. 

A  Friend.     Valentines  for  children. 

Anonymous.  Forty-seven  copies  Herald  of  Life,  ten  copies  of  Scientific 
American,  and  five  copies  of  Puck. 

Allen,  Henry.     Distilling  apparatus. 

American  Fruit  Product  Company.     Five  gallons  sweet  cider. 

American  Tract   Society.     Fifty-two  copies   American   Messenger. 

Andesner,  Mrs.   Josephine.     Crutch. 

Benson,  Miss  E.  C.    Two  caps  for  Children's  Ward. 

Bethany  Memorial  Reformed  Church.     Picture  cards. 

Bliss,  Mrs.  W.  H.    Bottles. 

Brower,  Wm.   L.     Three  hundred  Christmas  cards. 

Butler.  Mrs.  W.  A.     Old  linen. 

Carle.  Robert.  Twenty-four  packages  Imperial  Granum  for  Children's 
Ward. 

Colgate  &  Company.     Fifty  pounds  talcum  powder. 

Crimmins  Contracting  Company.  Thomas.  Receipted  bills  for  hauling  rub- 
bish from  the  Hospital. 
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MISCELLAKEOUS— Continued. 

Clark,  Mrs.  J.  W.    Seven  quarts  of  milk,  thirty  dozen  eggs. 

Cumming,  Miss  M,    Air  bed  for  CMldren's  Ward. 

Edwards,  Mrs.  H.  L.     Sixteen  jackets  for  patients. 

Fairchild  Brothers  &  Foster.    Diet  slips. 

Foster  Mfg.  Co.     Sixteen  boxes  toothpicks,  four  gross  clothes  pins. 

Fleisdhmann  &  Company.    Seventy-five  loaves  of  bread. 

Franco-American  Ferment  Company.  Lactobacilline  products  throughout 
the  year. 

Franklin  Simon  Company.     Clothing. 

Thomas  Gill  Soap  Company,  Samples  of  soap. 

Gould,  Mrs.  George.    Imported  birds. 

Jennings,  Walter.     Twenty-five  pounds  of  salmon. 

Junior  League  Club  Charlton  School.    Valentines. 

Kennedy,  Mrs.  John  S.  Thanksgiving  and  Christmas  dinners  for  patients 
and  household. 

Lewis,  Samuel.    One  ebony  hair  brush. 

Lowndes,  Mrs.  James.    Sick  room  utensils. 

Mead,  Johnson.    One  pound  dextri  maltose. 

Merck  &  Company.    Twelve  pounds  Ichthyol. 

Muhlback,  Miss  Anna.    Ice  cream  for  Ward  Six. 

Miller,  Mrs.  Alexander  and  Miss  Miller.     Gowns  and  skirts  for  children. 

Murray,  George  G.     One  pair  crutches. 

Myers  and  Eadie.    Four  barrels  glassware. 

Parkhurst,  Mrs.  C.  H.    One  hundred  calendars  for  patients. 

Presbyterian  Home.     One  wheel  chair. 

Richardson,  H.  B.    Eight  bars  soap. 

St.  Thomas  Employment  Society.  Sewing  and  hemming  1,100  pieces  of  linen. 

Sinclair,  Mrs.  John.    Two  bundles  of  clothing. 

Schwab,  Miss  Henrietta  M.    Two  gallons  of  old  rye  whiskey. 

Scott,  Walter.    One  hundred  Easter  cards  and  one  box  of  Easter  novelties. 

Sherwood,  A.  Preston.    One  thousand  drinking  cups. 

Smith,  Miss  Bessie  H.    Picture  for  Medical  Roof. 

Swift,  F.    Abdominal  bandage. 

Thorburn,  Mrs.  C.  E.    Two  dozen  booties  for  babies. 

Thome,  Mrs.    Sterilizers  and  bottles. 

Tuckerman,  Mrs.  Paul.  Drugs  and  sick  room  utensils,  twenty-four  calen- 
dars for  patients,  candy  for  patients,  head  nurses  and  nurses.  Cigar- 
ettes for  orderlies. 

Van  Duzer,  Henry  S.  Seven  dozen  tennis  balls  for  House  Staff,  cost  of 
repairing  House  Staff  billiard  table,  material  for  nightingales  and 
ribbon,  and  rebinding  chapel  Bible. 

Van  Horn  and  Sawtell.    Digitalis  for  use  in  Wards. 

Wier,  Mrs.    One  pair  crutches. 


THE  FOLLOWING  HAVE  GIVEN  PERSONAL  SERVICE,  CUT 
FLOWERS  AND  RELIGIOUS  READING  MATTER: 

Personal  service — visiting  the  sick  during  the  winter  by  Miss  H.  L.  Ed- 
wards. 

Personal  service — visiting  the  sick — Mrs.  Paul  Tuckerman. 

Personal  service — visiting  the  sick — ^Miss  Willis. 

Personal  service — visiting  the  sick — weekly  for  ten  months  by  Mrs.  David 
McMunigle,    Miss    Harriet    Small,    Miss    G.    F.    Gale,    Miss    J.    Lake, 
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Mrs.   A.   B.   Conover,   Miss   E.   E.   Lester,   Miss  Atterbury,   and   their 

associates,  througti  wliom  the  following  donations  have  been  received 

and  distributed  to  the  patients  in  the  wards : 
Cockroft,  Miss  M.  T.    Cut  flowers  weekly  for  ten  months. 
Hauser.   John   W.,   through  Mrs.   David  McMunigle.     Cut  flowers   weekly 

for   nine  months. 
O'Neil,  Mrs.  Hugh,  and  Mrs.  David  McMunigle.    Gospel  leaflets  weekly  for 

ten   months.     Christmas   and   Easter  cards  for   medical   and  surgical 

men. 
Talcott,  Mrs.  James.    Thirty-five  dollars  for  flowers,  geranium  leaves  and 

reading  matter. 
Weir,  Miss  Florence.     Reading  matter. 
Conover,  Mrs.  A.  B.     Leaflets. 


THE      FOLLOWING     HAVE     FURNISHED     VOCAL     AND 

INSTRUMENTAL  MUSIC   FOR  THE   SUNDAY 

RELIGIOUS  SERVICE: 

INDIVIDUALS. 

Mr.  R.  N.  Granville,  Miss  Marie  Reeves,  Miss  Eleanor  Wright,  Rev.  O. 
Clyde  Weist,  Miss  Whittermore,  Mr.  and  Mrs.  Bechtel  Alcock,  Mr. 
and  Mrs.  C.  E.  Sholes.  Mr.  Robert  D.  Brown,  Mr.  William  Houston, 
Mr.  Frederic  Hill,  Mr.  George  Featherstone.  Mr.  Charles  W.  Har- 
rison, Mr.  Joseph  Mathien,  Miss  Marion  Osgood. 

CHURCHES. 

Young  Peopij:'s  Society  of  West  End  Peesbytebian  Church  :  Misses 
Hulda  Kloenne,  Ruth  King,  Martha  Simpson,  Evelyn  Ojerholm,  Ellen 
Ojerholm,  Anna  McBride,  Edna  Kennedy,  E.  Burton,  Caroline  Leonard, 
Marion  Leonard,  Alice  Stokes,  Anna  Webb,  Caroline  Scofleld,  Ethel 
Graham,  Lena  Rose,  Mildred  W.  Crowther,  Jean  Wilson,  and  Messrs. 
Thomas  C.  Hanna,  W.  H.  Frazee,  Charles  H.  Frazee,  B.  Whitney,  H. 
D.  Pease,  M.  Richardson,  A.  Wolterding,  Brent.  Howard  Smellin,  and 
the  Choir  Boys  of  the  Church  of  the  Heavenly  Rest. 

Young  People's  Society  of  the  Old  First  Presbyterian  Church  :  Mrs. 
W.  B.  Cooley,  Misses  Minnie  Kahl,  Mary  Kahl,  Carrie  Cushier,  Caro- 
line Holmes,  Susan  Reed,  Alice  Treadwell,  Jean  Watson,  Rhoda 
Geddes,  Pansy  Fiske,  Ida  LaPrest,  Frances  LaPrest.  Alice  Marion, 
Jane  Martin,  Elizabeth  Davis.  Anna  Davis,  Florence  Powell,  Winifred 
Duffield,  Theresa  Lake,  Bessie  Wright.  Bessie  Koesler,  Viola  McKenna. 
Grace  Hall,  Marion  Deutrecelle,  and  Mr.  Fred  Newland. 

The  Choral  Society  or  Madison  Avenue  Presbyterian  Church  :  Misses 
Matilda  Baker,  Louise  Bejcek,  Edna  Brown,  Florence  Brown,  Grace 
Brown,  Elizabeth  Bull,  Louise  Cermak,  Lulu  Collins.  Elizabeth  David- 
son, Sarah  Elmer,  Ida  Finke,  Mildred  Fredericks,  Louise  Heene, 
Louise  Kever.  Mabel  Kloer,  Ida  Kraemer,  Lillian  Kramer,  Flora  Lenz. 
Louise  Lenz,  Marion  Meyer,  Josephine  Miracky,  Rebecca  Norton.  Paul- 
ing Nixdorf.  Signa  Pederson.  Anna  Reid.  Cecilia  Rueth.  Helen  Seiter, 
Theresa  Siess,  Ethel  Tausch,  Josephine  Tausch,  Georgina  Terry,  Mar- 
garet Vail,  Augusta  Wagner,  Marion  Zurcher.  and  Messrs.  Gunnor 
Boemquist,    George    Cobbett,    John    Davidson,    John    Gunthert,    Louis 
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Keller,  George  Kretzschmar,  Horace  Mann,  James  Minnie,  John  D. 
Mooney,  Valentine  Morrow,  Herman  Schlegel,  Talmadge  Thompson, 
Julian  Ullman,  Frank  Voytichowsky. 

Hospital  Choib  of  the  Baptist  Temple,  Brooklyn  :  Misses  Dorothy 
Brown,  Adnla  Davis,  Mabelle  Davis,  Mattie  Davis,  Irene  Hall,  Edith 
Hall,  Clara  Mear,  Ethyl  Martin,  Laura  Ossmann,  Elizabeth  Perrlne, 
Charlotte  Taylor,  Mrs.  C.  Shreve,  and  Messrs.  F.  G.  Davis,  Fred 
Dewitt,  S.  E.  Dorsett,  David  Ergles,  W.  H.  Fawcett,  J.  W.  Gould,  E. 
A.  Ebel,  Henry  Hausleiter,  D.  E.  Johnson,  Thomas  McDonald,  J.  G. 
Miller,  Edward  O.  Parker,  J.  W.  Reid,  Thomas  Swithenback,  C.  D. 
Thomas,  John  Tice,  Jr.,  S.  S.  Walker. 

Young  People's  Society  of  the  Untvebsity  Place  Pbesbyteeian  Chuech  : 
Misses  Helen  Graves,  Flora  Paeltz,  Esther  Beiswanger,  Louise  Avent, 
Louise  Whitman,  Alice  Snowden,  W.  Neumeyer,  Myrtle  Faulhaber, 
Alice  Taylor,  Dorothy  Taylor,  Hildegarde  Von  Hagen,  H.  Wynkoop, 
Beale,  Mrs.  Henry  F,  Whitney,  and  Messrs.  Harvey  Carter,  James 
Tenety,  Robert  Avent,  Charlie  Offley,  Arthur  Gartner,  Henry  F.  Whit- 
ney, William  Faulhaber,  William  Hausman,  Emory  Kirwin,  Walter 
Denton,  William  Davis,  Frank  Davis,  Arthur  Duncan  McShaw,  Rev. 
O.  Clyde  Wiest. 

Childben's  Choib  of  the  Cornell  Memoeial  Methodist  Chuech  :  Misses 
Mae  Appleton,  Anna  Kuehne,  Charlotte  Marte,  Mary  Meenen,  Adelaide 
Meenen,  Florence  Pospisil,  Grace  Pospisil,  Emma  Ulshofer,  Gertrude 
Tiersman,  Jeane  Tiersman,  Catherine  Polak,  Bertha  Millbach,  Edna 
Heinzt,  Martha  Jappel,  Helen  Vogelbach,  Ethel  Warren,  Edith  War- 
ren, Mary  Mallek,  Margaret  Kuehne,  Bertha  Albrecht,  Masters  Otto 
Mallek,  Andrew  Merget,  John  Burhans,  Walter  Keller,  Nathaniel 
Ketcham. 

Young  Women's  Cheistian  Association  of  Teachers'  College. 

National  Tbaininq  School  of  the  Young  Women's  Christian  Asso- 
ciation. 

Choik  Boys  of  St.  James  Episcopal  Chuech. 

Male  Quaetette  of  Young  Men's  Christian  Association  of  the  College 
OF  the  City  of  New  Yoek. 


FOR  THE  SCHOOL  OF  NURSING 

Gifts  of  Money: 

Twenty-five  dollars  from  Class  '14  for  Scholarship  Fund. 

For  the  School  Library: 

Twenty-five  dollars  from  Miss  Ethel  M.  Goldsmith,  twenty  dollars 
from  Miss  Katherine  Kerr  for  Library  Fund.  Books  from  Mr.  Horace 
Walcott  Bobbins,  and  Messrs.  W.  B.  Saunders  &  Co. 

Tickets  for  Entertainments  throughout  the  season  from : 

Mrs.  John  S.  Kennedy,  Mrs.  William  K.  Vanderbilt,  Sr.,  Mrs.  J.  Pier- 
pont  Morgan,  Mrs.  H.  Fairfield  Osborn,  Mrs.  Richard  Marsh  Hoe, 
Mrs.  J.  Kennedy  Tod,  Mrs.  William  Pierson  Hamilton,  Mrs.  John  Sin- 
clair, Mrs.  Ogden  Mills,  Mrs.  Gustave  E.  Kissel,  Mrs.  Everett  P. 
Wheeler,  Mrs.  Cyrus  W.  Field,  Mrs.  R.  E.  Westcott,  Miss  Laura  Post. 
Mr.  Frederick  Sturges,  Mr.  George  Gibbs,  Mrs.  William  Speiden,  Lee 
Shubert  &  Co.,  Maxine  Elliott  Theatre  Co. 

Fresh  Fruit,  Preserves,  Vegetables  and  Cake  from : 

Mrs.  John  S.  Lyle,  Mrs.  James  W.  Thayer,  Mr.  Frederick  Sturges,  Mrs. 
Richard  Marsh  Hoe,  Mr.  H.  E.  Morse. 
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Fresh  Eggs  for  Three  Months  from: 

Mrs.  S.  T.  Peters. 
Flowers  from : 

Mrs.  William  K.  Vanderbilt,  Sr.,  Mrs.  J.  Pierpont  Morgan,  Mrs.  John 

Crosby  Brown,  Mrs.  H.  Fairfield  Osborn,  Mrs.   Samuel  Thome,  Miss 

M.  M.  Brown. 
Miscellaneous : 

Rugs,  Librarj'  table,  and  three  wicker  chairs  from  Mr.  Henry  S.  Van 
Duzer. 


FOR  THE  VISITING  NURSING  DEPARTMENT 

Vanderbilt.  Mrs.  William  K.,  Sr..  ten  thousand  dollars  received  during  the 
fiscal  year  ending  September  30,  1913,  for  the  fiscal  year  ending  Sep- 
tember 30,  1914. 

The  Katie  Geitz  Kitchen,  two  thousand  four  hundred  fifty-four  dollars  and 
sixty  cents. 

The  Kinderfest  Fund,  one  thousand  five  hundred  and  ninety-eight  dollars 
and  eighty-five  cents. 

Mills,  Mrs.  Ogden,  five  hundred  dollars. 

A  friend,  fifty  dollars. 

Auchincloss,  Dr.  Hugh,  forty-eight  dollars. 

Anonymous,  twenty-seven  dollars  and  ninety  cents. 

Eliot,  Mrs.  Ellsworth,  fifteen  dollars. 

Sanders,  Mrs.  Jane,  fifteen  dollars. 

Anonymous,  ten  dollars. 

Norton.  Mrs.  N.  R.,  ten  dollars. 

Jesup.  Mrs.  Morris  K.,  ten  dollars. 

Olyphant,  Mrs.  Talbot,  ten  dollars. 

Norton,  Dr.  N.  R.,  ten  dollars. 

Parker,  Miss  Livette,  six  dollars  and  eighty  cents. 

Finlayson,  Miss  E.  B.,  five  dollars. 

Receipts  from  patients,  two  hundred  four  dollars  and  eleven  cents. 

Three  hundred  Christmas  stockings  filled  with  six  pieces  of  warm  clothing, 
and  toys  in  each  from  Mrs.  Herbert  S.  Carter,  Mrs.  N.  R.  Norton,  Mrs. 
David  Bovaird,  Mrs.  Ernest  T.  Carter,  Mrs.  Forbes  Hawkes,  Mrs.  Eli 
Long,  Mrs.  John  S.  Thacher,  Mrs.  Phillip  Rollins.  Mrs.  Starling  W. 
Childs,  Mrs.  Cornelius  Agnes,  Mrs.  F.  Leonard  Kellogg  and  other 
friends. 

Carter,  Mrs.  A.,  Christmas  entertainment  (ice  cream  and  cake),  for 
four  hundred. 

Carter.  Dr.  and  Mrs.  Herbert  S.,  fruit,  vegetables  and  flowers  throughout 
the  summer  for  Hill  Top  Camp. 

Vanderbilt,  Mrs.  William  K.,  Sr.,  7,000  quarts  of  milk  and  1,080  dozen  eggs. 

Auchincloss,  Mrs.  E.  S.,  six  dozen  eggs. 

Harkness,  Mrs.  John  S.,  eggs. 

Agate,  Mrs.  F.  J.,  toys. 

Taylor,  Miss  Margaret,  cards. 

Through  Dr.  Sydney  R.  Bumap,  toys. 

Tuckerman,  Mrs.  Paul,  surgical  supplies. 

Loroy,  Mrs.  Edward,  surgical  supplies. 

Rose,  Mrs.  J.  C.  Christmas  dinner  and  toys  for  two  families. 

Walker  Gordon  Laboratory  Co.,  7,000  quarts  of  milk. 

Clothing  for  adults  and  children  from :  Mrs.  William  Darrach,  Mrs.  How- 
ard   Mason,    Mrs.    E.    S.    Auchincloss,    Mrs.    James    Marshall    Stuart, 
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Mrs.  John  Sinclair,  Mrs.  Frederic  B.  Morlok,  Mrs.  Thomas  Polsom,  Miss 
Margaret  Taylor,  and  The  Mothers  Sewing  Society  of  John  Hall 
Memorial  Chapel. 

RELIEF  GIVEN  BY  THE  VISITING  NURSING  DEPARTMENT. 

Milk    11,952  quarts 

Eggs    147  dozen 

Soup    2,051  portions 

Christmas  dinners    250  families 

SURGICAL  APPLIANCES. 

Elastic  stockings    7  patients 

Abdominal  belts   11  patients 

Orthopedic  shoes    2  patients 

Surgical  corsets  11  patients 

Relief  given  by  other  Societies  (through  The  Visiting  Nurs- 
ing Department)    49  families 

Shelter  for  Young  Women  and  other  Homes,  N.  Y.  City..  32  patients 


CONVALESCENT  HOMES  USED. 

Aldrich  Farm,  New  Dorp,  L.  1 7  patients 

Barbara  Rest,  West  New  Brighton,  L.  1 28  patients 

Caroline  Rest  (through  The  Association  for  Improving  the 

Conditions  of  the  Poor) 4  patients 

Cadars,  The,  Port  Monmouth,  N.  J 15  patients 

Children's  Home,  Chappaqua,  N.  Y 55  patients 

Children's  Home,  Orange,  N.  J 3  patients 

Clara  Sheffer  Home,  Tuckahoe,  N.  Y 50  patients 

Country  Home  for  Convalescent  Babies,  Sea  ClifC,  L.  1 18  patients 

Church  of  the  Divine  Paternity,  Fresh  Air  Home 9  patients 

Christ  Church  Farm,  Oak  Ridge,  N.  J 14  patients 

Holiday  Farm,  Rhinecliff,  N.  Y 18  patients 

Isabella  Heimath 8  patients 

Lakeside  Memorial  Home,  Litchfield,  Conn 24  patients 

Mountain  View  Farm,  Lee,  Mass 1  patient 

Presbyterian  Rest,  White  Plains,  N.  Y 41  patients 

Sea  Side  Hospital,  New  Dorp,  L.  1 66  patients 

Holland  Mountain  Farm,  Stockholm,  N.  J 22  patients 

St  Eleanora's  Home,  Tuckahoe,  N.  Y _ 2  patients 

St.  Eleanora's  Cottage,  Tuckahoe,  N.  Y 3  patients 

Solomon  and  Betty  Loeb  Memorial  Home 12  patients 

Speedwell  Country  Homes  Society,  Morristown,  N.  J 3  patients 

St.  Andrew's  Convalescent  Home 2  patients 

Sharon  Industrial  School  for  Cardiacs 4  patients 

FRESH  AIR  WORK. 

Hill  Top  Camp,  Hawthorne,  N.  Y 158  children 

Farmingdale  Preventorium   10  patients 


REPORT    OF   THE    DIRECTOR    OF    THE    SCHOOL    OF 

NURSING 

The  Board  of  Managers  of  the  Presbyterian  Hospital  in  the 
City  of  New  York. 

Gentlemen  : — I  have  the  honor  to  present  the  Twenty-second 
Annual  Report  of  the  School  of  Nursing.  The  steady  growth  of  the 
School  continues,  the  measure  of  its  efficiency  lies  as  it  always  must 
in  the  acquirement  of  accurate  professional  knowledge  in  the  co-oper- 
ation given  to  co-workers  of  kindred  purpose ;  the  comfort,  well  being 
and  cure  of  the  patients  entrusted  to  our  care  being  the  primary  con- 
sideration. 

An  endowment  of  considerable  size  is  needed  to  establish  special 
courses  that  would  attract  women  of  education  and  character  who  have 
a  vision  of  the  place  and  importance  of  every  form  of  service,  and 
who  are  desirous  of  bringing  to  the  performance  of  these  tasks  greater 
efficiency  and  greater  skill. 

It  is  a  reproach  to  the  Schools  of  Nursing  of  the  present  day  that 
so  many  important  posts  remain  unfilled  or  inadequately  filled  for 
lack  of  women  possessing  the  necessary  preparation  for  the  different 
branches  of  nursing. 

Dr.  Theodore  C.  Janeway  in  an  enlightening  address  delivered 
to  Class  '14  on  the  "Ideals  in  Medical  and  Nursing  Education" 
pointed  out  this  need  in  the  following  terms:  "It  is  because  the 
trained  nurse  is  entering  so  many  fields  of  usefulness  that  I  believe 
some  institutions  must  provide  more  varied  courses.  In  large  cities, 
nurses  may  specialize  in  surgical  and  obstetrical  work,  as  physicians 
do,  and  they  are  now  able  to  obtain  the  necessary  training.  But 
Public  Health  Nursing,  the  Inspection  of  School  Children,  Social 
Service  and  other  forms  of  public  service  are  opening  opportunities  of 
usefulness  unknown  a  few  years  ago.  The  administration  of  many 
hospitals  is  in  the  hands  of  nurses  and  demands  quite  unusual  quali- 
ties and  experience.  The  education  of  nurses  calls  for  far  more  than 
mere  success  as  an  administrator  and  knowledge  of  the  practice  of 
nursing,  in  her  who  would  train  others  for  these  varied  careers. 
Larger  and  more  diversified  educational  advantages  will  surely  be 
needed  though  the  basis  as  in  medicine  may  remain  the  same  all 
round  training." 

"It  is  co-operation  of  brain  and  hand  which  distinguishes  the 
artist  from  the  artisan  and  the  practitioner  of  a  profession  from  the 
worker  at  a  trade." 

The  Alumnae  Association  added  thirty-four  to  its  membership. 
The  entire  graduating  class  joined  in  a  body.  Tlie  members  are 
working  actively  for  the  Pension  Fund  which  they  hope  to  increase 
yearly. 
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Twenty-three  of  our  graduate  nurses  are  engaged  in  nursing  in 
the  European  war.  Six  went  out  with  the  Canadian  contingent,  four 
with  the  American  Eed  Cross,  seven  are  working  in  different  hospitals 
in  France,  and  six  in  the  American  Ambulance  Hospital  in  Paris.  As 
yet  no  report  of  their  work  has  reached  us. 

"We  are  called  upon  to  record  the  loss  of  two  members  of  our 
Alumnae  Association  who  have  passed  from  life  within  the  year.  Mrs. 
Hutton  nee  Sibyl  Frances  Cady,  '08,  beloved  by  all  who  knew  her,  will 
be  greatly  missed  by  her  friends  who  learned  of  her  accidental  death, 
with  great  sorrow.  Mrs.  Boyd  nee  Dorothy  Ethel  Gertrude  Buhner, 
"09,  was  taken  away  in  early  womanhood  after  a  long  and  trying  ill- 
ness. Her  happy  disposition  and  quiet  personality  drew  about  her 
many  friends  who  will  miss  her  presence  sadly. 

To  Dr.  Hutton  and  Dr.  Boyd  we  extend  our  heartfelt  sympathy 
and  condolence. 

The  commencement  exercises  of  Class  '14  were  held  in  Florence 
Nightingale  Hall  on  May  19th.  An  excellent  address  was  made 
by  Dr.  Theodore  C.  Janeway.  The  diplomas  and  pins  were  presented 
by  Mr.  Sturges  and  Mr.  Delano.  The  reception  was  given  through 
the  generosity  of  Mr.  Frederick  Sturges  and  Mr.  Eugene  Delano. 

Senioe  Class,  '15 
iSTumbered  at  last  report,  30;  transferred  to  Class  '14,  1;  re- 
maining       29 

Intermediate  Class,  '16 

Numbered  at  last  report,  38;  withdrew,  2;  remaining 36 

Junior  Class,  '17 
First  Section  entered  March  1,  1914,  numbered  15;  withdrew, 

2 ;  disqualified,  2 ;  remaining 11 

Second  Section  entered  September  1,  1914,  numbered  42;  with- 
drew, 1 ;  remaining 41 

Summary 

Student  Nurses   76 

Probationers   41 

Total 117 

Applications  received  for  admission  to  the  School  of  Nursing 
numbered  nine  hundred. 

Applications  for  graduates  of  the  School  to  fill  institutional  and 
visiting  nursing  positions  numbered  one  hundred  and  one. 

Applications  from  graduates  of  other  schools  who  wish  to  enter 
this  hospital  for  added  experience  numbered  seventy-six. 

Registry  calls  filled  (for  private  cases) 1,713 

Calls  not  filled 170 

Total 1,883 
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The  Visiting  Nursing  and  Social  Service  Department,  established 
through  the  liberality  of  Mrs.  William  K.  Vanderbilt,  Sr.,  has  com- 
pleted the  eleventh  year  of  work.  In  this  time  one  hundred  and 
ninety-eight  student  nurses  have  had  experience  in  this  service. 

In  the  year  just  ended  1,967  cases  were  cared  for,  9,895  home 
visits  were  made,  6,810  consultations  were  held  with  patients  and 
social  agencies  and  567  patients  have  been  placed  under  suitable  con- 
ditions for  convalescence. 

"The  Follow-Up  Work,"  during  the  past  year  special  medical  and 
surgical  patients  discharged  from  the  wards  have  been  visited  by  the 
Social  Worker,  the  patients  induced  to  return  to  the  hospital  on 
specified  dates  for  examination  and  advice.  This  work  is  now  being 
systematized  so  as  to  include  all  important  cases. 

"Hill  Top  Camp,"  at  Hawthorne,  New  York,  designed  to  give 
the  children  of  tuberculous  parents  a  month's  stay  in  the  open  coun- 
try, closed  its  fourth  season  on  October  1st.  One  hundred  and  fifty- 
eight  children  were  received  at  the  camp  during  the  four  summer 
months.  The  average  gain  in  weight  was  three  pounds  and  the 
children  returned  to  their  homes  imbued  with  the  spirit  of  the  camp 
and  an  intelligent  idea  of  how  to  preserve  their  own  health, 

A  new  feature  this  year  was  the  care  of  sixteen  children  con- 
valescing heart  cases  from  the  Hospital.  A  new  permanent  building 
was  erected  to  take  the  place  of  the  dining  tent,  which  was  used  for 
the  heart  cases.  Expenses  for  these  children  were  met  by  a  special 
fund  raised  for  this  purpose. 

The  "Four  Murphys"  were  the  life  of  the  camp;  they  came  for 
three  months'  stay ;  the  money  foi^  their  support  was  generously  con- 
tributed by  Mrs.  N.  K.  Norton  and  her  friends  at  Mt.  Kisco. 

Our  thanks  are  especially  due  Mrs.  A.  Carter  for  ice  cream 
treats,  to  Dr.  and  Mrs.  Herbert  S.  Carter  for  vegetables,  fruit  and 
flowers.  The  children  all  loved  the  hour  spent  vrith  Mrs.  Herbert  S. 
Carter,  who  gave  them  singing  lessons  each  week. 

"The  Kinderfest  Fund,"  used  to  maintain  the  camp,  amounted 
this  year  to  $1,598.85,  and  we  are  most  grateful  to  the  group  of 
children  through  whose  interest  and  energy  a  fair  was  held  for  this 
purpose. 

The  Katie  Geitz  Kitchen,  at  the  East  River  Homes,  supplements 
the  doctors'  prescriptions  and  is  self-sustaining.  There  have  been 
dispensed  37,940  quarts  of  milk,  1,080  dozen  eggs  and  18,748  portions 
of  soup. 

Through  generous  gifts  from  Mrs.  Ogden  Mills,  Mr.  and  Mrs. 
William  K.  Vanderbilt,  Sr.,  and  Mr.  Henry  S.  Van  Duzer,  we  have 
been  enabled  to  supply  milk  and  eggs  generously  to  numbers  of  our 
tuberculous  patients  who  have  shown  marked  improvement.  The 
Walker  Gordon  Laboratory  send  a  daily  supply  of  twenty-six  quarts 
of  milk. 
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The  Christmas  entertainineiit  and  tree  was  thoroughly  enjoyed 
by  four  hundred  of  our  Dispensary  patients.  We  are  deeply  indebted 
to  Mrs.  A,  Carter,  who  furnished  the  refreshments,  and  to  the  Ladies' 
Committee,  who  generously  filled  three  hundred  stockings  with  useful 
gifts.  Mrs.  Herbert  S.  Carter,  Mrs.  N.  E.  Norton,  Mrs.  David 
Bovaird,  Mrs.  Ernest  T.  Carter,  Mrs.  Forbes  Hawkes,  Mrs.  Eli  Long, 
Mrs.  John  S'.  Thacher,  Mrs.  Phillips  Eobbins,  Mrs.  Starling  W. 
Childs,  Mrs.  Cornelius  E.  Agnew  and  Mrs.  F.  Leonard  Kellogg,  and 
mother  friends  who  assisted. 

We  gratefully  acknowledge  our  indebtedness  for  co-operation  to 
the  churches,  the  many  convalescent  homes  and  charitable  agencies, 
the  Day  Camp,  "Middletown,''  the  New  York  Diet  Kitchen  Associa- 
tion, and  to  Mr.  William  Sloane  Coflfin  for  the  convalescent  home  at 
Pine  Bush,  New  York,  designed  for  the  care  of  men. 

Our  Social  Visitors,  Miss  Julia  Emmerson,  Miss  Janet  Hender- 
son and  Mrs.  Henry  W.  Wilkinson  have  been  helpful  and  earnest  in 
work  for  our  patients  in  their  homes,  and  our  Dispensary  staff  have 
rendered  valuable  aid  when  called  upon  for  their  services. 

"The  Eliza  DeWitt  Memorial  Eoom,"  endowed  by  Mrs.  Morris 
K.  Jesup  in  memory  of  her  mother,  is  available  to  any  graduate  nurse 
needing  hospital  care. 

The  Scholarship  Fund,  the  gift  of  Mr.  ^Frederick  E.  Baldwin,  was 
increased  by  a  contribution  of  twenty-five  dollars  from  Class  "14. 

Many  friends  have  extended  to  our  students  opportunities  for 
entertainment  and  pleasure  by  the  gift  of  tickets,  flowers  and  fruit 
for  which  we  are  grateful. 

We  thank  the  Staff  of  Lecturers,  the  Attending  Staff,  Dr.  Tuttle 
and  Dr.  Lamb  for  their  continued  service  to  the  School. 

In  the  resignation  of  Dr.  C.  Irving  Fisher  as  Superintendent  of 
the  Hospital,  the  School  loses  a  warm  friend  and  supporter.  For 
twenty-two  years  we  have  had  the  rare  privilege  of  his  counsel  and 
encouragement.  His  broad  sympathy  and  intelligent  understanding  of 
the  problems  that  arise  in  directing  the  education  and  preparation  of 
a  body  of  student  nurses  have  made  the  co-operation  invaluable. 
His  loyalty,  enthusiasm  and  interest  in  the  work  of  each  department 
of  the  hospital  was  an  inspiration  to  all  vrith  whom  he  came  in 
contact. 

It  was  with  sincere  regret  that  we  accepted  the  resignation  of 
Miss  Margaret  A.  Bewley,  who  for  the  past  ten  years  has  directed  our 
Visiting  Nursing  and  Social  Service  Department.  Miss  Bewley 
brought  to  this  work  a  broad  vision  of  its  possibilities  and  through 
an  intelligent  devotion  inspired  student  nurses,  cared  for  the  sick 
of  our  district,  and  was  instrumental  in  developing  the  Department 
to  a  high  state  of  efficiency. 

Eespectfully  submitted, 

ANNA  CAEOLINE  MAXWELL,  E.  N., 

Director  School  of  Nursing. 
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GRADUATES,  CLASS  OF  '94 

Annie  Eluott  Leonard,  uow  Mrs.  Collery,  Ireland. 

Sarah  Keys  Davis,  deceased. 

Julia  Bailue  Rose,  now  Mrs.  F.  Harris  Shipman,  Trovidence,  R.  I. 

Josephine  Cordelia  Martin,  at  home,  Ireland. 

Camilla  Salling,  at  home,  Rockaway  Park,  N.  Y. 

M.  Sydnie  Blanchard,  now  Mrs.  Gosse. 

Margaret  Nichol  Threlkeld,  now  Mrs.  Stephen  Ailing,  Pittsford,  N.  T. 

Emma  Elizabeth  Tyger,  at  home,  New  Germantown,  N.  J. 

Ida  Gertrude  Iliff,  at  home.  New  Germantown,  N.  J. 

Gertrude  Evelyn  Kilpatrick,  now  Mrs.  A,  W.  Trotter,  New  York  City. 

Edith  Margaret  Ambrose,  Social  Service,  Boston,  Mass. 

Jennie  L.  Parsons,  deceased. 

Amy  Elizabeth  Pope,  Instructor,  St.  Luke's  Hospital,  San  Francisco,  Cal. 

Lillian  Welsh,  abroad. 

Frances  Abbett  Stone,  Secretary  of  the  Hospital  and  Nursing  Division  of 

the  Thomas  Thompson  Trust,  Boston,  Mass. 
Harriet  Beatrice  Gibson,  at  home,  Far  Rockaway,  L.  I. 
Alvina  McDade,  deceased. 

Louise  Larkin,  now  Mrs.  David  Bovaird,  New  York  City. 
Frances  Ward  Carpenter,  private  duty.  New  York  City. 
Janet  Gordon  Grant,  Superintendent,  aioses  Taylor  Hospital  and  Training 

School,  Scranton,  Pa. 
Harriet  Eliza  Burtis,  deceased. 

GRADUATES,  CLASS  OF  '95 

Almina  Veeder,  private  duty.  New  York  City. 

Emma  Anna  Kuroski,  Assistant  Secretary,  Corlears  District,  Charity  Or- 
ganization Society. 
Araminta  Whiteley  Beatty,  private  duty,  New  York  City. 
Alice  May  Perrigo,  now  Mrs.  Ralph  Hayhurst,  New  York  City. 
Sarah  Fedelia  Pearsall,  now  Mrs.  Harry  D.  Curtis,  Watertown,  N.  Y. 
Anna  Gbote,  now  Mrs.  J.  Colditz,  Bogota,  N.  J. 
Harriet  Frances  MacArthur,  private  duty.  New  York  City. 
Helen  Garthwaite  Pierson,  now  Mrs.  E.  Bull,  Jr.,  Stonyford,  N.  Y. 
Rena  Adelia  Case,  now  Mrs.  Fowler,  Omaha,  Neb. 
Alexandria  Simpson,  private  duty,  New  York  City. 

Amelia  Jean  Inglis  Young,  now  Mrs.  Walter  A.  Dunkel,  New  York  City. 
Henrietta  Van  Cleft,  Visiting  Nursing,  Lakeville,  Conn. 
Josephine  Wheeler  Hildrup,  M.D.,  at  home,  Philadelphia,  Pa. 
Edith  Hosford  Stone,  private  duty.  New  York  City. 
Grace  Roger  Tinker,  now  Mrs.  James,  Hartford,  Conn. 

GRADUATES,  CLASS  OF  '96 

Lottie  Searle  Jones,  now  Mrs.  Bernard  J.  Richardson,  Montclair,  N.  J. 

Sophie  Edwards  Spencer,  now  Mrs.  Donald  Cammann,  New  York  City. 

Frances  Agnes  White,  at  home.  New  York  City. 

Charlotte  Emma  Gerow,  now  Mrs.  F.  Irving,  Findlay,  Ohio. 

Emmeline  Black  Hughes,  private  duty.  New  York  City. 

Annie  Dravo  van  Kirk,  now  Mrs.  William  Kendall  Gillett,  at  home,  Pelham 

Manor,  N.  Y. 
Ethel  May  Read,  now  Mrs.  C.  C.  Bennett,  Kingston,  Ontario. 
Bertha  Frederica  Warman,  now  Mrs.  Eli  Long,  Jr.,  New  York  City. 


SCHOOL    OF    NUBSIN6.  67 


Gbace  Wiltsie,  now  Mrs.  H.  S.  Howland,  New  Rochelle,  N.  Y. 

Beateice  Landon  Goodeich,   now   Mrs.   Merle  F.   Murphy,   New   Canaan, 

Conn. 
Elizabeth  Fehemann,  European  War. 

Helen  Sill,  Missionary  Nurse,  Memorial  Hospital,  Tanta,  Egypt. 
Kate  Linden  Rippabd,  now  Mrs.  R.  W.  Sharer,  Huntsville,  Pa. 
Maey  Geobgina  Bates,  private  duty,  Walpole,  New  Hampshire. 
Julia  Cheistina  Geant,  now  Mrs.  James  L.  Lawson,  Alamogordo,  New 

Mexico. 
Joan  Robeetson,  now  Mrs.  Winthrop  Daniels,  Washington,  D.  C. 
Geeteude   Odell,    Superintendent  of  Nurses,   Home   for   Incurables,    New 

York  City. 
Elizabeth  Stewaet,  private  duty,  New  York  City. 
LiLLAS  Fbasee  Savage,  at  home,  Pelham  Manor,  New  York. 

GEADUATES,  CLASS   OP  '97 

Elizabeth  Russell,  European  War. 

Gbace  Stebbins,  "Sister  Grace,"  All  Saints  Home,  Baltimore,  Md. 

Geobgiana  Sceanton  Collestee,  Mrs.  Johnson,  deceased. 

Maegabet  Sutheeland  Hamilton,  at  home,  St.  John,  N.  B. 

Anna  Adelia  Davidson,  deceased. 

Meeiel  Richabds  White,  private  duty,  New  York  City. 

Meeica  p.  Schetky,  now  Mrs.  Coon. 

Rye  Mobley,   White  Plains,  N.  Y. 

Constance  Baillie  Rose,  now  Mrs.  Louis  A.  Ripley,  New  York  City. 

Feances  Richabds  White,  at  home,  New  York  City. 

Kathleen  De  Puy  Nichols,  now  Mrs.  Richard  K.  Southgate,  Good 
Ground,  L.  I. 

Jeanette  Geace  Bonnee,  Mrs.  Schoonmaker,  deceased. 

Agnes  Elizabeth  Hatton,  now  Mrs.  Harry  B.  Higinbotham,  Japan. 

J.  Rutheefoed  Olivee,  at  home,  Detroit,  Mich. 

Chablotte  Cowdby,  now  Mrs.  Samuel  A.  Brown,  New  York  City. 

Maby  Magoun  Bbown,  at  home,  New  York  City. 

Amy  Aims  Chambeelain,  now  Mrs.  James  McGuiness,  Chester,  N.  Y. 

Jessie  Wilson  Mewhoet,  now  Mrs.  Benjamin  H.  Gray,  Richmond,  Va. 

Maby  Winfbed  Chisholm,  now  Mrs.  G.  H.  Needier,  Toronto,  Canada. 

Anna  Beateice  Fletchee,  at  home,  Vancouver,  B.  C. 

Nancy  Elizabeth  Cadmus,  Superintendent,  Manhattan  Maternity  Hos- 
pital, New  York  City. 

GKADUATES,   CLASS  OF  '98 

Floeence  Isabel  Beown,  now  Mrs.  Hamilton  Byers,  Nelson,  British  Co- 
lumbia. 

Annie  Maud  Deinstadt,  now  Mrs.  Walter  Wellington,  New  York  City. 

Maetha  McClube,  deceased. 

Annie  Loba  Hyde,  Paris,  France. 

Alice  DeFoeest  Seaboene,  now  Mrs.  Benjamin  Bayley,  London,  Ontario, 
Canada. 

Chablotte  Maecella  Webstee,  private  duty,  New  York  City. 

Annie  Paton  Letham,  deceased. 

Inez  Aveey  Newman,  Visiting  Nursing,  Bethany  Congregational  Church, 
New  York  City. 

Geeteude  Emily  Stbain,  now  Mrs.  James  Garrison,  New  York  City. 
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Janet  Banford  Chbistie,  Assistant  Director,  School  of  Nursing,  Presby- 
terian Hospital,  New  York  City. 

Jessie  Mackelleb  Febgusson,  Superintendent,  Davenport  Girls'  Home, 
Bath,  N.  Y. 

Emily  Clatwobthy,  private  duty.  New  York  City. 

Kathebine  D.  Stepuanova,  now  Mrs.  Gregory  Tsilka,  Elbasan,  Albania, 
European  Turkey. 

Mary  Gilfillan,  hourly  nursing.  New  York  City. 

Lucy  Fidelia  Rydeb,  Superintendent,  Day  Camp  "Rutherford,"  for  tuber- 
culous patients,  Brooklyn,  N.  Y. 

Georgia  Wadsworth  Bellinger,  at  home,  Stamford,  Conn. 

Grace  Ibving  Cameron,  Head  Nurse,  Presbyterian  Hospital,  New  York 
City. 

Edith  Johnson  Wyman,  Mrs.  H.  Rodman,  deceased. 

Carrie  Stbykeb,  private  duty,  New  York  City. 

GRADUATES,  CLASS  OF  '99 

Grace  Elbida  Moobe,  Visiting  Nursing,   Board  of   Health,  Ottawa,  Can. 

Lauba  Antoinette  Hesselbubg,  private  duty,  New  York  City. 

Helen  Catherine  Claxton,  Social  Service,  New  York  City. 

Louise  Mitchell  Fobes,  private  duty.  New  York  City. 

George  Waldo  Vinton,  now  Mrs.  Roderick  Byington,  Brooklyn,  N.  Y. 

Cornelia  Emmell  Vobhees,  now  Mrs.  P.  C.  Field,  U.  S.  A.  War  Depart- 
ment, Washington,   D.  C. 

Jessie  Leonard  Clausen,  deceased. 

Cordelia  Newland  Townsend,  district  nursing,  New  York  City. 

Mabel  Walkeb,  now  Mrs.  N.  F.  Ferris,  Portland,  Ore. 

Stella  Moobe,  now  Mrs.  James  W.  Thayer,  Scarsdale,  N.  Y. 

Alice  Jayne,  at  home,  Tarrytown,  N.  Y. 

Euzabeth  Thompson  DAV^soN,  at  home,  Baltimore,  Md. 

Habbiet  Davis  De  Babd,  I.  C.  C.  Hospital,  C.  Z.,  Panama. 

Ida  Elizabeth  Coull,  private  duty,  New  York  City. 

Ruth  Gabdneb  Clark,  Superintendent,  Hudson  City  Hospital,  Hudson, 
N.  Y. 

Kathebine  Bunce  Spencer,  at  home.  New  York  City. 

Mina  Betsey  Bebee,  now  Mrs.  Sutherland  D.  Twining,  Springfield,  Mass. 

Etha  Etta  Peabce,  at  home,  Portland,  Maine. 

Rose  Hoffman,  Mrs.  Edwin  Lobenstein,  deceased. 

WiNFBED  EsTELLA  Vaux,  at  home,  Canada. 

Charix)tte  Estell  Dunning,  at  home,  Auburn,  N.  Y. 

AsTBiD  Englested  Lund,  now  Mrs.  O.  W.  Erdal,  abroad. 

Henbietta  Lillian  Weiss,  private  duty,  New  York  City. 

Mabgabthe  Schi6leb,  now  Mrs.  Hans  Koch,  Copenhagen,  Denmark. 

GRADUATES,  CLASS  OF  '01 

Florence  Mary  Grant,  now  Mrs.  Gorton  Wair  Allen,  Auburn,  New  York. 

Henrietta  Livermore,  European  War. 

Helen  Erskine  Laidlaw,  now  Mrs.  Henry  J.  Martin,  Toronto,  Canada. 

Saba  Homans  Strain,  office  and  hourly  nursing,  New  York  City. 

Frances  Weatherston,  private  duty,  Paris,  France. 

Edith  Granger,  Assistant  Supervisor  Nursing  Service,  Welfare  Depart- 
ment, Metropolitan  Life  Insurance  Co.,  New  York  City. 

Alice  Bbitton  Haughwout,  now  Mrs.  Preston  West,  Kindersley,  Sas- 
katchewan, Canada. 
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Katheeine  Geeenwood,  now  Mrs.  J.  K.  Reilly,  Flushing,  L.  I. 

Maby  Collins  Melville,  now  Mrs.  Alexander  J.  Maclver,  Newport,  R.  I. 

Sevebina  Wilson,  private  duty,  New  York  City. 

Anna    Louise    Habtwell,    Superintendent,    New    Rochelle    Hospital    and 

Training  School,  New  Rochelle,  N.  Y. 
Elsie  Thayeb  Patteeson,  U.  S.  Naval  Hospital,  Mare  Island,  Cal. 
Edna  Whitelaw,  now  Mrs.  Henry  Kitchum,  Montclair,  N.  J. 
Glenna  Lindsay  Bigelow,  private  duty,  Paris,  France. 
Geetbtjde  Reid  Smith,  in  charge  Nurses'  Official  Registry,  Omaha,  Neb. 
Agnes  Louise  Wabnee,  European  War. 
Albebta  Maud  McKean,  now  Mrs.  John  Curry,  Montreal,  Canada. 

GEADUATES;   CLASS  OF  '03 

Edith  Jane  L.  Clapp,  Special  Duty,  The  Presbyterian  Hospital,  New  York 
City. 

Stella  Matilda  Andeews,  now  Mrs.  Arthur  W.  Lahey,  Denver,  Colo. 

Mabel  Cynthia  Whaeton,  now  Mrs.  Graham  Ryle,  New  York  City. 

Ibene  Wetmobe  Baldwin,  now  Mrs.  John  Berkeley  Hunter,  New  York  City. 

RowENA  Faemee,  now  Mrs.  Oscar  M.  Schloss,  New  York  City. 

Mabcella  Huntee  Ubquhaet,  abroad. 

LiDA  Helen  Taebox,  now  Mrs.  Paul  W.  Orvis,  New  York  City. 

Emily  Belle  Hastings,  now  Mrs.  Edwin  Bebee,  Buffalo,  N.  Y. 

Anna  Hebblewhite,  at  home,  Bradford,  Pa. 

Katheo  Montague  Mason,  Social  Service,  New  York  City. 

Anna  Jane  Culgin,  hourly  nursing.  New  York  City. 

Helen  Beidgens  Cunningham,  private  duty.  New  York  City. 

Maby  Elizabeth  Tuenee,  now  Mrs.  Thomas  O.  Rumsay,  Akron,  Ohio. 

Elizabeth  Van  Rensselaee,  now  Mrs.   Benjamin  Arnold,  Albany,  N,  Y. 

Maegaeet  Anne  Bewley,  at  home,  Lockport,  N.  Y. 

Alice  Heneietta  Keeshaw,  now  Mrs.  Charles  D.  Fowler,  Woodstock,  N.  Y. 

Augusta  Angeline  Geaves,  Social  Service,  Hartford  Hospital,  Hartford, 
Conn. 

Alice  Beown  Class,  now  Mrs.  William  W.  Conley,  New  York  City. 

Jessie  Anna  Allen,  visiting  nursing,  tuberculosis  work,  Presbyterian  Hos- 
pital, New  York  City. 

Cheebie  Moeton  Feench,  now  Mrs.  James  B.  Crane,  Somers,  N.  Y. 

Elizabeth  Maywood  Ashe,  Neighborhood  Settlement,  San  Francisco,  Cal. 

GEADUATES,  CLASS  OF  '03 

Feances  Coenelia  Comstock,  now  Mrs.  H.  R.  Brown,  Syracuse,  N.  Y. 

Josephine  Adelia  Geoht,  Welfare  Work,  Western  Union  Telegraph  Com- 
pany, New  York  City. 

Edith  Lucy  Beatty,  now  Mrs.  George  N.  Hoffman,  Prescott,  Ariz. 

Viva  Emily  Lawless,  now  Mrs.  Albert  Oldroyd,  East  Norwalk,  Conn. 

Maeia  Hoffman  Ludlum,  at  home,  Bridgeport,  Conn. 

Geoegia  Isabelle  Babnes,  private  duty.  New  York  City. 

Alice  Hoetence  MacLellan,  in  charge,  Belknap  Home,  Far  Rockaway, 
N.  Y. 

Maeion  Love  Skiff,  In  charge  welfare  work.  National  Lamp  Division, 
General  Electric  Co.,  Cleveland,  Ohio. 

Elizabeth  Hyde  Dueston,  now  Mrs.  William  Churchill,  Corning,  N.  Y. 

CoNYEBS  Pbitchett,  uow  Mrs.  Lafayette  B.  Hedge,  East  Ely,  Nevada. 

Lelia  Richabdson  Bennett,  private  duty,  Kalispell,  Mont. 

Alice  Geeteude  Field,  private  duty,  New  York  City. 
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Jessie  Mabion  Giddings,  now  Mrs.  Stanley  B.  Tbouias,  Brooklyn,  N.  Y. 

Ruth  Ha\t:ns  Prime,  deceased. 

Kathebine  Wheeler,  now  Mrs.  Frederick  C.  Craig,  Short  Hills,  N.  J. 

GRADUATES,  CLASS  OF  '04 

Sara  Belle  Mounce.  private  duty,  New  York  City. 

Catherine  Munro  Forrest,  at  tiome,  Columbus,  Ohio. 

Maby  Wood  Guion,  now  Mrs.  Samuel  D.  Newton,  Jamestown,  N.  Y. 

Augusta  Robert  English,  "Sister  Augusta,"  Sisterhood  of  Si.  Margaret, 
Boston,  Mass. 

Marion  Elizabeth  Hesseltine,  American  Ambulance  Hospital,  Paris, 
France. 

Sylvia  Hartston  Davis,  "Sister  Mary  Svlvia,"  St.  Mary's  Convent,  Peeks- 
kill.  N.  Y. 

Ethel  Marie  Dablinq.  at  home.  Thompson ville.  Conn. 

Mabgabet  Allen  Cruise,  now  Mrs.  Charles  S.  Seawell,  Asbeville,  N.  C. 

Jean  Cleland,  private  duty.  New  York  City. 

Edith  Virginia  Gardiner.  European  War. 

Anna  Oleonda  Becker,  now  Mrs.  James  W.  Jameson,  New  York  City. 

Ethel  Irena  Fuller,  at  home,  Vancouver,  Canada. 

Jessie  May  Welch,  now  Mrs.  Frederic  B.  Morlok.  Richmond,  Va. 

Julia  Caroline  Hicks,  hourly  nursing.  New  York  City. 

Margaret  Elizabeth  Baker,  private  duty.  New  York  City. 

Mary  Maud  Tennant.  private  duty.  New  York  City. 

Cathebine  Clabk  Mooney,  now  Mrs.  W.  Pierpont  Williams,  New  York 
City. 

Alice  Shove  Wood,  private  duty,  Orange,  N.  J. 

GRADUATES,  CLASS  OF  '05 

Elsie  Habper  Bonnell,  at  home.  New  York  City. 

Laura  Kjeldsen,  private  duty.  New  York  City. 

Helen  Louise  Deming.  now  Mrs.  .John  S.  Martiuo.  Brooklyn,  N.  Y. 

Elizabeth  Morton  Daniel,  private  duty,  New  York  City. 

Adele  Louise  Faube,  in  charge  French  Red  Cross  Hospital,  Nancy,  France. 

Jean  Louise  Wales,  now  Mrs.  J.  Norton.  Winnetka,  111. 

Winnefbed  Louise  Nye.  now  Mrs.  Royal  S.  Haynes,  New  York  City. 

Hannah  Pacific  Scott.  Social  Service,  San  Mateo,  Cal. 

Martha  Lamson.   private  duty.  New  York  City. 

Grace  Eltino  Overton,  now  Mrs.  Alfred  J.  Brown,  New  York  City. 

Helen  May  Cahoone,  Night  Supervisor,  Presbyterian  Hospital,  New  York 

City. 
Adele  Cutts  Williams,  now  Mrs.  B.  Van  D.  Hedges,  Plainfield,  N.  J. 
CoBA  Emilia  Cbowdeb.  now  Mrs.  C.  M.  Bennett.  Lynhaven,  Va. 
Eleanor  Josephine  Crawford,   Secretary,  Central  Club  for  Nurses,  New 

York  City. 
Clara  Keyes  Fuixeb,  now  Mrs.  .Julius  R.  Rogers,  Binghamton,  N.  Y. 
Cabbie  Giddings  Fbey,  at  home.  Palatine  Bridge,  N.  Y. 
Ida  Mabguerite  Wintebs.  private  duty.  New  York  City. 
Alice  Smith  Lee.  now  Mrs.  Thomas  H.  Ryland,  Lynchburg.  Va. 
Alice   Louise   Malcolmson.    Social    Service.    Presbyterian   Hospital,    New 

York  City. 
Jean  Isabel  Gunn.  Superintendent  of  Nurses,  Toronto  General  Hospital, 

Toronto,  Canada. 
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Annie  Mabel  Thomas,  Social  Service,  Presbyterian  Hospital,  New  York 
City. 

Ravenna  Cecella  Whitson,  private  duty,  New  York  City. 

Edith  Belle  Finlatson,  private  duty,  New  York  City. 

Elizabeth  McKnight,  Supervisor,  Municipal  and  Child  Hygiene  Depart- 
ment of  Public  Charities,  Philadelphia,  Pa. 

Charlotte  Foote  Sheebill,  now  Mrs.  John  D.  Kernan,  Jr.,  New  York  City. 

Maey  Holmes  Greene,  now  Mrs.  Allen,  T.  Gay,  Monrovia,  Cal. 

Edith  Maria  Goulden,  private  duty.  New  York  City. 

Helen  Marie  Isabel  Kelley,  Head  Nurse,  Toronto  General  Hospital, 
Toronto,  Canada. 

GEADUATES,  CLASS   OF  '06 

Isabella  Abbot  Stevens,  at  home,  Cumberland  Head,  Plattsburg,  N.  Y. 

Elsie  May  Vandebbilt,  now  Mrs.  C.  Herbert  Howell,  New  York  City. 

Anita  Bell,  now  Mrs.  B.  F.  Peek,  Moline,  111. 

Clara  Battey  Cobb,  now  Mrs.  John  L.  Murphy,  Providence,  R.  I. 

Margaret  Jean  Cadenhead,  Head  Nurse,  Toronto  General  Hospital,  To- 
ronto, Canada. 

Mary  Leaycraft  Strong,  Social  Settlement,  Boston,  Mass. 

Helen  May  Mackie,  private  duty,  New  York  City. 

Laura  Richards,  visiting  nursing,  Vanderbilt  Clinic,  New  York  City. 

Agnes  Findiay,  private  duty,  New  York  City. 

Alice  Jane  Liles,  at  home,  Columbus,  Ohio. 

Lucy  Morton  Branch,  now  Mrs.  John  Cator.  Gainesville,  Fla. 

Susan  Helen  Veitch,  at  home,  Waterbury,  Conn. 

Emma  Holmes  Brockway,  now  Mrs.  Morris  Friedlander,  Brooklyn,  N.  Y. 

Grace  Emily  Townee,  private  duty,  New  York  City. 

Charlotte  Mahan,  now  Mrs.  M.  D.  Hazard,  Newport,  R.  I. 

Katherine  Mary  Banner,   Superintendent,   New  York   State  Institute, 
Buffalo,  N.  Y. 

Anna  Alberta  Webster,  private  duty.  New  York  City. 

Gertrude  Ethel  Davis,  now  Mrs.  Frank  Cowell,  Lackawanna,  N.  Y. 

Sibyl  Constance  Eden,  private  duty.  New  York  City. 

Esther  Allison  Brown,  Superintendent,  Training  School,  St.  Luke's  Hos- 
pital, San  Francisco,  Cal. 

Lydia  Vernon  Smith,  European  War,  Canadian  Contingent. 

Harriet  Teemaine  Meiklejohn,  Superintendent,  Mountainside  Hospital, 
Montclair,  N.  J. 

Edith  Mary  Truman,  now  Mrs.  James  G.  Bethel,  New  York  City. 

Anne  Huntington  Van  Ingen,  at  home,  New  York  City. 

Cora  Nelson,  at  home.  New  York  City. 

Blanche  Eleanore  Folsom,  private  duty,  Haquiam,  Washtagton. 

GRADUATES,   CLASS  OF  '07 

Louise  Marion  Avery,  now  Mrs.  Frederick  K.  Barrett,  New  York  City. 
Elizabeth  Mecabe,  now  Mrs.  George  H.  Lathrop,  Morristown,  N.  J. 
Grace  Vivien  Bixby,  now  Mrs.  Harry  B.  Justice,  Low  Moor,  Va. 
Marjobie  Hope  Rydeb,  at  home,  Geneva,  Washington. 
Mabgaret  Gillis,  private  duty.  New  York  City. 
Edith  Tilley  Hegan,  private  duty,  New  York  City. 
Marie  Therese  Bonnet,  private  duty.  New  York  City. 
Virginia  Caroline  Andeeburg,  private  duty,  New  York  City. 
SiLLA  Maeguebite  Carr-Harris,  at  home,  Montreal,  Canada. 
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Rose  Ethel  Taylor,  private  duty,  New  York  City. 

Mary  Cattfield  Myers,  now  Mrs.  Frank  Rockwell,  Glen,  DeSota  County, 
Florida. 

Carrie  Starr  Cooley.  private  duty.  New  York  City. 

Martha  Hunter  Jones,  at  home,  Russell.  Pa. 

Constance  Braine  French,  now  Mrs.  John  R.  Herriok.  Hempstead.  L.  I. 

Emma  DeVeber  Clarke,  Social  Service,  Toronto  General  Hospital,  To- 
ronto,  Canada. 

Olive  Howell  Kirkby,  private  duty,  New  York  City. 

Florence  Marguerite  Coddington,  now  Mrs.  William  S.  Petit,  Detroit, 
Mich. 

Sibyl  Frances  Cady,  Mrs.  Robert  L.  Hutton,  deceased. 

Dorothy  Brown.  Board  of  Health,  New  York  City. 

Margaret  Galt  Boise,  Anesthetist,  Presbyterian  Hospital.  New  York  City. 

Alice  Eaton  Burbridge,  now  Mrs.  Rudolph  Schumacher,  Santo  Domingo, 
W.   I. 

Mary  Elizabeth  Monnell,  now  Mrs.  Alvin  Walter  Baird,  Portland.  Ore. 

Emma  Roswell  Kelley,  now  Mrs.  Richard  Pigreon.  Wellesley  Hills,  Mass. 

Marion  Bissell  Agard,  now  Mrs.  Henry  H.  Baker.  Hyannis,  Mass. 

Agnes  Evangeline  Maynard.  Girls'  Industrial  School,  Honolulu,   Hawaii. 

Edith  Campbell.  European  War,  Canadian  Contingent. 

Julia  Gertrude  Hannan,  now  Mrs.  John  S.  Lyle.  Tenafly,  N.  J. 

Margaret  Latricia  Robinson,  at  home,  Bloomington,  111. 

GRADUATES,  CLASS  OF  '08 

Ada  Frances  Benjamin,  private  duty,  New  York  City. 

Annie  Elizabeth  Murray,  Household  Nursing  Association,  Boston,  Mass. 

Alice  Bradford  Boutwell.  now  Mrs.  George  N.  Pease,  Portland.  Ore. 

Jessie  Wilson  Grant,  private  duty.  New  York  City. 

Mary  Isabel  McClive.  private  duty,  New  York  City. 

Nancy  Ellen  Yost,  private  duty.  New  York  City. 

Jean  Georgina  Hayman,  Instructor,  Presbvterian  Hospital,  New  York 
City. 

Alice  Maud  Upper,  now  Mrs.  Z.  G.  Lash.  Toronto,  Canada. 

Laura  Washington  Todd,  at  home.  New  York  City. 

Martha  Allen  Winant,  now  Mrs.  Allen  Frost,  Poughkeepsie,  N.  Y. 

Margery  Jerauld  Lewis,  private  duty.  New  York  City. 

Gertrude  Woodruff  Drake,  private  duty.  New  York  City. 

Louise  Marie  Marsh,  American  Ambulance  Hospital,  Paris,  France. 

Ethel  Dorothy  Patton,  now  Mrs.  G.  A.  Humphreys-Davies,  San  Fran- 
cisco, Cal. 

Louise  Neff  Courtright,  now  Mrs.  Frank  Fearman.  Burlington.  Ont.,  Can. 

Nellie  Meyers,  now  Mrs.  Henry  Dufford  Spangenburg.  Brooklyn,  N.  Y. 

Effie  Maud  Lee  Copeland.  private  duty.  New  York  City. 

Charity  Wilson  Lyon,  Superintendent,  Children's  Hospital,  Chicago,  111. 

Mary  Olive  Boulter,  at  home,  Montreal,  Canada. 

Caroline  Wack  Bell.  European  War,  American  Red  Cross. 

Elizabeth  Margaret  Phillips,  private  duty.  New  York  City. 

Lillian  Merrili.,  now  Mrs.  John  H.  Knapp.  Brooklyn,  N.  Y. 

Mary  Mitchell,  private  duty,  New  York  City. 

GRADUATES,  CLASS  OF  '09 

Mary  Henrietta  McLean,  abroad. 

Dorothy  Ethel  Gertrude  Bulmer,  Mrs.  William  B.  Boyd,  deceased. 
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Beetha  Bentley,  now  Mrs.  E.  Cooke,  New  York  City. 

Helen  Clabissa  Powell,  private  duty.  New  York  City. 

Helen  Glen  Rae  Locke,  Assistant  Superintendent,  Training  Scliool,  To- 
ronto General  Hospital,  Toronto,  Can. 

Elspeth  Anna  Gould,  Second  Assistant  Director,  Scliool  of  Nursing,  Pres- 
byterian Hospital,  New  York  City. 

Edith  Mubkay  McClung,  now  Mrs.  Jotm  LeRoy  Sawyer,  Clierry  Valley, 
N.   Y. 

Alice  Marie  LeVan  Cowell,  now  Mrs.  William  Beverly  Robinson,  Say- 
ville,  N.  Y. 

Sarah  Frances  Duncan,  now  Mrs.  George  Del  Toro,  San  Juan,  Porto  Rico. 

Claudia  Maria  O'Neill,  European  War,  American  Red  Cross. 

Bessie  Walker  Rylands,  private  duty,  New  York  City. 

Helen  Jean  Young,  now  Mrs.  William  Shields,  Scranton,  Pa. 

Emily  Wilhelmina  Bauer,  private  duty,  New  York  City. 

Bessie  Adelaide  Decker,  private  duty,  New  York  City. 

Agnes  Logan  MacKay,  private  duty.  New  York  City. 

Laura  Charlotte  Munck,  Superintendent,  Training  Scliool,  Bispebyerg 
Hospital,    Copenhagen,    Denmark. 

Florence  Lena  Weigand,  private  duty,  New  York  City. 

Louise  Stephanna  Meeritt,  at  home,  Bloomington,  111. 

Anna  Elizabeth  Pierson,  private  duty.  New  York  City. 

Lillian  May  Davey,  now  Mrs.  Hamilton  Braine,  Brooklyn,  N.  Y. 

Theo  Woodruke,  private  duty.  New  York  City. 

Ella  Elizabeth  Benson,  private  duty.  New  York  City. 

Susan  Gansevoobt  Cooke,  now  Mrs.  Alfred  E.  Hitcliner,  PMladelpMa,  Pa. 

Nellie  Ruth  Simpson,  private  duty.  New  York  City. 

Katheeine  Cecil  Stevens,  at  borne,  Morristown,  N.  J. 

Bessie  Kingsbury  Pitches,  private  duty,  New  York  City. 
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Rhoda  Charlotte  Maey  Arm  strong,  private  duty,  New  York  City. 
Lennis  Augusta  Atkins,  now  Mrs.  Harrie  P.  Leonard,  New  York  City. 
Rebecca  Luella  Conroy,  now  Mrs.  Eugene  F.  Russell,  Tarrytown,  N.  Y. 
Marie  Frances  Deavo,  now  Mrs.  Robert  K,  Aiken,  New  Castle,  Pa. 
Pauline  Mazurie  DeIesi,  now  Mrs.  John  A.  Lockwood,  Montclair,  N.  J. 
Alice  Halstead,  private  duty.  New  Rocbelle,  N.  Y. 
Amy  Catherine  Caroline  Laubach,  private  duty.  New  York  City. 
Bessie  Sophia  L'Ecluse,  now  Mrs.  Sbepard  R.  Saxton,  Blue  Point,  L.  I. 
Martha  May  Noeton,  Visiting  Nursing,  Church  of  Land  and  Sea,  New 

York  City. 
Mary  Cleland,  private  duty.  New  York  City. 
Ruth  Brown  Folsom,  at  home,  Kent,  Maine. 
Emily  Louise  Fellows,  private  duty,  New  York  City. 
Lulu  Geil,  private  duty,  Springfield,  Ore. 

Georgina  Heathfield  Gordon  Grant,  private  duty,  New  York  City. 
Martha  Stromer  Houlder,  Hill  Top  Camp,  Hawthorne,  N.  Y, 
Mary  Augusta  Kingstone,  public  school  nursing,  Toronto,  Canada. 
Helen  Lindeeman,  European  War,  American  Red  Cross. 
Alice  Barbara  Mow  at,  now  Mrs.  George  L.  McCrea,  Campbellton,  N.  B. 
Mildred  Florence  Parkins,  European  War,  Canadian  Contingent. 
Marie  Louise  Thompson,  private  duty.  New  York  City. 
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GKADUATES,  CLASS  OF  '11 

DoBA  Anderson,  private  duty,  New  York  City. 

Ethel  May  Bellamy,  private  duty,  New  York  City. 

Meta  Butler,  private  duty.  New  York  City. 

Maby  Lane  Davis,  Head  Nurse,  Presbyterian  Hospital,  New  York  City. 

KuTH  Margaret  Eddy,  Head  Nurse,  New  Roclielle  Hospital,  New  Koclielle, 
N.  Y. 

Charlotte  Emma  Ellis,  deceased. 

Marion  Rebecca  Fernald,  now  Mrs.  Arthur  Bristol,  Glen  Ridge,  N.  J. 

Rose  Erin  Griffith,  private  duty,  New  York  City. 

Suzanne  Haliburton,  Social  Service,  Metropolitan  Hospital,  New  York 
City. 

Lyllis  Halsey,  now  Mrs.  Oliver  Y.  Leonard,  Montclalr,  N.  J. 

Helen  Carol  Howes,  Superintendent  Training  School,  St.  Barnabas  Hos- 
pital, Newark,  N.  J. 

Mary  Anna  Johnson,  Assistant  Superintendent,  New  Rochelle  Hospital, 
New  Rochelle,  N.  Y. 

Alice  Maud  Jordan,  private  duty,  New  York  City. 

Gertrude  Lightbound,  European  War,  Eujiland. 

Mary  Helena  McBean,  now  Mrs.  Edward  R.  Evans,  Utica,  N.  Y. 

Annabel  Winnefbed  McClung,  now  Mrs.  Anthony  C.  Freeman,  New  York 
City. 

Elisabeth  Vincent  Miller,  private  duty,  New  York  City. 

Rose  Muller,  American  Ambulance  Hospital,  Paris.  France. 

Edith  Margaret  Matthew,  private  duty.  New  York  City. 

Henrietta  Frances  O'Neil,  now  Mrs.  George  Berpeau,  New  York  City. 

Agnes  Mercer  Shufobd,  private  duty.  New  York  City. 

Helen  Jeanette  Snare,  now  Mrs.  Frederick  A.  Stanwood,  Wellesley,  Mass. 

Nellie  Thomas,  private  dutj'.  New  York  City. 

Ruth  B.  Wood,  private  duty.  New  York  City. 

Chablotte  Van  Duzor,  Social  Service,  Bellevue  Hospital,  New  York  City. 

GRADUATES,  CLASS  OF  '12 

Lela  Rebecca  Blaine,  at  home,  Council  Bluffs,  Iowa. 

Margaret  Rutherford  Brown,  Assistant  Superintendent,  Samaritan  Hos- 
pital, Troy,  N.  Y. 

Bessie  May  Carter,  at  home,  Harrisburg,  Pa. 

Anna  Lois  Dickinson,  at  home,  Lunenburg,  Mass. 

Madeline  Evans,  at  home,  Plainfield,  N.  J. 

Hazel  Frances  Gillean,  at  home,  Toronto,  Canada. 

Muriel  Kay,  private  duty.  New  York  City. 

Dorothy  Catharine  Knox,  now  Mrs.  Waldemar  Christensen,  Eugene,  Ore. 

Edith  Anning  Leavens,  private  duty,  New  York  City. 

Emily  Hooker  Mann,  Superintendent  Morristowu  Memorial  Hospital,  Mor- 
ristown,  N.  J. 

Helen  Margaret  Marx,  at  home,  Elmira,  N.  Y. 

Naomi  Frances  Meiklejohn,  European  War,  Canadian  Contingent. 

Jessie  Mundie,  private  duty.  New  York  City. 

Mildred  Marot  Pubves,  now  Mrs.  Ellinwood  Alden  Frost.  Summit.  N.  J. 

Gwendolen  Conant  Smith,  now  Mrs.  .John  M.  Hanford,  New  York  City. 

Mae  Edithe  Breckon,  private  duty.  New  York  City. 

Gebtrude  Emma  Clark,  American  Ambulance  Hospital,  Paris,  France. 

Ivy  May  Coulson,  private  duty.  New  York  City. 

Ruby  Hannah  Emery,  private  duty.  New  York  City. 

Mabel  Obland  Fobdham,  private  duty,  New  York  City. 
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Ethel  Mildeed  Goldsmith,  private  duty,  New  York  City. 

Maey  Baetlett  Howland,  private  duty.  New  York  City. 

Francis  Lewis  Johnson,  private  duty,  New  York  City. 

Maby  Jane  Rossington  McGoodwin,  at  home,  New  York  City. 

Anne  Penland,  Anesthetist,  Presbyterian  Hospital,  New  York  City. 

Cathaeine  Isabel  Scoble,  European  War,  Canadian  Contingent. 

Elspeth  Jean  Suthebland,  private  duty,  New  York  City. 

Maey  Feedeeica  Taylob,  private  duty.  New  York  City. 

Helen  Young,  Head  Nurse,  Presbyterian  Hospital,  New  York  City. 

GRADUATES,  CLASS  OF  ^13 

Habblet  Pence  Dunlap,  private  duty,  New  York  City. 

Kate  Elizabeth  Goodbich,  at  home,  Leavenworth,  Kansas. 

Helen  Fletchee  Latimee,  European  War,  American  Red  Cross. 

Ruth  Jane  MacClelland,  student,  Cornell  University,  Ithaca,  N.  Y. 

Hilda  Havebgal  IVIacDonald,  at  home,  Saskatchewan,  Canada. 

Geobgia  Albebta  Moeeison,  private  duty,  New  York  City. 

Elinoe  Posey,  now  Mrs.  William  B.  Ewing,  New  York  City. 

Jennie  Isabel  Rignel,  welfare  work.  General  Electric  Company. 

Ednah  Childs  Smith,  at  home,  Attleboro,  Mass. 

Eleanob  Doty  Smith,  private  duty.  New  York  City. 

Phoebe  Fbances  Tayloe,  American  Ambulance  Hospital,  Paris,  France. 

Nellie  Louise  Winey,  private  duty,  New  York  City. 

Flobence  Olive  Zettebsteom,  private  duty.  New  York  City. 

Anna  Mabie  Balen,  private  duty,  New  York  City. 

Ada  Boone  Coffey,  Head  Nurse,  Lane  Hospital,  San  Francisco,  Cal. 

Helen  Buenette  Cuetis,  private  duty.  New  York  City. 

Jessie  Kathebine  Davis,  private  duty,  New  York  City. 

Elizabeth  Whipple  Henley,  private  duty,  New  York  City. 

Elise  Hillyeb,  Head  Nurse,  Presbyterian  Hospital,  New  York  City. 

Saeah  Helena  Hughes,  Head  Nurse,  Lane  Hospital,  San  E^ancisco,  Cal. 

Kathebine  Kebb,  American  Ambulance  Hospital,  Paris,  France. 

Ruth  Elizabeth  Lambebt,  private  duty.  New  York  City. 

Anna  Lubana  Leonaed,  Operating  Room,  Buffalo  General  Hospital,  Bufr 
falo,  N.  Y. 

Jessie  Mabel  Maeks,  private  duty,  New  York  City. 

Geace  Anista  Meekee,  private  duty.  New  York  City. 

Violetta  Caeeoll  Mebceb,  private  duty.  New  York  City. 

Ethel  Geobgene  Minnes,  at  home,  Kingston,  Ont.,  Canada. 

Ethel  Lopeb  Moon,  Night  Superintendent,  Mt.  Vernon  Hospital,  Mt.  Ver- 
non,   N.   Y. 

Louise  Chilton  Shelley,  abroad. 

Nellie  Frances  Sheeman,  now  Mrs.  Henry  Douglas  Eaton,  Stockbridge, 
Mass. 

Lily  Maey  Thom,  Operating  Room,  Southampton  Hospital,  Southamp- 
ton, N.  Y. 

Mabel  Deummond  Waed,  Head  Nurse,  Presbyterian  Hospital,  New  York 
City. 

Nancy  Whitman,  now  Mrs.  Guy  Hamilton  Scull,  New  York  City. 

Baeeiet  Edith  Wilson,  Head  Nurse,  Presbyterian  Hospital,  New  York  City. 

GRADUATES,   CLASS  OF  '14 

Mabjobie  Paekee  Aemsteong,  Head  Nurse,-  Presbyterian  Hospital,  New 

York  City. 
A.QNES  Browning  Baied,  at  home,  Winnipeg,  Manitoba. 
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Anne  Baueb,  Head  Nurse,  Presbyterian  Hospital,  New  York  City. 

Johanna  von  Bbandis,  private  duty,  New  York  City. 

Jane  Mabion  Dueham,  Office  Nurse,  New  York  City. 

Myrtle  Rebecca  Gould,  private  duty,  Detroit,  Micliigan. 

Natalie  Allien  Johnson,  private  duty.  New  York  City. 

Olive  Mileoy,  Office  Nurse,  New  York  City. 

Mabgabet  Lester  Neales,  Sociai  Service,  Presbyterian  Hospital,  New  York 
City. 

Flobence  Belle  Owen,  private  duty,  New  York  City. 

Frances  May  Scott,  Head  Nurse,  Presbyterian  Hospital,  New  York  City. 

Katherine  Scott,  private  duty,  New  York  City. 

Maude  Maey  Strong,  at  home,  Toronto,  Ont.,  Canada. 

Constance  Adele  Thobpe,  private  duty,  Saranac  Lake,  N.  Y. 

Hjobdis  Todsen,  private  duty,  New  York  City. 

Mary  Eleanor  Ardell,  at  home,  Binghamton,  N.  Y. 

Laura  Wood  Coons,  Presbyterian  Hospital,  New  York  City. 

Ruth  Tisdale  Dean,  Assistant,  Operating  Room,  Presbyterian  Hospital, 
New   York  City. 

Gbace  Flint  Duncan,  private  duty,  New  York  City. 

Ethel  DeRonde,  at  home,  New  York  City. 

Louise  Caroline  Foote,  Presbyterian  Hospital,  New  York  City. 

Elizabeth  Stirling  Feost,  Presbyterian  Hospital,  New  York  City. 

Florence  Annie  Graham,  Presbyterian  Hospital,  New  York  City. 

Ruth  Ho\'ey,  Presbyterian  Hospital,  New  York  City. 

Pauline  Amelia  Ivey',  European  War,  Canadian  Contingent. 

Clarissa  Ordway  Johnson,  Presbyterian  Hospital,  New  York  City. 

Agnes  E\telyn  McIlwraith,  Assistant,  Operating  Room,  Presbyterian  Hos- 
pital, New  York  City. 

Ruth  Bell  Nethercut,  Presbyterian  Hospital,  New  York  City. 

Helen  Campbell  Niven,  at  home,  Monticello,   N.  Y. 

Dorothy  Waller  Pabr,  at  home.  New  York  City. 

Susan  Chapman  Peacock,  at  home,  Bayfield,  N.  B. 

Emile  Gesner  Robson,  Head  Nurse,  Presbyterian  Hospital,  New  York 
City. 

Frances  Wilhelmina  Rolfe,  Presbyterian  Hospital,  New  York  City. 

Mary  Isabel  Cochrane  Turner,  Presbyterian  Hospital,  New  York  City. 


SUMMARY 

Superintendents  of  Hospitals,  Schools  of  Nursing  and  other  Hospital 

positions  63 

Anesthetists  2 

Visiting  Nursing,  Social  Service  and  Welfare  Work 38 

European  War   Service 23 

Private  Nursing  118 

Married    135 

At  Home    68 

Died    16 

Total   463 
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EEPOET   OF   DIRECTOR   OF   MEDICAL   SERVICE. 

To  THE  Board  of  Managers  of  the  PRESBTTERiAisr  Hospital. 

Gentlemen: — I  have  the  honor  to  submit  the  following  report 
from  the  Medical  Service. 

The  changes  that  have  taken  place  in  the  medical  division  with 
the  unification  of  the  services  has,  among  other  things,  allowed  of 
close  co-operation  of  the  medical  staff  in  its  work  in  the  Hospital,  and 
has  immediately  made  it  possible  to  determine  upon  what  seem  the 
best,  and  at  the  same  time  uniform,  methods  for  daily  routine  in  the 
medical  work.  This  has  proved  of  great  advantage  both  for  the  care 
of  the  patients  and  the  educational  work  of  the  Hospital. 

New  methods  of  treatment  and  of  diagnosis  which  have  proved 
of  much  benefit  have  been  adopted,  and  in  the  practical  application  of 
these  procedures  for  some  of  which  there  must  be  considerable  pre- 
liminary study,  the  work  of  the  laboratory  assistants  and  clinical 
clerks  has  been  of  great  assistance.  The  work  has  also  been  much 
facilitated  through  the  acquisition  of  new  apparatus.  The  most 
important  additions  have  been  the  presentation  from  the  Russell  Sage 
Fund  through  Dr.  Theodore  C.  Janeway  of  several  pieces  of  valuable 
apparatus,  including  an  epidiascope  and  photomicroscopic  apparatus, 
and  the  donation  from  Mrs.  Frederick  Lewis  through  Dr.  T.  Stuart 
Hart  of  an  electrocardiograph.  The  installation  of  the  E.  C  Janeway 
Library,  a  valuable  collection  of  reference,  has  been  a  great  addition 
both  for  the  hospital  staff  and  student. 

Demands  for  the  development  of  better  methods  of  treatment  of 
certain  diseases  made  it  necessary  that  one  of  the  visiting  physicians 
should  devote  his  entire  time  to  the  hospital  and  to  work  of  this 
nature.  The  Associate  Professor  of  Practice  of  Medicine,  therefore, 
was  chosen  with  this  end  in  view.  It  also  seemed  necessary  that  the 
educational  work  should  be  constantly  and  carefully  supervised.  One 
of  the  assistant  visiting  physicians,  who  devotes  his  entire  day  to  the 
Hospital,  is  therefore  in  constant  charge  of  the  work  of  the  clinical 
clerks.  This  has  allowed  of  a  somewhat  Froader  scope  in  the  educa- 
tional work.  Formerly  only  a  part  of  the  fourth  year  class  acted  in 
the  Hospital  as  clinical  clerks,  this  year  without  increasing  the  number 
of  clerks  at  any  given  time  the  entire  class  will  be  required  during 
the  year  to  receive  training  at  the  Presbyterian  Hospital.  Through 
the  kindness  of  the  Training  School  of  Kurses,  it  has  been  possible 
to  incorporate  in  the  general  teaching,  instruction  in,  special  methods 
of  care  and  treatment  of  patients. 

The  medical  dispensary  has  been  reorganized,  and  enlarged 
through  acquisition  of  the  rooms  used  for  the  classes  in  ophthalmology 
and  laryngology.  It  has  also  been  brought  into  close  connection  with 
the  work  of  the  wards.  A  chief  of  clinic  and  an  attending  physician 
are  on  duty  every  afternoon,  and  each  afternoon  at  least  one  member 
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of  the  visiting  staff  acts  in  the  dispensary  in  the  capacity  of  a  con- 
sultant. 

The  constantly  increasing  demands  from  the  wards  upon  the 
clinical  laboratories  has  been  met  through  the  appointment  by 
Columbia  University  of  a  Fellow  in  medicine  and  by  a  voluntary 
assistant. 

It  is  quite  evident  that  one  function  of  the  hospital  which  is  as 
important  as  the  care  and  the  cure  of  patients,  is  the  prevention  of 
sickness  and  recurrence  of  disease,  and  with  this  end  in  view  and  with 
the  close  co-operation  of  the  dispensary  and  social  service,  work  has 
been  started  to  continue  the  proper  supervision  and  care  of  patients 
after  they  have  been  discharged  from  the  hospital.  For  the  present, 
efforts  are  being  made  to  prevent  the  recurrence  of  attacks  of  rheuma- 
tism in  children  and  to  stop  the  progress  of  heart  disease  in  the  young. 

Changes  in  Medical  Staff.   - 

During  the  early  part  of  1914  there  were  a  number  of  changes  in 
the  medical  services  of  the  Presbyterian  Hospital.  Following  the 
resignation  of  Dr.  Walter  B.  James  and  Dr.  John  S.  Thacher,  it  was 
decided  that  the  entire  medical  service  should  be  placed  under  the 
direction  of  Dr.  Theodore  C.  Janeway,  Bard  Professor  of  the  Practice 
of  Medicine  at  Columbia  University  and  Attending  Physician  to  the 
Presbyterian  Hospital.  Owing,  however,  to  Dr.  Janeway's  call  to 
Baltimore  to  fill  the  chair  of  Medicine  at  the  Johns  Hopkins  Medical 
School,  it  became  necessary  to  appoint  a  successor  to  him.  In  July, 
1914.  Dr.  "W.  T.  Longcope  was  made  Bard  Professor  of  the  Practice 
of  Medicine  at  Columbia  University  and  IMedical  Director  at  the 
Presbyterian  Hospital.  While  under  this  new  arrangement  the  Direc- 
tor has  general  supervision  of  the  medical  services,  each  of  the  four 
medical  wards  is  under  the  immediate  charge  of  an  attending  physi- 
cian, namely  Drs.  G.  A.  Tuttle,  David  Bovaird,  T.  S.  Hart  and  Homer 
F.  Swift. 

Dr.  Swift,  whose  appointment  to  the  Hospital  was  made  in  the 
fall  of  1914,  is  likewise  Associate  Professor  of  the  Practice  of  Medicine 
at  Columbia  University,  and  devotes  his  time  exclusively  to  the  Hos- 
pital and  to  teaching. 

On  account  of  the  untimelv  death  of  Dr.  Arthur  A.  Swann  and 
the  resignation  of  Dr.  Herman  0.  "Mosenthal,  who  has  become  a  mem- 
ber of  Dr.  Janewav's  staff  at  Baltimore,  certain  vacancies  were  made 
in  the  assistant  visiting  staff.  To  fill  one  of  these  positions  Dr.  Francis 
R.  Fraser  has  been  appointed  Assistant  Visiting  Physician.  His  time 
is  exclusively  devoted  to  the  hospital  and  to  the  oversight  of  the  work 
of  the  students  in  the  medical  wards.  Dr.  Albert  R.  Lamb  has  been 
made  Assistant  Visiting  Physician  and  Chief  of  the  Medical  Depart- 
ment of  the  Out-Patient  Department.  Under  his  direction  with  the 
assistance  of  Dr.  Arthur  E.  ISTeergaard,  who  has  been  appointed  At- 
tending Physician  to  the  Out-Patient  Department,  the  attempt  is  being 
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made  to  reorganize  the  medical  dispensary  and  to  bring  the  work  of 
the  Ont-Patient  Department  in  close  touch  with  the  work  that  is  car- 
ried on  in  the  wards  of  the  Hospital.  Both  the  Chief  of  the  Out- 
Patient  Department  and  the  Attending  Physician  are  present  at  the 
clinic  every  day,  besides  which  one  member  of  the  visiting  staff  acts 
each  afternoon  as  consultant  in  the  medical  dispensary. 

Dr.  E.  A.  Kinsella  has  been  appointed  Proudfit  Fellow  in  Medi- 
cine by  Columbia  University  and  devotes  his  time  to  work  in  the 
clinical  laboratory  of  the  Medical  Department.  Dr.  Francis  M.  Eacke- 
mann  has  been  made  voluntary  assistant  in  the  Clinical  Laboratory. 

Eespectfully  submitted, 

WAEFIELD  T.  LONGCOPE,  M.  D., 

Director  of  Medical  Service. 

EEPOET  OF  DIEECTOE  OF  SUEGICAL  SEEVICE. 

To  THE  Board  of  Managers  of  the  Presbyterian  Hospital. 

Gentlemen: — I  have  the  honor  to  submit  the  following  report 
from  the  Surgical  Service. 

Medical  Board. 

During  the  past  year  the  Medical,  Surgical,  and  Pathological  De- 
partments of  the  Hospital  have  been  completely  reorganized.  Each 
Department  is  placed  in  charge  of  a  Director,  who  is  responsible  to 
the  Board  of  Managers  for  the  professional  conduct  of  his  Depart- 
ment. These  three  Directors  constitute  the  Medical  Board  of  the 
Hospital. 

By  consent  of  the  Board  of  Managers,  with  a  view  to  assisting  in 
the  solution  of  the  various  problems  which  arise  in  connection  with 
the  University  and  Hospital  routine,  the  Dean  of  the  College  of  Phy- 
sicians and  Surgeons,  has  been  invited  to  sit  with  the  Medical  Board 
in  an  advisory  capacity,  but  without  a  vote. 

Surgical  Service. 

In  the  reorganization  of  the  Surgical  Department,  the  two  former 
Surgical  Divisions  have  been  merged  into  one  service,  under  the  im- 
mediate charge  of  the  Surgical  Director.  The  Attending  Staff  con- 
sists of  two  Visiting  Surgeons,  three  Associate  Surgeons,  three  First, 
and  three  Second  Assistant  Surgeons.  Each  of  the  Visiting  Surgeons 
has  charge  of  two  wards  from  October  1st  to  July  1st.  Each  has  as 
his  assistants,  one  of  the  Associate  Surgeons,  one  of  the  First,  and 
one  of  the  Second  Assistant  Surgeons.  These  rotate  every  three 
months,  each  serving  for  three  months  with  one  Visiting,  then  for 
three  months  with  the  other  Visiting  Surgeon.  This  is  followed  by 
a  vacation  of  three  months,  during  which  he  is  supposed  to  devote 
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his  extra  time  to  a  study  of  the  various  problems  which  he  has  under- 
taken during  his  period  of  service.    In  connection  with  this,  it  may  be 
stated,  that  each  member  of  the  A^isiting  Surgical  Staff,  has  either 
chosen  or  had  assigned  to  him  by  the  Surgical  Director,  a  problem 
for  special  study.    Among  those  subjects  which  have  been  assigned  are : 
The  Surgery  of  the  Large  Intestine, 
The  Surgery  of  the  Stomach  and  Duodenum, 
The  Surgery  of  the  Brain  and  Spinal  Cord, 
The  Surgery  of  the  Biliary  Passages, 
The  G.  U.  System  in  the  Male, 
Goitre, 
Hernia, 
Appendicitis,  etc.,  etc. 

During  his  period  of  service,  each  member  of  the  staff  will  have 
an  opportunity  of  studying,  operating  upon,  or  assisting  in  all  cases 
of  his  particular  specialty  which  are  treated  in  the  Hospital.  The 
idea  of  this  is,  to  stimulate  special  intensive  study  of  these  various 
problems,  which  we  hope  will  result  in  a  better  understanding  of  their 
pathology,  improved  technic  and  results.  It  is  hoped  that  reports  will 
be  made  from  time  to  time  to  the  Department  of  Surgery  in  the  Uni- 
versity of  any  advances  which  have  been  made  as  the  result  of  this 
special  study. 

Since  the  reorganization,  the  plan  has  been  inaugurated  of  having 
one  general  weekly  visit  to  all  of  the  wards,  participated  in  by  all  of 
the  members  of  the  Attending  Staff  on  duty.  During  this  visit  each  of 
the  Visiting  or  Assistant  Visiting  Surgeons,  demonstrates  to  the  staff 
one  or  more  interesting  cases,  shows  a  number  of  dressings,  and  con- 
sults with  his  colleagues  in  regard  to  various  problems  in  diagnosis, 
prognosis,  and  treatment.  At  the  end  of  this  visit,  a  conference  is 
held,  which  includes  not  only  the  entire  Attending  Staff,  but  the 
House  Staff  of  the  Hospital.  At  this  conference,  a  report  is  read  of 
every  patient  operated  upon  during  the  previous  week,  together  with 
a  note  upon  the  condition  of  the  operative  area,  whether  sterile  or 
infected,  and  the  result  of  the  first  and  subsequent  dressings.  Also  a 
report  is  made  of  every  catheterization  which  occurs  in  the  wards, 
with  the  condition  of  the  urine  before  and  after.  In  case  of  any  in- 
fection occurring  in  an  operative  wound,  or  as  the  result  of  catheteri- 
zation, it  is  immediately  investigated  and  discussed  by  the  entire  staff. 

If  the  error  in  technic  or  reason  for  the  infection  is  not  readily 
recognized,  a  Committee  is  appointed  to  investigate  the  case,  and  to 
report  at  the  next  weekly  meeting. 

In  addition  to  this  routine  work  of  the  conference,  any  important 
problem  which  arises  in  regard  to  methods  of  treatment,  assignment 
of  cases,  the  duties  of  the  House  Staff,  the  privileges  of  the  Clinical 
Clerks,  and  in  fact,  any  of  the  ordinary  problems  which  arise  in  a 
large  surgical  service  are  freely  discussed. 
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Follow-up  System 

Another  innovation  since  the  reorganization,  has  been  the  establish- 
ment of  a  "follow-up  system,"  with  a  view  to  determining  the  late 
results  occurring  in  patients  who  have  been  under  treatment  in  the 
surgical  wards.    Too  often  it  happens  in  hospital  treatment,  that  al- 
though the  patient's  wound  is  healed,  or  the  fracture  united,  and  the 
case  is  entered  on  the  Hospital  records  as  cured;  later  investigations 
prove  that  the  patient  has  not  been  completely  relieved  of  his  pain  or 
disability.     These  patients  often  return  again  for  treatment,  or  are 
admitted  to  some  other  hospital.     Often  these  failures  to  obtain  com- 
plete relief  are  unavoidable,  but  not  infrequently  they  are  due  to  some 
error  or  omission  in  the  immediate  or  after-treatment  of  the  case. 
Much  of  the  surgeon's  time,  and  the  Hospital's  money  is  expended  in 
re-treating  these  cases,  which  should  have  been  cured  by  the  first  opera- 
tion.   It  is  with  a  view  to  obtaining  accurate  end  results  in  all  of  our 
cases  that  this  ''follow-up  system"  has  been  inaugurated.     Now  each 
patient  on  leaving  the  Hospital  is  given  a  card,  which  tells  him  to 
return  on  a  certain  date  for  examination.    These  dates  are  so  arranged 
that  a  large  number  of  patients  return  at  the  same  time.    A  member 
of  the  Attending  Staff,  assisted  by  one  of  the  House  Staff,  and  a  nurse, 
examines  these  patients,  making  a  note  of  their  present  condition, 
which  is  added  to  the  case  history  by  the  Eecord  Clerk.     Often  the 
patients  are  requested  to  return  two  or  three  times,  at  intervals  of 
from  three  months  to  a  year  and  in  cases  of  malignant  disease,  the 
patients  are  requested  to  return  at  intervals  for  three  or  four  years,  so 
that  the  end  results  may  be  recorded  in  the  case  histories.    Although 
the  plan  has  been  in  operation  only  about  three  months,  a  large  per- 
centage of  the  cases  are  returning,  and  we  feel  sure  that  the  records 
from  this  time  on,  will  be  far  more  valuable  to  the  surgeons  in  as- 
certaining the  exact  end  results  of  their  work,  and  to  the  Trustees  in 
estimating  the  annual  product  of  the  Hospital  in  the  restoration  to 
health  and  earning  capacity  of  the  average  patient  treated  in  the 
wards. 

Other  Chan-ges 

Time  will  not  permit  a  detailed  review  of  a  number  of  other 
minor  changes  in  the  Surgical  Department,  including  improvements 
in  the  Surgical  Laboratory,  the  establishment  of  a  new  department  in 
the  X-ray  Laboratory  for  the  treatment  of  tumors,  and  other  lesions 
by  the  Roentgen  rays,  in  the  methods  of  keeping  records,  instruction  of 
students,  and  the  advantages  of  the  new  Staff  Library  of  three  thou- 
sand volumes,  the  gift  of  Dr.  Joseph  A.  Blake,  and  the  late  Dr.  Frank 
Hartley. 

Eespectfully  submitted, 

GEORGE  E.  BREWER,  M.  D., 
Director  of  Surgical  Service. 


REPORT  OF  DIRECTOR  OF  PATHOLOGICAL  SERVICE. 

To  THE  BOABD  OF  MANAGERS  OF  THE  PRESBYTERIAN"  HOSPITAL. 

Gentlemen  : — I  have  the  honor  of  submitting  the  following  re- 
port from  the  Pathological  Department  for  the  year  ending  September 
30,  1914. 

The  work  has  increased  in  all  branches  of  the  department  and 
in  this  connection  some  comparison  for  the  past  five  years  are 
interesting. 

Last  year  I  mentioned  the  fact  that  considerable  effort  was  being 
made  by  all  concerned  to  increase  the  number  of  post  mortem  ex- 
aminations.   The  following  table  shows  the  results: 

190a-10      1910-11      1911-12      1912-13      1913-14 

Number  of  Deaths 433  398  323  320  309 

Number  of  post  mortems...     125  81  81  92  108 

Per  cent,  of  post  mortems..    28.9  20.4  25.1  28.8  34.9 

Last  year  the  percentage  of  autopsies  was  practically  the  same  as 
in  1909-1910,  while  for  the  year  just  closed  there  is  a  jump  to  34.9%. 
This  percentage  is  more  instructive  when  compared  with  the  results  at 
some  of  the  other  New  York  Hospitals,  i.e.,  Mount  Sinai,  7.3% ; 
Bellevue,  11.2%;  St.  Luke's,  14.4%;  New  York  Hospital,  19.9%. 
(These  are  average  figiires  for  the  years  1910,  1911  and  1912.)  While 
our  figures  appear  in  a  favorable  light  when  thus  reviewed,  and  are 
higher  than  those  of  the  IMassachusetts  General  Hospital,  Boston  City 
Hospital,  Jefferson  Hospital,  Philadelphia,  and  the  Philadelphia  Gen- 
eral Hospital,  they  do  not  compare  so  well  with  those  in  some  other 
cities  and  countries  where,  to  be  sure,  different  conditions  obtain.  Thus 
at  the  Johns  Hopkins  Hospital  the  figure  was  62.6%.  At  the  Montreal 
General  Hospital  81.6%,  at  the  Royal  Victoria  Hospital,  Montreal, 
67.6%,  at  various  hospitals  in  Great  Britain,  59  to  85%,  and  in  Ger- 
many from  70  to  94%. 

It  is  not  pertinent  to  the  present  report  to  discuss  the  causes  for 
the  higher  figures  here  given.  These  causes  are  known  and  appreciated 
and  the  work  which  has  already  been  done  is  sufficiently  well  shown 
by  the  increased  percentage  for  the  present  year.  The  improvement 
gives  added  encouragement  for  future  work  along  this  line. 

In  Bacteriology,  the  work  has  just  about  doubled  in  five  years: 

Number  of 
Examinations. 

1909-1910  4.398 

1910-1911   4.970 

1911-1912 4,862 

1912-1913   6.589 

1913-1914  8,634 

The  figure  for  the  past  year,  8,034  represents  a  daily  average  of 
23.6  complete  bacteriological  examinations,  many  of  them  compli- 
cated and  time  consuming. 
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The  increase  in  serological  work  has  been  quite  startling.  Nearly 
ten  times  as  many  tests  were  performed  last  year  as  in  1909-1910. 
The  following  figures  show  the  constant  increase  in  this  line  of  work : 

Number 
of  Tests, 

1909-1910  288 

1910-1911  818 

1911-1912  _ 1,174 

1912-1913  1.907 

1913-1914  2,716 

The  last  figure  represents  about  52  tests  each  week. 

In  consequence  of  this  increase  in  the  work  and  also  of  the  trans- 
fer of  the  Eesident  Pathologist  to  half  time  work  in  the  Medical  Out- 
Patient  Clinic  some  new  appointments  have  been  made.  The  Serolog- 
ist  of  last  year  has  been  transferred  to  the  Pathological  Department, 
and  the  Bacteriological  Department  including  the  Serological  work  is 
now  under  the  immediate  supervision  of  the  Visiting  and  Assistant 
Visiting  Bacteriologist.  The  Eesident  Bacteriologist  has  been  given 
charge  of  both  Bacteriological  and  Serological  work  and  is  aided  by 
one  paid  and  one  volunteer  assistant. 

In  the  Surgical  Pathological  Laboratory  the  specimens  examined 
and  described  were  1412  from  which  about  100  gross  specimens  were 
added  to  the  Surgical  Museum.  The  main  work  during  the  summer 
has  been  the  organization  of  a  card  index  of  all  the  material  which  has 
passed  through  the  laboratory.  This  index  referring  to  about  9,000 
specimens  will  be  of  extreme  value  in  teaching  and  in  any  systematic 
work  on  the  various  subjects  represented,  especially  since  the  histories 
of  the  patients  have  been  obtained  and  are  filed  with  photographs, 
radiographs,  descriptions  of  operations  and  the  pathological  findings. 
The  Conferences  in  Surgical  Pathology  with  Surgical  Clerks  are  held 
in  the  museum  where  the  file  and  abstracts  become  especially  useful. 

It  would  appear  unnecessary  to  burden  this  report  with  further 
figures.  The  above  are  merely  examples  of  the  increasing  demands 
made  upon  the  laboratories  of  the  hospital  each  year. 

Teaching  has  now  assumed  a  very  definite  place  in  the  Depart- 
ment. Large  sections  of  students  are  present  at  each  autopsy.  A 
large  part  of  the  gross  pathological  teaching  is  carried  on  in  the 
laboratory,  and  with  the  aid  of  the  abstracts  of  the  clinical  histories 
which  are  included  in  each  autopsy  and  the  E dinger  projectoscope  the 
clinical  features  of  each  case  on  the  one  hand  and  the  microscopic 
examination  of  the  tissues  on  the  other  hand  are  made  possible. 

The  optional  course  in  "Common  Diseases"  started  last  year  by 
Professors  MacCallum  and  Longcope  will  be  continued  this  year  as 
will  the  clinical  pathological  conferences  for  students  in  the  fourth 
ysar.  Eespectfully  submitted, 

W.  G-.  MacCallum^ 
Director  of  Pathological  Service. 


OUT-PATIENT  DEPARTMENT 
Report  of  the  Registrar 


To  THE  Board  of  Managers  of  the  Presbyterian  Hospital. 

Gentlemen: — The  report  of  the  Out-Patient  Department  for 
the  year  ending  September  30,  1914,  is  herewith  submitted.  There 
have  been  17,489  new  patients  admitted  to  the  benefits  of  the  Out- 
Patient  Deparment.  Adding  the  500  remaining  from  last  year  to 
these,  it  shows  that  17,989  people  received  treatment  during  the  year. 
They  made  83,504  visits;  71,795  payments  were  made;  11,709  were 
treated  free,  and  543  were  vaccinated. 

The  following  will  show  the  birthplaces  of  new  patients  treated: 


Africa  . . . 
Armenia  . 
Asia    . . . . 
Australia 
Austria  . , 
Bavaria    . 
Belgium    . 
Botiemia 
Bulgaria 
Canada  . . 
China    . . . 

Cuba   

Denmark 
Egypt    ... 
England   . 


2  Finland    51 

18  France    69 

2  Germany    823 

4  Greece    101 

758  Holland    16 

2  Hungary     555 

7  India    7 

345   Ireland    2,139 

5  Italy    646 

52  Japan    2 

11  Mexico    1 

20  Newfoundland    ...  5 

35  New  York  City...  7,664 

4  Norway    39 

349  Persia    5 


Poland    78 

Porto  Rico 24 

Roumania    100 

Russia     857 

Scotland 137 

South    America...  10 

Spain    15 

Sweden 382 

Switzerland    37 

Syria    7 

Turkey    52 

United  States 2,013 

Wales   7 

West   Indies 233 


Their  occupations  were  as  follows : 


Actors  

Artists    

Bakers    

Barbers    

Barkeepers  . . . 
Blacksmiths  . . 
Bookbinders  . . 
Boxmakers    . . . 

Brewers    

Bricklayers   . . . 

Butchers    

Buttonmakers  , 
Cabinetmakers 


13 
12 
66 
53 
66 
36 
21 
12 
11 
59 
97 
4 
24 


Carpenters    161 

Carriagemakers   . .        3 

Chauffeurs    128 

Cigarmakers    13?. 

Clergymen   ^ 

Clerks    1,162 

Coal  dealers  5 


Conductors    81 

Dairymen 4 

Domestics    1,993 

Dressmakers  155 

Drivers    418 

Dyers    2 

Electricians     103 

Elevator  men   124 

Embroiderers    14 

Engineers    63 

Factory  hands   . . .  592 

Farmers  4 

Firemen    94 

Fishmen 8 

Housewives   2,950 

Infants,    etc 2,370 

Ironworkers    89 

Janitors    73 

Laborers    878 

Lithographers    ...  2 
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Machinists  . 
Mechanics  . 
Milliners  . . 
Motormen  . 
Musicians  . 
Newsdealers 

Nurses    

Office  boys  . 


,.  146 

,.  43 

,.  35 

.  76 

.  22 

11 

,.  47 

56 

Painters   194 

Peddlers    31 

Photographers    ...  7 

Pianomakers 18 

Plasterers    31 

Plumbers    180 

Porters    153 

Printers    59 

Railroad  men  ....  88 

Sailors    9 

Salesmen    and 

saleswomen   189 
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School   children . . ,  2,452  Teachers    

Shoemakers    41  Telegraph  opera- 
Stablemen    30       tors    

Stoneworkers    ....       46  Telephone  opera- 
Students    100       tors    , 

Tailors    159   Tinsmiths 


22  Undertakers    7 

Unemployed    940 

6  Upholsterers  15 

Watchmen 58 

36  Wheelwrights  2 

50  Woodworkers   ....  25 


The  pharmacist  compounded  59,343  prescriptions;  47,573  dress- 
ings were  applied  by  surgeons.  The  table  of  occupations  will  give  a 
very  good  idea  as  to  the  class  of  people  seeking  charitable  relief.  The 
receipts  for  the  year  amounted  to  $11,603.27.  The  daily  average 
number  of  patients  was  239. 

Thanks  are  due  to  all  of  those,  professional  or  otherwise,  who 
rendered  service  in  the  Out-Patient  Department,  for  the  successful 
work  of  the  year. 

EespectfuUy  submitted, 

CHAELES  H.  YOUNG,  M.  D., 

Eegistrar. 


OUT-PATIENT  DEPARTMENT 

Eeport  of  the  Phtsician-iit-Chiep  and  Surgegn-in-Chiep 

To  THE  Board  of  Managers  of  the  Presbyterian  Hospital. 

Gentlemen: — The.  appended  table  shows  the  number  of  new 
patients  admitted  to  the  Out-Patient  Department  during  the  year 
ending  September  30,  1914: 


October,  1913.. 

November 

December 

January,  1914. . 

February  

March 

April 

May 

June 

July 

August 

September 
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74 

33 

608 

29 

160 

34 

42 

88 

337 

59 

28 

517 

37 

141 

36 

58 

95 

335 

40 

28 

546 

36 

128 

23 

31 

94 

316 

70 

32 

570 

30 

124 

35 

46 

91 

385 

46 

25 

492 

22 

120 

25 

29 

82 

309 

63 

25 

495 

30 

136 

40 

56 

104 

453 

53 

17 

517 

42 

225 

33 

63 

110 

462 

73 

33 

583 

49 

345 

50 

57 

109 

446 

83 

25 

569 

12 

239 

25 

71 

97 

481 

61 

33 

671 

18 

152 

29 

77 

94 

421 

91 

19 

660 

16 

202 

33 

80 

75 

440 

74 

29 

624 

23 

259 

26 

59 

65 

401 

7  87 

327 

6,852 

344 

2,231 

389 

669 

1,104 

4,786 

1,405 
1,306 
1,242 
1,383 
1,150 
1,402 
1,622 
1,745 
1,602 
1,556 
1,616 
1,560 


Operations  in  Surgical  Division. 
Patients  sent  to  the  Hospital. . 


870 
741 
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The  work  of  the  Out-Patient  Department  varies  from  year  to 
year  in  the  developmental  changes  made.  The  character  of  the  work 
is  very  much  the  same  with  the  exception  that  in  the  work  in  certain 
of  the  special  departments  patients  have  been  referred  to  special  hos- 
pitals in  the  neighborhood  where  the  facilities  for  carrying  it  on  are 
far  greater  than  in  the  Out-Patient  Department  of  a  general  hospital. 
On  the  other  hand,  an  Oral  Surgery  clinic  has  been  established,  a  form 
ef  specialty  the  need  of  which  has  been  practically  demonstrated. 

But  the  main  addition  to  the  efficiency  of  the  Out-Patient  Depart- 
ment has  been  the  installation  by  the  hospital  authorities  of  a  system 
for  keeping  a  classified  diagnosis  file.  It  is  a  fact  that  in  most  Out- 
Patient  Departments  hundreds  of  thousands  of  history  records  are 
made  that  can  never  be  of  further  use  as  medical  records  because  they 
are  not  classified  according  to  disease.  It  is  a  waste  of  paper  and 
energy.  Efforts  have  been  made  during  the  past  two  years  to  keep 
individual  diagnosis  files  by  the  different  doctors,  but  the  results  were 
too  sporadic.  A  central  diagnosis  file  for  the  whole  Out-Patient 
Department  has  now  been  decided  on  with  an  extra  clerk  in  charge 
and  to  be  uniform  with  the  filing  system  within  the  hospital.  This 
costs  money,  but  it  will  make  the  records  of  medical  value.  The  neces- 
sary readjustments  in  the  Dispensary  floor  space  for  enlarging  the 
scope  and  completing  the  records  of  the  history  system  have  been 
made. 

HUGH  AUCHINCLOSS,  M.  D., 

Surgeon-in-Chief. 


ALBERT  E.  LAMB,  M.  D., 

Physician-in-Chief. 


BOAED  OF  MAN'AGERS 


William  A,   Booth 

James   Brown    

Marshall  S.  Bidwell 

Aaron    B.    Belknap 

William  E.  Dodge 

James  Donaldson  

John   C.   Green 

Winthrop  S.  Oilman 

Robert   M.   Hartley 

Richard  Irvin    

Edward  S.  Jaffray 

Thomas   Jeremiah    

Morris  K.  Jesup 

John  Taylor  Johnston 

James   Lenox    

David  Olyphant   

William  Paton    

Thomas  C.  M.  Paton 

Joseph  Stuart   

Robert  L.   Stuart 

Thomas  U.  Smith 

Jonathan    Sturges    

Otis  D.    Swan 

Charles  N.  Talbot 

WUlard  Parker,   M.D 

John  R.   Ford 

Henry  M.  Taber 

Alexander  Van  Rensselaer. 

William  M.  Vermilye 

Washington  R.  Vermilye. . . 

A.    R.    Wetmore 

A.  Robertson  Walsh 

George  de  F.  Lord 

Henry  Parish    

David  S.  Egleston 

Edmund  D.   Stanton 

George  W.  Lane 

John  C.   Tucker 

Charles   Lanier 

John   E.   Parsons 

Latimer  Bailey  

William  Adams,  D.D 

John  T.  Agnew 

Joseph  K.  Skidmore , 

Walter  Edwards,  Jr 

William  K.  Hinmau 

Richard  W.  Hurlbut 

John  S.  Kennedy 


1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1869 

1869 

1873 

1873 

1873 

1873 

1873 

1873 

1874 

1874 

1875 

1875 

1875 

1875 

1875 

1876 


1869 

1877 

1872 

1880 

1883 

1872 

1875 

1873 

1881 

1888 

1878 

1872 

1875 

1893 

1880 

1873 

1875 

1878 

1874 

1882 

1874 

1874 

1876 

1874 

1875 

1880 

1884 

1876 

1878 

1876 

1881 

1884 

1872 

1872 

1876 

1873 

1883 

1875 

1875 

1875 

1881 

1880 

1899 

1876 

1895 

1908 

1887 

1909 


Served  the  Institution 


1  year 

9  years 
4  years 

12  years 
15  years 

4  years 
7  years 

5  years 

13  years 
20  years 
10  years 

4  years 
7  years 

25  years 
12  years 

5  years 

7  years 
10  years 

6  years 

14  years 
6  years 
6  years 

8  years 

6  years 

7  years 

12  years 
16  years 

8  years 

10  years 
8  years 

13  years 
16  years 

3  years 

3  years 

3  years 

lyear 

10  years 

2  years 

2  years 

2  years 

7  years 

6  years 

24  years 

lyear 

20  years 

33  years 

12  years 

33  years 


Resigned. 
Died  in  office. 
Died  in  office. 
Died  in  office. 
Died  in  office. 
Died  in  office. 
Died  in  office. 
Resigned. 
Died  in  office. 
Died  in  office. 
Resigned. 
Died  in  office. 
Resigned. 
Died  in  office. 
Died  in  office. 
Resigned. 
Resigned. 
Resigned. 
Died  in  office. 
Died  in  office. 
Died  in  office. 
Died  in  office. 

Resigned. 

Died  in  office. 

Resigned. 

Died  in  office. 

Resigned. 

Resigned. 

Died  in  office. 

Died  in  office. 

Died  in  office. 

Died  in  office. 

Resigned. 

Resigned. 

Resigned. 

Died  in  office. 

Died  in  office. 

Resigned. 

Resigned. 

Resigned. 

Resigned. 

Died  in  office. 

Died  in  office. 

Resigned. 

Died  in  office. 

Died  in  office. 

Died  in  office. 

Died  in  office. 
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BOARD  OF   MANAGERS— Continued, 


Robert   Schell    

Thomas  Donaldson    

George  W.  Talbot 

Randolph   W.   Townsend 

Alexander   Maitland    

J.  Cleveland  Cady 

J.  Cleveland  Cady,  re-elected. 

John   A.    Hardeubergh 

Charles  A.  Bulkley 

Frederick   Sturges    

Elbert  B.  Monroe 

Robert   Lenox    Belknap 

Henry  G.  de  Forest 

Edwin  D.  Morgan 

Charles   Fanning    

William  M.  Taylor,  D.D 

John  S.  Bussing 

Heber  R.   Bishop 

Elbert  A.  Brinckerhoff 

Algernon   S.    Sullivan 

Frederick  Marquand   

Henry   M.   Flagler 

Frederick  Billings   

John  T.  Terry 

John  Sloane  

George  E.  Dodge 

William   H.  Jackson 

John  Crosby   Brown 

Charles  S.  Smith 

Henry   S.  Wilson 

William  B.  Isham 

Frederic  Baker  

Henry  G.  Marquand 

William   Moir    

Donald  MacKay   

Robert  W.  de  Forest 

Francis   B.   Griffin 

Samuel  Inslee   

William   F.   Havemeyer 

Hugh  D.  Auchincloss 

John  Herbert  Johnson 

C.  Whitney  Carpenter 

Ethan  Allen  

William  L.  McLane 

William  V,  S.  Thorne 

John   S.   Billings,   M.D 

Charles  W.  McAlpin 

John  P.  Duncan 

William  Barbour   

Arthur  P.   Sturges 

John   J.    Sinclair 

James  R.  Jesup 

William  Sloane 


1876 

1872 

1876 

1876 

1876 

1876 

1896 

1876 

1877 

1877 

1878 

1878 

1878 

1878 

1878 

1881 

1881 

1881 

1881 

1881 

1881 

1882 

1883 

1883 

1883 

1883 

1883 

1883 

1884 

1886 

1886 

1887 

1887 

1888 

1888 

1890 

1890 

1891 

1892 

1892 

1893 

1895 

1896 

1896 

1896 

1896 

1896 

1899 

1899 

1899 

1900 

1900 

1901 


To 


1900 
1874 

1881 
1902 
1907 

1887 

1898 
1886 

1894 
1896 
1889 
1883 
1880 
1895 
1890 
1897 
1913 
1887 
1882 
1891 
1890 
1913 
1906 
1900 
1908 
1909 
1908 
1908 
1908 
1913 
1902 
1896 
1911 

1910 
1895 
1913 
1913 
1895 
1895 

1903 

1913 

1901 
1909 


Served  the  Institution 


24  years 
2  years 
5  years 

26  years 

31  years 
11  years 

22  years 
9  years 

16  years 
18  years 
11  years 

5  years 
2  years 

14  years 
9  years 

16  years 

32  years 

6  years 

1  year 
9  years 

7  years 
30  years 

23  years 

17  years 

25  years 

26  years 

24  years 
22  years 

22  years 
26  years 

15  years 

8  years 

23  years 

20  years 
4  years 

21  years 
21  years 

2  years 


7  years 

17  years 

2  years 
10  years 


1901       lyear 


Died  in  office. 
Died  in  office. 
Resigned. 
Died  in  office. 
Died  in  office. 
Resigned. 
Continues  in  office. 
Died  in  office. 
Died  in  office. 
Continues  in  office. 
Died  in  office. 
Died  in  office. 
Died  in  office. 
Died  in  office. 
Resigned. 
Died  in  office. 
Resigned. 
Resigned. 
Died  in  office. 
Died  in  office. 
Died  in  office. 
Resigned. 
Died  in  office. 
Died  in  office. 
Died  in  office. 
Resigned. 
Died  in  office. 
Died  in  office. 

Died  in  office. 
Resigned. 
Died  in  office. 
Died  in  office. 
Died  in  office. 
Died  in  office. 
Continues  in  office. 

Died  in  office. 
Died  in  office. 
Died  in  office. 
Resigned. 
Resigned. 
Continues  in  office. 
Died  in  office. 
Continues  In  office. 
Died  in  office. 
Continues  in  office. 
Died  in  office. 

Continues  In  office. 
Continues  in  office. 
Resigned. 
Continues  in  office. 
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BOARD   OF   MANAGERS.— Continued. 


Henry  W.  de  Forest. . 
Matthew  C.  Fleming. . 

Eugene  Delano   

Simeon  B.  Chapin 

William  R.  Willcox... 
Henry  S.  Van  Duzer . . 
William  M.  Kingsley . . , 

Moreau  Delano   

William  Sloane  Coffin 
William  Allen  Butler. 

David   M.    Look 

E.  Parmelee  Prentice. 

Robert   E.   Tod 

Edward  S.  Harkness . . 

James  R.  Sheffield 

George   Gibbs    

Stephen  G.  Williams . . 
Cornelius  A.  Agnew. . 

Phillip   A.   Rollins 

Thatcher   M.   Brown . . 

Robert  W.   Carle 

Johnston  de  Forest. . . 
William  Williams  . . . 
C.  Irving  Fisher,  M.D. 


Served  the  Institution 


Continues 
Continues 
Continues 
Continues 
Continues 
Continues 
Continues 
Continues 
Continues 
Continues 
Continues 
Continues 
Resigned. 
Continues 
Continues 
Continues 
Continues 
Continues 
Continues 
Continues 
Continues 
Continues 
Continues 
Continues 


in  office, 
in  office, 
in  office, 
in  office, 
in  office, 
in  office, 
in  office, 
in  office, 
in  office, 
in  office, 
in  office, 
in  office. 

in  office, 
in  office, 
in  office, 
in  office, 
in  office, 
in  office, 
in  office, 
in  office, 
in  office, 
in  office, 
in  office. 
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EX-OFFICIO  MEMBERS  OF  THE  BOARD  OF  MANAGERS 
CONSTITUTING  THE  CLERICAL  BOARD 


From 

To 

Served  the  Institution 

Ministers    of    the    First    Presbyterian 

Cliurcli : 

Rev.  William  M.  Paxton,  D.D 

1868 

1883 

15  years. 

Rev.  Richard  D.  Harlan 

1886 
1891 

1891 

5  years. 
Continues  in  office. 

Rev.  Howard  Duffleld,   D.D 

Ministers  of  the  Madison  Square  Pres- 

byterian Church : 

Rev.  William  Adams,   D.D 

1868 

1875 

7  years. 

Rev.  William  J.  Tucker,  D.D 

1875 

1880 

5  years. 

Rev.  Charles  H.  Parkhurst,  D.D. . . 

1880 

.... 

Continues  in  office. 

Senior     Ministers     of     the     Collegiate 

Church     of     the     Reformed     Dutch 

Church : 

Rev.  Thomas   Dewitt,   D.D 

1868 

1874 

Died  in  office. 

Rev.  Thomas   E.   Vermilye,  D.D... 

1875 

1893 

Died  in  office. 

Rev.  Talbot  W.  Chambers,  D.D . . . 

1893 

1896 

Died  in  office. 

Rev.  Edward  B.  Coe,  D.D 

1896 

1914 

Died  in  office. 

Rev.  David  J.  Burrell,  D.D 

1914 

•   •   •   • 

Continues  in  office. 

Ministers  of  the  First  Reformed  Pres- 

byterian Church : 

Rev.  John  N.  McLeod,  D.D 

1868 

1874 

Died  in  office. 

Rev.  William    Wylie 

1875 

1886 

11  years. 

Rev.  I.  M.  Stephens 

1888 

1890 

2  years. 

Rev.  James  D.  Steele,  Ph.D 

1891 

1906 

15  years. 

Ministers   of   the    Scotch   Presbyterian 

Church,   successor   of   the   First   Re- 

formed Presbyterian  Church : 

Rev.  David  G.  Wylie,  D.D 

1907 

1914 

7  years. 
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OFFICEKS 


From 

To 

Served  the  Institution 

PBESIDENTS. 

James  Lenox    

1868 
1880 

1880 
1882 

12  years 
2  years 

Died  in  office. 

Robert  L.  Stuart 

Died  in  office. 

Edwin  D.  Morgan 

1882 

1883 

2  months 

Died  in  office. 

George  W.   Lane 

1883 

1884 

2  years 

Died  in  office. 

John  S.  Kennedy 

1884 

1909 

25  years 

Died  in  office. 

Frederick  Sturges   

VICE-PBESIDENTS. 

1910 

Continues  in  office. 

John    C.    Green 

1868 
1876 

1875 
1880 

7  years 
4  years 

Died  in  office. 

Robert  L.  Stuart 

Elected  to  Presidency 

Edwin  D.  Morgan 

1880 

1882 

2  years 

Elected  to  Presidency 

George  W.   Lane 

1882 

1883 

2  months 

Elected  to  Presidency 

John  S.  Kennedy 

1883 

1884 

lyear 

Elected  to  Presidency 

Heber  R.  Bishop 

1884 

1896 

12  years 

Resigned. 

Frederick  Sturges   

1896 

1910 

14  years 

Elected  to  Presidency 

Rol>ert  W    deForest 

1910 

Continues  in  office. 

TBEASUBEBS. 

Aaron   B.    Belknap 

1868 

1880 

12  years 

Died  in  office. 

Robert   Lenox   Belknap. . 

1880 

1892 

12  years 

Resigned. 

Elbert  A.   Brinckerhofe. . 

1892 

1898 

6  years 

Resigned. 

William  V.  S.  Thorne 

1898 

Continues  in  office. 

cobbes'q  seceetaeies. 

Robert  M.  Hartley 

1868 

1876 

8  years 

Died  in  office. 

Otis  D.  Swan 

1876 

1877 

1  year 
7  years 

Resigned. 

Walter  Edwards,  Jr 

1877 

1884 

Resigned. 

Algernon   S.   Sullivan 

1884 

1888 

4  years 

Died  in  office. 

Elbert  B.  Monroe 

1888 

1890 

2  years 

Died  in  office. 

George    E.    Dodge 

1890 

1898 

8  years 

Resigned. 

William  V.  S.  Thorne 

1898 

1899 

lyear 

Resigned. 

Alexander  Maitland  .... 

1899 

1907 

8  years 

Died  in  office. 

William  V.   S.  Thorne... 

1908 

1911 

3  years 

Resigned. 

William  M.  Kingsley 

1911 

1914 

3  years 

Resigned. 

Matthew  C.  Fleming. . . . 

1914 

Continues  in  office. 

eecobd'q  seceetaeies. 

Henry  M.  Taber 

1868 

1884 

16  years 

Resigned. 

Walter  Edwards,  Jr 

1884 

1895 

11  years 

Died  in  office. 

Alexander   Maitland 

1896 

1899 

3  years 

Resigned. 

Charles  W.  McAlpin 

1899 

1901 

2  years 

Resigned, 

Matthew  C.  Fleming 

1903 

.... 

Continues  in  office. 

BESIDENT    DIEECTBESS. 

Miss  Jane  S.  Woolsey... 

1872 

1876 

4  years 

Resigned. 

StrPEBINTENDENTS. 

Charles    F.    Carpenter... 

1876 

1879 

3  years 

Resigned. 

Rev.  Thomas  G.  Wall 

1879 

1892 

13  years 

Resigned. 

C.  Irving  Fisher,  M.D... 

1892 

1914 

22  years 

Resigned. 

Charles  H.  Young,  M.D.. 

1914 

.... 

Continues  in  office. 

CHAPLAINS. 

Rev.  Thos.  G.  Wall,  D.D. 

1879 

1902 

23  years 

Died  in  office. 

Rev.  Juett  N.  McDonald. 

1905 

1909 

4  years 

Resigned. 

ACTING    CHAPLAINS. 

Albert  P.  Fitch 

1902 

.... 

6  months 

Resigned. 

Rev.  J.  D.  Steele,  Ph.D.. 

1902 

1903 

17  months 

Resigned. 
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OFFICERS— Continued. 


ACTING  chapl'ns — Cont'd, 

Alfred  J.  Sadler 

Rev.  John  L.  GilUn 

John   C.   Boyers 

J.  B.  Tarney 

Egbert  W.  Hayes 

Guy  C.  Converse 

DIRECTOR   SCHOOL   OF 
NURSING. 

Anna  C.  Maxwell,  R.  N. . 


From 

To 

1903 

1904 

1904 

1905 

1900 

1910 

1910 

1912 

1912 

1913 

1913 



1892 

•  •  ■  • 

Served  the  Institution 


6  months 
10  months 
12  months 
29  months 

lyear 


Resigned. 
Resigned. 
Resigned. 
Re-signed. 
Resigned. 
Continues  in  office. 


Continues  in  office. 
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CONSULTING  PHYSICIANS  AND  SUEGEONS 


From 

To 

Served  the  Institution 

C.P.  Alonzo  Clark,  M.D 

1871 

1875 

4  years 

C.P.  Oliver  White,  M.D 

1871 

1880 

9  years 

Died  in  office. 

C.S.  George  A.  Peters,  M.D 

1871 

1875 

4  years 

C.S.  Joliii  J.   Crane,  M.D 

1871 

1876 

5  years 

C.P.  Jared  Linsley,  M.D 

1876 

1885 

9  years 

Died  in  office. 

C.S.William  Detmold,  M.D 

1876 

1885 

9  years 

Died  in  office. 

C.S.  Gurdon  Buck,  M.D 

1876 

1877 

5  months 

Died  in  office. 

C.S.  William  H.  van  Buren,  M.D. 

1876 

1883 

7  years 

C.P.  Samuel  F.  Hubbard,  M.D.. 

1880 

1885 

5  years 

Died  in  office. 

C.P.  James  L.  Banks,  M.D 

1880 

1883 

3  years 

C.P.  Gouverneur  M.  Smith,  M.D. 

1882 

1884 

2  years 

C.S.  Alfred  C.  Post,  M.D 

1883 

1885 

2  years 

C.S.John  H.  Hinton,  M.D 

1884 

1885 

lyear 

C.S.Frederick   Lange,    M.D 

1885 

1889 

-  6  years 

C.S.  Frederick   Lange,   M.D 

1892 

1894 

C.S.Charles  McBurney,  M.D... 

1885 

1913 

28  years 

Died  in  office. 

C.P.  William  H.  Draper,  M.D . . 

1885 

1901 

16  years 

Died  in  office. 

C.P.  E.  G.  Janeway,  M.D 

1885 

1910 

25  years 

Died  in  office. 

C.S.Charles  K.  Briddon,  M.D.. 

1900 

.... 

Continues  in  office. 

C.P.Andrew  H.  Smith,  M.D... 

1903 

1908 

5  years 

Resigned. 

C.S.F.  Tilden  Brown,  M.D.... 

1908 

1910 

2  years 

Died  in  office. 

C.P.  Walter  B.  James,  M.D 

1914 



Continues  in  office. 

PATHOLOGISTS 


From 

To 

1871 

1873 

1873 

1888 

1874 

1875 

1889 

1907 

1907 

1910 

1910 

.... 

Served  the  Institution 


Charles  S.  Bull,  M.D 

T.  E.  Satterthwaite,  M.D 
John  W.  Beckman,  M.D. 
John  S.  Thacher,  M.D . . . 

Eugene  L.  Opie,  M.D 

Wm.  G,  MacCallum,  M.D 


2  years 
15  years 

lyear 
18  years 

3  years 


Continues  in  office. 


VISITING  PHYSICIANS  TO  ROENTGEN  RAY 
DEPARTMENT 


Prom 

To 

Served  the  Institution 

Alfred  T    Osgood 

1907 
1910 

1909 
.... 

3  years 

Resigned. 

Eugene  W.  Caldwell,  M.D 

Continues  in  office. 
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VISITING  PHYSICIANS  AND  SURGEONS 


From 

To 

Served  the  Institution 

V.P.  A.    Braytou    Ball,    M.D 

1871 

1875 

4  years 

V.P.Edward    C.    Segiiin,    M.D 

1871 

1873 

2  years 

V.P.  George  G.   Wbeelock,   M.D . . . 

1871 

1875 

4  years 

V.P.Walter  De  F.  Day,  M.D 

1871 

1875 

4  years 

V.P.  Gerardus  H.   Wynkoop.   M.D. 

1871 

1875 

4  years 

V.P.Alexander   Hadden,   M.D 

1871 

1885 

14  years 

V.S.Alfred  C.  Post,  M.D 

1871 

1883 

12  years 
5  years 
3  years 

V.S.  Gurdon   Buck,   M.D 

1871 

1876 

V.S.  Thomas  T.  Sabine,  M.D 

1871 

1874 

V.S.Daniel  M.  Stimson,  M.D 

1871 

1876 

5  years 

V.S.  L.  De  Forest  Woodruff,  M.D. 

1871 

1876 

5  years 

V.S.  Samuel  B.  Ward,  M.D 

1871 

1876 

5  years 

V.S.Charles  M.  Allin,  M.D 

1874 

1876 

2  years 

V.P.  James  L.  Banks,  M.D 

1875 

1880 

5  years 

V.P.  Samuel  T.  Hubbard,  M.D 

187.5 

1881 

6  years 

V.P.  Gouverneur  M.  Smith,  M.D. . . 

1875 

1882 

7  years 

V.P.Frederick  A.  Burrall,  M.D... 

1875 

1885 

10  years 

V.P.  James  V.  S.  Wooley,  M.D 

1875 

1881 

6  years 

V.S.Lewis  A.   Stimson,  M.D 

1876 

1889 

13  years 

Resigned. 

V.S.John   H.    Hintou.    M.D 

187fi 

1884 

8  years 

V.S.Charles  K.  Briddon,  M.D 

187fi 

1900 

24  years 

Resigned. 

V.S  William  T.  White,  M.D 

1876 

1880 

4  years 

V.S.George  F.  Shrady,  M.D 

1877 

1885 

8  years 

V.P.  Fred  A.  Castle,  M.D 

1880 

1885 

5  years 
5  years 

V.S.  Leroy  M.  Yale.  M.D 

1880 

1885 

V.P.  Andrew  H.  Smith,  M.D 

1880 

1903 

23  years 

Resigned. 

V.P.  Thomas  A.  McBride,  M.D 

1880 

1886 

6  years 

Died  in  office. 

V.P.  William   H.   Flint,   M.D 

1885 

1896 

11  years 

Resigned. 

V.S.William  S.  Halsted,  M.D 

1885 

1887 

2  years 

V.P.  W.  Gilman  Thompson,   M.D . . 

1886 

1911 

25  years 

Resigned. 

V.S.Andrew  J.  McCosh.  M.D 

1887 

1908 

21  years 

Died  in  office. 

V.P.  F.  P.  Kinnicutt,  M.D 

1892 

1913 

21  years 

Died  in  office. 

V.P.William  P.  Northrup.  M.D... 

1892 

.... 

Continues  in  office. 

V.P.  Walter  B.  James,  M.D 

1892 

1914 

22  years 

Elec.  Cons. 

V.S.Ellsworth  Eliot,     Jr..  M.D 

1900 

.... 

Continue.s  in  office. 

V.P.John  S.  Thaeher,  M.D 

190.3 

1914 

11  years 

Resigned. 

V.S.Joseph  A.   Blake,  M.D 

1909 

1913 

4  years 

Resigned. 

V.P.Theodore  C.  Janeway,  M.D... 

1911 

1914 

3  years 

Resigned. 

V.P.  Warfield  T.  Longcope.  M.D. . . 

1914 

.... 

Continues  In  office 

V.P.  George  A.  Tuttle,  M.D 

1914 

Continues  in  office 

V.P.  David  Bovalrd,  M.D 

1914 

, , 

Continues  in  office 

V.P.  T.  Stuart  Hart,  M.D 

1914 
1914 

Continues  In  office 

V.S.Adrian  V.  S.  Lambert,  M.D... 

Continues  In  office 

V.P.  Homer   F.   Swift.   M.D 

1914 

Continues  In  office 

V.S.  George  E.  Brewer,  M.D 

1914 

Continues  in  office 
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From 

To 

Served  the  Institution 

A.V.P.  George  A.  Tuttle,  M.D 

1900 

1914  j  14  years 

Elec.  Vist.  Pbys. 

A.V.P.  Jolm  S.  Thacher,  M.D 

1900 

1903 

3  years 

Blee.  Vist.  Phys. 

A.V.S,  F.  Tilden  Brown,  M.D 

1900 

1908 

8  years 

Elec.  Cons. 

A. V.S.George  Woolsey,  M.D 

1900 

1914 

14  years 

Resigned. 

A.V.P.  David  Bovaird,  M.D 

1903 

1914 

11  years 

Elec.  Vist.  Phys. 

A.V.S.  Forbes  Hawkes,  M.D 

1908 

.... 

Continues  in  ofHce. 

A.V.P.  Warfield  T.  Longcope,  M.D . 

1911 

1914 

3  years 

Elect.  Vist.  Phys. 

A.V.P.  T.    Stuart  Hart,   M.D 

1911 

1914 

3  years 

Elect.  Vist.  Phys. 

A. V.S.Adrian  V.  S.  Lambert,  M.D. 

1912 

1914 

2  years 

Elect.  Vist.  Surg'n. 

A.V.P.  Herbert  S.  Carter,  M.D.... 

1914 

Continues  in  office. 

A.V.P.  Howard  H.  Mason,  M.D 

1914 

.... 

Continues  in  office. 

A.V.S.  William  Darrach,  M.D 

1914 

Continues  in  office. 

A.V.S.  Clarence  A.MeWilliams,M.D. 

1914 



Continues  In  office. 
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Nelson  B.  Sizer,  M.D 

D.   H.  Moment,  M.D 

M.    E.    Tully,   M.D 

Edward  T.  Ely,  M.D 

Jolin  B.  Crowell,  M.D 

Charles  B.  Roof,  M.D 

D.  B.  Delavan,  M.D 

William  E.  Forrest,  M.D... 
Jacob  A.  van  Houteu,  M.D. 
W.  H.  Hayues,  Jr..  M.D... 
August  F.  Buchler,  M.D... 

P.  F.  Chambers,  M.D 

A.   M.   Jacobus,   M.D 

John  J.  McNulty,  M.D 

Thomas  W.  Busche,  M.D... 

William  H.  Porter,  M.D 

L.  Alberto  Lacayo,  M.D 

W.  H.  Gerrish,  M.D 

Edwin  B.  Ramsdell,  M.D... 

Herbert  W.  Little,  M.D 

Herbert  W.  Little,  M.D 

Howard  G.  Wetmore,  M.D . . 
Howard  G.  Wetmore,  M.D. . 

John  A.  Wells,   M.D 

John  A.  Wells,  M.D 

Joseph  W.  Stickler,  M.D... 
William  K.  Simpson,  M.D.. 

John  T.  Duffield,  M.D 

John  T.  Duffield,  M.D 

William  K.  Simpson,  M.D.. 
William   K.    Simpson,    M.D.. 

H.  A.  Mandeville,  M.D 

H.  A.  Mandeville,  M.D 

H.  B.  McCarroll,  M.D 

H.  B.  McCarroll,  M.D 

A.  Freeman,  Jr.,  M.D 

A.  Freeman,  Jr.,  M.D 

Charles  G.  Wagner,  M.D . . . 
Charles  G.  Wagner,  M.D... 

E.  S.  Garner,  M.D 

E.  S.  Garner,  M.D 

Henry  Rolando,  M.D. ....... 

Henry  Rolando,  M.D 

William  H.  Sherman,  M.D. 
William  H.  Sherman,  M.D. 

Frank  W.  Shaw,  M.D 

Frank  W.  Shaw,  M.D 

Alfred  E.   Hooker,  M.D 

Alfred  E.  Hooker,  M.D 

William  A.  Moore,  M.D 

William  A.  Moore,  M.D 

Henry  B.  Douglass,  M.D... 
Henry  B.  Douglass,  M.D... 
Grant  C.  Madill,  M.D 


May, 

1872 

Oct., 

1872 

Mar., 

1873 

Mar., 

1874 

April, 

1874 

Mar., 

1875 

April, 

1870 

Sept., 

187G 

Mar., 

1876 

Mar., 

1877 

Mar., 

1877 

Sept., 

1877 

Sept., 

1877 

Mar., 

1878 

Mar., 

1878 

Sept., 

1878 

Sept., 

1878 

Mar., 

1879 

April, 

1879 

May, 

1879 

Oct., 

1879 

Oct.. 

1879 

April, 

1880 

April, 

1880 

Oct., 

1880 

Oct., 

1880 

July, 

1881 

April, 

1881 

Dec, 

1881 

Dec. 

1881 

June, 

1882 

April, 

1882 

June, 

1882 

Oct., 

1882 

Dec., 

1882 

June, 

1883 

Dec., 

1883 

Dec, 

1883 

June, 

1884 

June, 

1884 

Dec, 

1884 

Dec, 

1884 

June, 

1885 

June, 

1885 

Dec, 

1885 

Dec, 

1885 

June, 

1886 

June, 

1886 

Dec, 

1886 

Dec, 

1886 

June, 

1887 

June, 

1887 

Dec, 

1887 

Dec, 

1887 

Oct., 

1872 

Physician  and  Surg'n. 

Mar., 

1873 

Physician  and  Surg'n 

Mar., 

1874 

Physician  and  Surg'n 

Mar., 

1875 

Physician. 

Mar., 

1875 

Surgeon. 

April, 

1876 

Physician  and  Surg'n 

Sept., 

1876 

Physician  and  Surg'n 

Mar., 

1877 

Physician. 

Mar., 

1877 

Surgeon. 

Sept., 

1877 

Physician. 

Sept., 

1877 

Surgeon. 

Mar., 

1878 

Physician. 

Mar., 

1878 

Surgeon. 

Sept., 

1878 

Physician. 

Sept., 

1878 

Surgeon. 

Mar., 

1879 

Physician. 

Mar., 

1879 

Surgeon. 

May, 

1879 

Surgeon. 

Oct., 

1879 

Physician. 

Oct., 

1879 

Surgeon. 

April, 

1880 

Physician. 

April, 

1880 

Surgeon. 

Oct., 

1880 

Physician. 

Oct.. 

1880 

Surgeon. 

April, 

1881 

Physician. 

July, 

1881 

Surgeon. 

Oct., 

1881 

Surgeon. 

Dec, 

1881 

Physician. 

April, 

1882 

Surgeon. 

June, 

1882 

Physician. 

Oct, 

1882 

Surgeon. 

June, 

1882 

Surgeon. 

Dec, 

1882 

Physician. 

Dec, 

1882 

Surgeon. 

June, 

1883 

Physician. 

Dec, 

1883 

Physician. 

June, 

1884 

Surgeon. 

June, 

1884 

Physician. 

Dec, 

1884 

Surgeon. 

Dec, 

1884 

Physician. 

June, 

1885 

Surgeon. 

June, 

1885 

Physician. 

Dec, 

1885 

Surgeon. 

Dec, 

1885 

Ph;sician. 

June, 

1886 

Surgeon. 

June, 

1886 

Physician. 

Dec, 

1886 

Surgeon, 

Dec, 

1886 

Physician. 

May, 

1887 

Surgeon. 

June, 

1887 

Physician. 

Dec, 

1887 

Surgeon. 

Dec, 

1887 

Physician. 

June, 

1888 

Surgeon. 

Dec, 

1888 

Physician. 
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OT 


Grant  C.  Madill,  M.D 

David  M.  Marvin,  M.D 

David  M.  Marvin,  M.D 

Frank  W.  Sharpe,  M.D 

Frank  W.  Sharpe,  M.D 

William  Hugh  Ross,  M.D 

William  Hugh  Ross,  M.D 

H.  Lawrence  Shively,  M.D . . . 
H.  Lawrence  Shively,  M.D . . . 
Edmund  Wallen  Bill,  M.D... 
Frank  Le  Moyne  Hupp,  M.D . . 

Edward  W.  Perkins,  M.D 

Edward  E.  Cornwall,  M.D.... 

H.  H.  Forbes,  M.D 

Whitmore    Steele,    M.D 

Pedro  F.  Francke,  M.D 

Renwiek  R.  Ross,  M.D 

Robert  S.  Adams,  M.D 

B.  Van  Dyke  Hedges,  M.D... 

Ernest  C.  Shultze,  M.D 

Porter  R.  McMaster,  M.D 

Edward  H.  Pershing,  M.D,... 

David  Bovaird,  Jr.,  M.D 

Forbes  Hawkes,  M.D 

J.  P.  Thornley,  M.D 

W.  Seaman  Bainbridge,  M.D. 

Bert  H.  Waters,  M.D 

John  A.  Hartwell,  M.D 

James  D.  Voorhees,  M.D .... 
Leonard  C.  Sanford,  M.D.... 

S.  W.  Thurber,  M.D 

John  A.  Hartwell,  M.D 

N.  R.  Norton,  M.D 

T.  Stuart  Hart,  M.D 

John  B.  Kouwenhoven,  M.D . . 
Clarence  A.  McWilliams,  M.D. 

Herbert  S.  Carter,  M.D 

Finley  R.  Cook,  M.D 

Henry  E.  Hale,  M.D 

Samuel   Cochran,   M.D 

Sherwood  B.  Ives,  M.D 

Francis  O.  Dorsey,  M.D 

John  Howland,  M.D 

Frederick  Rustin,  M.D 

Frederick  J.  Tooker,  M.D 

Burton  J.  Lee,  M.D 

John  W.  Coe,  M.D 

Henry  Perkins  Moseley,  M.D. 

Burton  J.  Lee,  M.D 

Montgomery  H.  Sicard,  M.D. 

Alfred  T.  Osgood,  M.D 

Edwin  L.   Bebee,  M.D 

James  A.  Miller,  M.D 

Reginald  H.  Jackson,  M.D... 


June, 

1888 

Dec, 

1888 

Surgeon. 

June, 

1888 

Dec, 

1888 

Physician. 

Dec, 

1888 

June, 

1889 

Surgeon. 

Dec, 

1888 

June, 

1889 

Physician. 

June, 

1889 

Dec, 

1889 

Surgeon. 

June, 

1880 

Dec, 

1889 

Physician. 

Dec, 

1889 

June, 

1890 

Surgeon. 

Dec, 

1889 

July, 

1890 

Physician. 

June, 

1890 

Dec, 

1890 

Surgeon. 

July, 

1800 

Jan., 

1891 

Physician. 

Jan., 

1891 

Jan., 

1892 

Surgeon. 

Jan., 

1891 

July, 

1891 

Physician. 

July, 

1891 

Jan., 

1892 

Physician. 

Jan., 

1892 

July, 

1892 

Surgeon. 

Jan., 

1892 

July, 

1892 

Physician. 

July, 

1892 

Jan., 

1893 

Surgeon. 

July, 

1892 

Jan., 

1893 

Physician. 

Jan., 

1893 

July, 

1893 

Surgeon. 

Jan., 

1893 

July, 

1893 

Physician. 

July, 

1893 

Jan., 

1894 

Surgeon. 

July, 

1893 

Jan., 

1894 

Physician, 

Jan., 

1894 

July, 

1894 

Surgeon. 

Jan., 

1894 

July, 

1894 

Physician. 

July, 

1894 

Jan., 

1895 

Surgeon. 

July, 

1894 

Jan., 

1895 

Physician. 

Jan., 

1895 

July, 

1895 

Surgeon. 

Jan., 

1895 

July, 

1895 

Physician. 

July, 

1895 

Jan., 

1890 

Surgeon. 

July, 

1895 

Jan., 

1896 

Physician. 

Jan., 

1896 

July, 

1896 

Surgeon. 

Jan., 

1896 

July, 

1896 

Physician. 

July, 

1896 

Jan., 

1897 

Surgeon. 

July, 

1896 

Jan., 

1897 

Physician. 

Jan., 

1897 

July, 

1897 

Surgeon. 

Jan., 

1897 

July, 

1897 

Physician. 

July, 

1897 

Jan., 

1898 

Surgeon. 

July, 

1897 

Jan., 

1898 

Physician. 

Jan., 

1898 

July, 

1898 

Surgeon. 

Jan., 

1898 

July, 

1898 

Physician. 

July, 

1898 

Jan., 

1899 

Surgeon. 

July, 

1898 

Jan., 

1899 

Physician. 

Jan., 

1899 

July, 

1899 

Surgeon. 

Jan., 

1899 

July, 

1899 

Physician. 

July, 

1899 

Jan., 

1900 

Surgeon. 

July, 

1899 

Jan., 

1900 

Physician. 

Jan., 

1900 

July, 

1900 

Surgeon. 

Jan., 

1900 

July, 

1900 

Physician. 

July, 

1900 

Jan., 

1901 

Surgeon  first  division- 

July, 

1900 

Jan., 

1901 

Surgeon  sec'd  division. 

July, 

1900 

Jan., 

1901 

Physician. 

Jan., 

1901 

July, 

1901 

Surgeon  first  division. 

Jan., 

1901 

July, 

1901 

Surgeon  sec'd  division. 

Jan., 

1901 

July, 

1901 

Physician. 

July, 

1901 

Jan., 

1902 

Surgeon  first  division. 
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Frederick  Coonley,  M.D.... 
Llnsly  R.  Williams,  M.D... 
Harry  G.  Dorinan,  M.D.... 
Clarence  Fahnestock,  M.D.. 

Lewis  F.  Frissell,  M.D 

Jos.  Storer  Wheelwright,  M.D 

Roland    Ilazen.    M.D 

Edward  L.  Trudeau.  Jr.,  M.D 

William  Darrach,  M.D 

W.  H.  Winchester,  M.D 

Charles  Ilendee  Smith,  M.D 
Wilfred  McUvaine  Po.st.  M.D 
Austen  Fox  Riggs,  M.D.. 
Philip  Van  Ingen,  M.D.. 
Harry  M.  Keator.  M.D... 

Charles  K.  Roys.  M.D 

Herman  von  W.  Schulte,  M.D 
Seward  Erdraan,  M.D. . . . 
Jo.eeph  G.  Yocum,  M.D... 
Chas.  E.  S.  Webster,  Jr.,  M.D 
Isaac  Wm.  Kingsbury,  M.D 
Stanley  B.  Thomas,  M.D... 

Royal  S.  Haynes,  M.D 

John  D.  Kernan.  Jr.,  M.D.. 
Selden  I.  Rainforth,   M.D.. 

Alfred  J.  Brown.  M.D 

Edward  Cook,  M.D 

George  FI.  Lathrop.  M.D 

Howard  H.  Mason,  M.D.... 
Charles  A.   Squires,  M.D... 

E.  St.  John  Ward.  M.D 

George  H.  Lathrop.  M.D... 

Robert  A.  Cooke.  M.D 

Alvin  W.  Baird.  M.D 

George  M.  Smith,  M.D 

Armistead  C.  Crump,  M.D. 
Frederick  J.  Barrett.  M.D.. 

Charles  H.   Cocke.   M.D 

James  W.  Jameson.  M.D... 

William  B.  Boyd.  M.D 

Robert  L.  Hutton.  M.D 

Edwin  D.  Watkins,  M.D... 
Athel   C.  Burnham,   M.D... 

Homer  F.   Swift.   M.D 

George  Draper.  M.D 

James  A.  Corscaden,  M.D.. 
Alexander  R.  Stevens.  M.D. 

Frank  P.  Goodwin,  M.D 

Eugene  F.  DnBois,  M.D 

Robert   E.    Gaby,   M.D 

Harry  R.  Decker,  M.  D 

Edward  M.  Welles.  Jr.,  M.D 

Fred  B.  Utley.  M.D 

George  N.  Pease,  M.D 

J.  Colin  Vaughan,  M.D.... 


July, 

July 

Jan 

Jan 

Jan 

July, 

July 

July 

Jan. 

Jan. 

.Tan. 

July 

Julv 

July 

.Tan. 

.Tan. 

Jan. 

July 

July 

July 

Jan. 

Jan. 

Jan. 

.Tulv 

July 

July 

Jan 

Jan 

Jan 

July 

Julv 

July 

July 

Jan. 

Jan. 

Jan. 

•Ian. 

Julv 

July 

July 

July 

Jan 

Jan 

Jan 

Jan 

July 

July 

July 

July 

Jan. 

Jan. 

.Ian. 

Jan. 

July 

July, 


1901 

inoi 

1902 
1902 
1902 
1902 
1902 
1902 
190.-^ 
190a 
190.3 
190:^ 
190?^. 
190:? 
1904 
1904 
1904 
1904 
1904 
1904 

igo.'i 
]90r, 

1905 
190.'5 
190ii 
1905 
1900 
190(^ 
1900 
1900 
1900 
190G 
1900 
1907 
1907 
1907 
1907 
1907 
1907 
1907 
1907 
1908 
1908 
1908 
1908 
1908 
1908 
1908 
1908 
1909 
1909 
1909 
1909 
1909 
1909 


Jan., 
Jan., 
July, 
July, 
Julv, 
Jan., 
Jan.. 
Jan., 
Julv, 
July, 
Jul.v, 
Jan., 
.Tan., 
Jan.. 
July, 
July, 
.Tuly, 
Jan., 
Jan., 
Jan., 
July, 
July, 
July, 
Jan., 
.Tan., 
.Tan., 
July, 
Julv, 
July, 
Jan., 
Jan., 
Jan.. 
.Tan., 
July, 
July, 
July, 
July, 
Jan., 
.Tan., 
Jan., 
Jan., 
Jul.v, 
July, 
July, 
July, 
Jan., 
Jan., 
Jan., 
Jan., 
July, 
July, 
July, 
July, 
Jan., 
Jan., 


1902 
1902 
1902 
1902 
1902 
1903 
190.3 
1903 
1903 
1903 
1903 
1904 
1904 
1904 
1904 
1904 
1904 
1905 
1905 
1905 
1905 
1905 
1905 
1900 
1900 
1900 
1900 
1900 
1900 
1907 
1907 
1907 
1907 
1907 
1907 
1907 
1907 
1908 
1908 
1908 
1908 
1908 
1908 
1908 
1908 
1909 
1909 
1909 
1909 
1909 
1909 
1909 
1909 
1910 
1910 


Surgeon  sec'd  division. 

Physician. 

Surgeon  first  division. 

Siirgeon  sec'd  division. 

Physician. 

Surgeon  first  division. 

Surgeon  sec'd  division. 

Physician. 

Surgeon  first  division. 

Surgeon  sec'd  division. 

Physician. 

Surgeon   first  division. 

Surgeon  sec'd  division. 

Physician. 

Surgeon   first  division. 

Surgeon  sec'd  division. 

Physician. 

Surgeon  first  division. 

Surgeon  sec'd  division. 

Physician. 

Surgeon  first  division. 

Sursreon  sec'd  division. 

Physician. 

Surgeon  first  division. 

Surgeon  sec'd  division. 

Physician. 

Surgeon  first  division. 

Surgeon  sec'd  division. 

Physician. 

Surgeon  first  division. 

Surgeon,   sec  d  divis'n. 

Physician  first  divis'n. 

Physician  sec'd  divis'n. 

Surgeon   first  division. 

Surgeon  sec'd  division. 

Physician  first  divis'n. 

Physician  sec'd  divis'n. 

Surgeon  first  division. 

Surgeon  sec'd  division. 

Physician  first  dlvls'a 

Physician  sec'd  divis'n. 

Surgeon   first  division. 

Surgeon  sec'd  division. 

Physician  first  divis'n. 

Physician  sec'd  divis'n. 

Surgeon   first  division. 

Surgeon  sec'd  division. 

Physician  first  divis'a 

Physician  sec'd  divis'n. 

Surgeon  first  division. 

Surgeon  sec'd  division. 

Physician  first  divls'a 

Physician  sec'd  divis'n. 

Surgeon  first  division. 

Surgeon   sec'd   divis'n. 
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Richard  H.  McBaine,  M.D . . . 

Albert  R.  Lamb,  M.D 

Harold  E.   Santee,  M.D 

C.  Roy  Davis,  M.D 

Clarence  T.  Roome,  M.D 

Antonio  J.  Waring,  M.D 

Edward  C.  Brenner,  M.D 

Gaylord  W.  Graves,  M.D 

Willard  B.  Soper,  M.D 

Kenneth  Bulkley,  M.D 

Thomas  W.  Harvey,  Jr.,  M.D. 

J.  Oliver  McDonald,  M.D 

F.  Wade  Baton,  M.D 

Kenneth  Bulkley,  M.D 

John  M.  Hanf ord,  M.D 

Edwin  F.  Sampson,  M.D 

Edward  R.  Evans,  M.D 

Malcolm  McBurney,  M.D 

Anthony  C.  Freeman,  M.D .  . . 

Berton   Lattin,    M.D 

Arthur  H.  Terry,  Jr.,  M.D 

James  N.  Worcester,  M.D 

Malcolm  K.   Smith,   M.D 

Thomas  A.  Devan,  M.D 

Benjamin  A.  Furman,  M.D . .  . 

James  L.  Cobb,  M.D 

Albert  V.  Franklin,  M.D 

Edwin  F,  Sampson,  M.D 

David  D.  Stowell,  M.D 

Edwin  F.  Sampson,  M.D 

Henry  T.  Chickering,  M.D . . . 

Roderick  V.  Grace,  M.D 

Constantine  J.  MacGuire,  M.D. 

Hubert  S.  Howe,  M.D 

Martin  DeForest  Smith,  M.D.. 

Frank  S.  Dolley,  M.D 

Otto  C.  Pickhardt,  M.D 


July 

1909 

Jan., 

1910 

July 

1909 

Jan., 

1910 

Jan., 

1910 

July, 

1910 

Jan., 

1910 

July, 

1910 

Jan., 

1910 

July, 

1910 

July 

1910 

Jan., 

1911 

July 

1910 

Jan., 

1911 

July 

1910 

Jan., 

1911 

July 

1910 

Jan., 

1911 

Jan., 

1911 

July, 

1911 

Jan., 

1911 

July, 

1911 

Jan., 

1911 

July, 

1911 

Jan. 

1911 

July, 

1911 

July 
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AN  ACT 

TO   FOUXD   A   PKESBYTEKIAN    HOSPITAL   IN   THE    CITY   OF   NEW    YORK. 

Passed  February  28,  1868. — Chapter  15. 


The  People  of  the  State  of  'New  York,  represented  in  Senate  and 
Assembly,  do  enact  as  follows: 

Section  1.  James  Lenox,  John  Taylor  Johnston,  Robert  L.  Stuart, 
Morris  K.  Jesup,  Marshall  S.  Bidwell,  and  their  associates,  as  hereinafter 
named,  shall  constitute  a  body  corporate,  with  power  to  establish,  maintain, 
and  conduct  a  Hospital  in  the  City  of  New  York,  which  shall  be  known  and 
designated  as  "The  Pbesbytebian  Hospital  in  the  City  of  New  Yobk." 

Section  2.     The  property  and  concerns  of  said  Corporation  shall  be 

vested  in  and  managed  by  a   Board  of  thirty-two  Managers    (by  act  of 

March  28,   1868,   increased  to  thirty-six  Managers),   to   be  constituted  as 
provided  for  in  the  following  section. 

Section  3.  James  Brown,  Marshall  S.  Bidwell,  William  A.  Booth, 
Aaron  B.  Belknap,  William  E.  Dodge,  James  Donaldson,  John  C.  Green. 
Winthrop  S.  Oilman,  Robert  M.  Hartley,  Richard  Irvin,  Edward  S.  Jaffray, 
Thomas  Jeremiah,  Morris  K.  Jesup,  John  Taylor  Johnston,  James  Lenox. 
David  Olyphant,  William  Paton,  Thomas  C.  M.  Paton,  Joseph  Stuart,  Rob- 
ert L.  Stuart,  Thomas  U.  Smith,  Jonathan  Sturges,  Otis  D.  Swan,  Charles 
N.  Talbot,  Willard  Parker,  M.D.,  John  R.  Ford,  Henry  M.  Taber,  Alexander 
Van  Rensselaer,  William  M.  Vermilye,  Washington  R.  Vermilye,  A.  R.  Wet- 
more,  and  A.  Robertson  Walsh,  thirty-two  in  number,  shall  constitute  a 
part  of  the  Board  of  Managers.  To  these  thirty-two  Managers,  the  Rev. 
William  M.  Paxton,  D.D.,  as  Minister  of  the  First  Presbyterian  Church ; 
the  Rev.  William  Adams,  D.D.,  as  Minister  of  the  Madison  Square  Presby- 
terian Church;  the  Rev.  Thomas  Dewitt,  D.D.,  as  Senior  Minister  of  the 
Collegiate  Church  of  the  Reformed  Protestant  Dutch  Church,  and  the  Rev. 
John  N.  McLoed,  D.D.,  as  Minister  of  the  First  Reformed  Presbyterian 
Church,  all  in  the  City  of  New  York,  and  their  successors  in  office  for  the 
time  being,  shall,  by  virtue  of  their  respective  offices,  be  associated  as  mem- 
bers of  the  Board  of  Managers. 
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Section  4.  As  soon  as  practicable  after  the  passage  of  this  Act,  the 
said  Board  shall  organize,  and  by  lot  divide  the  thirty-two  Managers  into 
four  classes  of  eight  each,  and  the  places  of  the  said  classes  shall  be  vacant 
respectively  on  the  second  Wednesday  in  April,  one,  two,  three,  and  four 
years  thereafter,  so  that  eight  Managers  shall  be  elected  by  the  said  Board 
of  Managers  annually,  by  ballot,  to  hold  their  seats  for  four  years. 

Section  5.  The  Board  of  Managers  shall  have  power  to  fill  all  va- 
cancies that  may  occur  in  the  said  Board,  to  enact  By-Laws,  and  to  appoint 
all  such  agents,  assistants,  and  attendants  as  may  be  proper  to  carry  out 
the  purposes  of  the  said  Corporation.  Among  these  shall  be  included  a 
Superintendent  and  a  Chaplain  or  both  a  Superintendent  and  a  Chaplain ; 
but  these  positions  shall  be  held  only  by  Presbyterians. 

Section  6.  Not  less  than  eleven  Managers  shall  constitute  a  quorum 
for  the  purpose  of  electing  Officers,  making  or  changing  By-Laws,  or  for 
holding  any  special  meeting;  but  for  all  other  purposes,  and  at  stated 
meetings,  seven  shall  be  a  quorum. 

Section  7.  The  said  Corporation  are  authorized  to  take  by  purchase, 
devise,  or  otherwise,  and  may  hold,  transfer,  and  convey,  for  the  purposes 
of  said  Hospital,  all  the  real  and  personal  property  of  which  it  may  be- 
come possessed,  in  so  far  as  the  same  is  in  accordance  with  the  general 
laws  of  this  State,  and  not  otherwise,  and  which  said  property  shall  be 
exempt  from  taxation,  and  shall  be  entitled  to  the  benefit  of  the  provisions 
of  law  relating  to  charitable  institutions. 

Section  8.  This  Corporation  shall  possess  the  general  powers,  and  be 
subject  to  the  provisions,  restrictions,  and  liabilities  contained  in  the  3d 
Title  of  the  18th  Chapter  of  Part  First  of  the  Revised  Statutes. 

Section  9.    This  Act  shall  take  effect  immediately. 


CONSTITUTION 


ARTICLE  I. 
TITLE. 


The  name  by  which  this  Society  shall  be  known  shall  be,  "The  Pres- 
byterian  Hospital  in  the  City  of  New  York." 

ARTICLE  IL 

OBJECT. 

The  object  of  the  Society  is  the  establishment,  support  and  manage- 
ment of  an  Institution  for  the  purpose  of  affording  medical  and  surgical 
aid  and  nursing  to  sick  or  disabled  persons  of  every  creed,  nationality, 
and  color.  The  public  religious  services  in  the  Hospital  shall  be  in  con- 
formity with  the  doctrine  and  forms  of  the  Presbyterian  or  Reformed 
Church. 

ARTICLE  III. 

THE   SOCIETY. 

The  Society  shall  consist  of  Life  Members,  who  shall  respectively  be 
approved  by  a  majority  of  members  of  the  Board  of  Managers  present  at  a 
stated  meeting,  and  who  shall  have  been  nominated  at  a  previous  stated 
meeting  by  a  Standing  Committee  appointed  for  that  purpose  by  the  Board. 

ARTICLE  IV. 
endowed  beds. 

The  Board  of  Managers  may  fix  amounts  which  when  paid  shall  en- 
title the  donor  to  nominatia  from  time  to  time  a  patient  to  use  and  occupy 
one  bed  in  the  common  wards  of  the  Hospital  free  of  charge,  subject,  how- 
ever, to  such  rules  and  regulations  for  the  admission,  treatment,  and  dis- 
charge of  patients  as  are  now,  or  shall  be  hereafter,  prescribed  by  said 
Board. 

Where  such  nomination  is  accorded  during  life,  or  in  perpetuity,  the 
amount  paid  therefor  shall  be  kept  invested  in  income-producing  securi- 
ties until  the  privilege  may  lapse  by  the  death  of  the  donor  or  otherwise. 

ARTICLE  V. 

PHOPEBTY. 

All  the  property  of  the  Society  shall  be  applied  to  advance  the  general 
objects  of  the  Society,  except  where  it  has  been  otherwise  specially  directed 
by  the  donor  or  testator. 
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ARTICLE    VI. 

GOVERNMENT. 

The  affairs  of  the  Society  shall  be  under  the  direction  of  a  Board  of 
thirty-six  Managers,  thirty-two  ofl  whom  shall  be  divided  into  four  classes 
of  eight  each ;  and  the  places  of  the  said  classes  shall  be  vacant  respectively 
on  the  second  Wednesday  of  April,  at  the  end  of  one,  two,  three  and  four 
years  thereafter,  so  that  Eight  Managers  shall  be  elected  by  the  said  Board 
annually,  by  ballot,  to  hold  their  seats  for  four  years.  To  these  thirty-two 
Managers,  the  Minister  of  the  First  Presbyterian  Church,  the  Minister  of 
the  Madison  Square  Presbyterian  Church,  the  Senior  Minister  of  the 
Collegiate  Church  of  the  Reformed  Protestant  Dutch  Church,  and  the 
Minister  of  the  First  Reformed  Presbyterian  Church,  all  in  the  City  of 
New  York,  by  virtue  of  their  respective  offices,  for  the  time  being  shall  be 
added  as  members  ofl  the  Board  of  Managers.  The  officers  of  the  Society 
shall  consist  of  a  President,  a  Vice-President,  a  Treasurer,  a  Correspond- 
ing Secretary,  and  a  Recording  Secretary,  who  shall  be  selected  annually 
by  the  said  Board  of  Managers,  from  their  own  number,  and  shall  also  be 
Officers  of  the  said  Board.  The  said  Officers  and  Managers,  together,  shall 
form  a  Board,  to  be  denominated  the  "Board  of  Managers  of  the  Presby- 
terian Hospital  in  the  City  of  New  York,"  not  less  than  eleven  of  whom 
shall  constitute  a  quorum  for  the  purpose  of  electing  Officers,  making  or 
changing  By-Laws,  or  for  holding  any  special  meeting;  but  seven  shall  be 
a  quorum,  for  all  other  purposes,  and  for  stated  meetings.  The  Board  of 
Managers  shall  at  all  times  be  fully  authorized  to  execute  all  powers  of 
the  Society,  over  all  the  estate  and  property  of  the  Society.  To  it  shall  be 
committed  the  care  of  the  funds  of  the  Institution ;  authority  to  make 
By-Laws,  Rules,  and  Regulations,  and  to  alter  and  amend  the  same;  to 
fill  vacancies  in  their  own  body,  choose  the  Officers  of  the  Society,  appoint 
agents,  assistants,  and  attendants,  and  generally  to  transact  the  entire 
business  of  the  Society. 


ARTICLE    VII. 

MEETINGS  OF  THE  BOAED. 

The  Board  of  Managers  shall  hold  stated  meetings  on  the  second  Tues- 
day of  April,  June,  August,  October,  December,  and  February,  and  may 
hold  adjourned  meetings  when  necessary.  Special  meetings  of  the  Board 
may  be  called  by  the  President,  or,  in  case  of  his  absence  or  inability  to 
act,  by  the  Vice-President,  or  on  the  written  requisition  of  five  members 
of  the  Board  of  Managers ;  but  when  special  meetings  are  called,  the  time 
and  place  of  meeting,  and  the  subject  proposed  to  be  considered,  shall  be 
notified  to  the  members  at  least  two  days  previous  to  the  meeting;  and  no 
other  subject  shall  be  discussed  or  acted  upon  at  such  meetings. 
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ARTICLE    VIII. 

ANNUAL     MEETING. 

A  meeting  of  the  members  of  the  Society  shall  be  held  annually  on 
such  day  between  the  15th  of  October  and  1st  of  January  as  the  Board  of 
Managers  may  appoint-  It  shall  be  the  duty  of  the  Board  of  Managers  to 
make  the  necessary  arrangements  for  this  meeting;  to  present  to  the  mem- 
bers a  report  of  the  proceedings  of  the  previous  years ;  to  exhibit  a  state- 
ment of  the  funds  and  property  of  the  Society ;  and  also  to  give  informa- 
tion of  any  matters  relating  to  the  objects  of  the  Society  which  may  be 
of  interest  or  importance. 

At  the  stated  meeting  of  the  Board  in  April  eight  members  shall  be 
chosen  by  ballot  from  among  the  members  of  the  Society  to  supply  the 
places  of  the  class  of  managers  whose  term  of  service  is  about  to  expire. 
These  eight  members,  together  with  those  composing  the  three  other  classes, 
and  the  four  ex-officio  members  of  the  Board,  shall  constitute  the  Board  of 
Managers  for  the  ensuing  year,  and  shall  continue  in  office  until  their  suc- 
cessors are  elected.  In  case  of  failure  to  make  such  elections  on  the  ap- 
pointed day,  a  special  meeting  of  the  Board  shall  be  called  for  that 
purpose. 


ARTICLE    IX. 

AMENDMENTS    TO    THE    CONSTITUTION. 

Amendments  to  the  Constitution  shall  be  proposed  in  writing  at  a 
regular  meeting  of  the  Board  of  Managers,  and  may  be  acted  on  at  the 
next  regular  meeting  of  the  Board,  or  at  a  special  meeting  called  for  that 
purpose ;  and  shall  be  adopted  only  on  a  concurrence  of  a  majority  of  the 
members  present,  but  the  affirmative  vote  must  not  be  less  than  eleven. 


BY-LAWS 

OF  THE  BOARD  OF  MANAGERS. 

I. — Rules  and  Regulations. 

The  Board  of  Managers  shall  prescribe  rules  and  regulations  respect- 
ing the  management  of  the  affairs  of  the  Hospital.  Such  rules  and  regu- 
lations shall  not  be  inconsistent  with  these  By-Laws,  and  may  be  amended 
at  any  meeting  of  the  Board  of  Managers  by  a  majority  of  those  present. 

II. — ^Peesident. 

The  President  shall  preside  at  the  meetings  of  the  Board.  He  shall 
appoint  aU  special  Committees,  unless  otherwise  ordered,  and  shall  per- 
form such  other  duties  as  may  be  required  by  the  Constitution  and  By- 
Laws.    He  shall  also  be  ex-officio,  a  member  of  all  committees. 

III. — Vice-Pbesident. 

In  the  event  of  a  vacancy  of  the  ofl5ce  of  President,  or  during  his 
absence  or  inability  to  act,  his  duties  and  powers  shall  devolve  upon 
the  Vice-President.  Should  he  also  be  unable  to  act,  a  President  pro 
tem  shall  be  chosen  by  the  Board. 

IV. — ^Tbeasubeb. 

The  Treasurer  shall  be  charged  with  the  custody  of  all  papers  and 
documents  relating  to  the  property  of  the  Corporation,  other  than  such 
as  are  mentioned  in  By-Law  V.,  of  all  moneys  belonging  thereto,  and  of 
the  seal.  He  shall  keep  an  account  in  the  name  of  the  Corporation  with 
an  institution  approved  by  the  Board,  and  shall  deposit  therein  all  moneys 
immediately  upon  receiving  them.  He  shall  cause  to  be  kept  such  accounts 
as  may  be  necessary  to  show  the  receipts,  expenditures,  and  financial  con- 
dition of  the  Institution,  or  as  may  be  required  by  the  Finance  Committee. 
These  accounts  shall  be  open  at  all  suitable  times  to  the  inspection  of  the 
Managers.  He  shall  pay  no  moneys  without  proper  order,  as  is  elsewhere 
provided. 

V. — Safe-Keeping  of  Secubities 

All  bonds,  stocks,  and  other  invested  securities  and  evidences  of  value 
shall  be  kept  in  a  safe  in  the  vault  of  a  Safe  Deposit  Company  to  be  taken 
in  the  name  of  the  Hospital.  Access  to  the  safe  containing  the  securities 
shall  only  be  had  by  the  Treasurer  when  accompanied  by  a  member  of  the 
Finance  Committee,  or  in  the  absence  of  the  Treasurer  by  any  two  mem- 
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bers  of  the  Finance  Committee.  A  record  shall  be  made  of  each  visit  to 
the  vault  in  a  book  provided  for  that  purpose,  stating  over  the  signature 
of  the  visitors  all  changes  made  in  the  contents  of  the  safe,  and  when 
no  changes  are  made,  the  object  of  the  visit. 

VI. — Secbetaey. 

The  Secretary  shall  be  the  Recording  and  Corresponding  Secretary 
and  shall  keep  the  minutes  of  the  proceedings  of  the  Board  of  Managers, 
and  preserve  such  records  and  papers  as  do  not  pertain  to  the  office  of 
Treasurer.  He  shall  notify  members  of  all  meetings  of  the  Board  of  Man- 
agers at  least  two  days  before  the  meeting.  He  shall  notify  members  of 
their  appointment  on  Committees,  and  generally  perform  such  duties  as 
usually  pertain  to  the  office. 

He  shall  have  charge  of  the  correspondence  of  the  Board,  and  shall 
prepare  the  Annual  Report  of  the  Managers  and  attend  to  its  publication. 

VII. — Committees. 

At  the  meeting  in  April,  after  filling  the  vacancies  about  to  occur 
in  their  Board,  the  Managers  shall  elect  an  Executive  Committee  of  eight 
members,  a  dispensary  Committee  of  five  members,  a  Training- School 
Committee  of  three  or  more  members,  a  House  Committee  of  three  or  more 
members,  a  Finance  Committee  of  five  members,  of  which  the  Treasurer 
shall  be  one.  a  Committee  on  nominations  of  five  members,  of  which  the 
Secretary  shall  be  one,  and  an  Auditing  Committee  of  two  members.  The 
members  appointed  on  these  Committees  shall  hold  ofl!ice  for  one  year  from 
the  second  Wednesday  in  April  next  ensuing,  unless  otherwise  ordered 
by  the  Board,  and  shall  keep  minutes  of  their  proceedings,  which  shall 
be  submitted  to  the  Board  at  its  stated  meetings.  The  Board  shall  also 
appoint  two  of  its  members  for  each  month  of  the  year,  who  shall  serve 
as  an  Inspecting  Committee.  If  any  manager  thus  appointed  shall  be  un- 
able to  attend  during  the  time  allotted  to  him,  it  shall  be  his  duty  to  pro- 
cure some  other  manager  to  attend  in  his  stead. 

VIII. — Executive  Committee. 

The  Executive  Committee  shall  consist  of  the  eight  Managers  chosen 
as  provided  in  By-Law  VIII,  to  whom  shall  be  added  the  two  Managers 
serving  as  the  Inspecting  Committee,  and  the  members  of  the  Dispensary, 
Training  School  and  House  Committees. 

1.  The  Committee  shall  meet  on  the  second  and  fourth  Tuesday  of 
each  month  and  may  hold  special  meetings  when  necessary,  or  when  called 
by  the  Chairman  or  two  members  of  the  Committee.  Three  shall  con- 
stitute a  quorum. 

2.  The  Executive  Committee  shall  give  such  orders  and  establish  such 
rules  and  regulations  as  they  shall  deem  necessary  for  the  better  carrying 
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into  effect  the  object  of  this  Institution,  provided  such  rules  and  regulations 
be  not  inconsistent  with  those  established  by  the  Board  of  Managers. 

3.  All  questions  relating  to  the  admission,  rejection  and  discharge  of 
patients  shall  be  decided  by  the  Executive  Committee,  in  conformity  with 
the  directions  of  the  Board  of  Managers. 

4.  In  case  the  House  Physician,  House  Surgeon,  or  any  of  their  assist- 
ants, or  any  other  officer  or  employee  shall  neglect  any  of  the  duties 
prescribed  to  them,  or  refuse  to  comply  with  any  reasonable  request  of 
the  Executive  Committee  or  Superintendent,  the  Suprintendent  may  sus- 
pend the  offender,  and  he  shall  at  once  report  his  action  to  the  Executive 
Committee. 

5.  The  Executive  Committee  shall  have  general  charge  of  all  prop- 
erty within  the  precincts  of  the  Hospital,  and  Shall  see  that  proper  economy 
is  observed  in  the  administration  of  all  its  affairs,  having  due  regard  to 
the  welfare  of  its  beneficiaries.  It  shall  audit  and  examine  the  accounts 
of  the  Superintendent;  and  authorize  such  repairs  and  disbursements  as 
may  from  time  to  time  be  necessary,  and  shall  draw  drafts  upon  the 
Treasurer  therefor ;  such  drafts,  except  for  the  monthly  pay-roll  and  sup- 
plies, shall  not  exceed  $1,000  without  authority  of  the  Board  therefor ; 
shall  be  signed  by  the  Chairman  and  Secretary  for  the  time  being  of  the 
Committee ;  and  shall  be  a  sufficient  voucher  for  the  Treasurer. 

IX. — Out-Patient  Depaetment  Committee, 

The  Out-Patient  Department  Committee  shall  consist  of  five  Man- 
agers. It  shall  have  the  general  care  and  oversight  of  the  Out-Patient 
Department,  and  shall  meet  on  the  second  and  fourth  Tuesdays  of  each 
month. 

X. — School  of  Nitesing  Committee. 

The  School  of  Nursing  Committee  shall  consist  of  three  or  more 
Managers,  who  shall  have  the  general  care  and  oversight  of  the  School 
of  Nursing. 

XI. — House  Committee. 

The  House  Committee  shall  consist  of  three  or  more  Managers,  and 
shall  direct  and  control  the  purchasing  of  all  food,  fuel,  equipment  and 
repair  supplies,  and  have  general  supervision  of  the  equipment,  main- 
tenance and  repair  of  real  estate  and  buildings. 

XII. — Finance  Committee. 

1.  The  Finance  Committee  shall  consist  of  five  Managers — one  of 
whom  shall  be  the  Treasurer.     Three  shall  constitute  a  quorum. 

2.  It  shall  be  their  duty  to  adopt  proper  means  to  augment  the  finan- 
cial resources  of  the  Institution,  to  direct  and  counsel  the  Treasurer  in 
the  investment,   care  and  management  of  the  finances,   and  to  prescribe 
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such  form  of  accounts  aud  reports  as  are  deemed  necessary.  All  proposed 
investments  must  receive  the  approval  of  the  Board  of  Managers  or  the 
Executive  Committee. 

XIII. — Nominating  Committee. 

1.  The  Nominating  Committee  shall  consist  of  five  Managers,  of  whom 
the  Secretary  shall  be  one.    Three  shall  constitute  a  quorum. 

2.  In  the  case  of  a  vacancy  occurring  in  the  Board  of  Managers  they 
shall  recommend  to  the  Board  the  name  of  a  Life  Member  to  fill  such 
vacancy,  and  to  them  shall  be  referred  the  names  of  all  persons  sug- 
gested for  such  position  or  for  Life  Membership ;  but  no  report  of  the 
Committee  shall  be  acted  upon  until  the  next  subsequent  meeting  of  the 
Board,  except  with  unanimous  consent. 

3.  All  persons  nominated  for  positions  on  the  House  Staff  shall  be 
referred  to  this  Committee.  The  names  of  such  as  shall  be  favorably 
considered  by  the  Committee  shall  be  by  them  reported  to  the  Board  of 
Managers. 

XIV. — Inspecting  Committee. 

1.  The  Inspecting  Committee  shall  inspect  all  the  Hospital  buildings, 
visit  the  wards,  service  rooms,  and  laboratories  and  shall  examine  as  to 
the  cleanliness  and  order  of  all  parts  of  the  hospital  and  grounds. 

2.  They  shall  enter  their  report  in  a  book,  which  book  shall  be  laid 
before  the  Executive  Committee  at  its  meetings. 

XV. — Auditing  Committee. 

The  Auditing  Committee  shall  examine  the  Treasurer's  accounts  to- 
gether with  securities  at  the  close  of  each  year,  prior  to  the  annual  meet- 
ing, and  report  upon  them  to  the  Board. 

XVI. — Medical    Board    and    the    Medical,    Surgical    and    Labobatoby 

Sebvice. 

1.  The  Board  of  Managers  shall  appoint  annually — 

(a)  A  Director  of  the  Surgical  Service,  a  Director  of  the  Medical 
Service,  and  a  Director  of  the  Pathological  Service;  these  shall  together 
constitute  the  Medical   Board. 

(b)  As  many  Visiting  Physicians  and  Surgeons,  and  Associate  Vis- 
iting Physicians  and  Surgeons,  as  the  service  of  the  Hospital  may  require, 
a  Visiting  Physician  to  the  Roentgen  Ray  Department,  a  visiting  Bac- 
teriologist, a  Visiting  Chemist,  an  Out-Patient  Department  Staff,  and  such 
other  department  chiefs  and  assistants  as  the  various  services  of  the 
Hospital  may  require. 

(c)  As  many  Assistant  Physicians  and  Surgeons  and  special  Con- 
sulting Physicians  and  Surgeons  as  the  service  of  the  Hospital  may  require. 
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(d)  A  House  Staff,  consisting  of  as  many  members  as  ttie  service 
of  the  Hospital  may  require,  and  at  sucli  times  and  for  sucti  terms  of 
service  as  shall  seem  best  to  meet  the  needs  of  the  Hospital. 

(e)  A  Registrar  of  the  Out-Patient  Department. 

2.  These  appointments  shall  be  made  at  some  time  prior  to  July  1st 
in  each  year.  The  appointees  unless  a  different  term  be  fixed  by  the 
Board  shall  hold  office  for  one  year  and  thereafter  until  further  action 
of  the  Board. 

XVII. — Executive   Staff. 

The  Board  of  Managers  shall  appoint  a  Superintendent  and  such 
Assistants  as  the  Board  may  deem  necessary  for  the  service  of  the  Hos- 
pital, whose  services  shall  continue  during  the  pleasure  of  the  Board. 

The  Board  of  Managers  shall  appoint  a  Director  of  the  School  of 
Nursing,  and  such  Assistants  as  may  be  necessary  for  such  service,  and 
such  appointees  shall  hold  office  during  the  pleasure  of  the  Board. 

XVIII. — Endowed  Beds. 

1.  A  gift  of  $7,500  shall  entitle  the  donor  and  his  successors  to  nomi- 
nate, from  time  to  time,  an  adult  patient  to  use  and  occupy  one  bed  in 
the  common  wards  of  the  Hospital  free  of  charge. 

2.  A  gift  of  $5,000  shall  entitle  the  donor  to  a  like  privilege  for  the 
children's  ward. 

3.  A  gift  of  $5,000  shall  entitle  the  donor,  during  life,  to  nominate, 
from  time  to  time,  a  patient  to  use  and  occupy  one  bed  in  the  common 
wards  of  the  Hospital  free  of  charge.  In  the  case  of  a  corporation  or 
association  the  privilege  shall  expire  in  fifteen  years. 

4.  Any  person  or  corporation  being  the  donor  of  a  $5,000  bed  may 
increase  their  donation  to  $7,500,  in  which  case  they  shall  become  thence- 
forth entitled  to  the  privilege  that  attaches  to  an  original  donation  of  that 
amount. 

5.  All  endowed  bed  privileges  are  subject  to  the  Rules  and  Regulations 
governing  the  admission,  treatment  and  discharge  of  patients. 

6.  Contributions  to  the  endowment  fund  of  free  beds,  as  above  pro- 
vided for,  may  be  made  by  instalments,  when  the  donor  shall,  in  writing, 
so  notify  the  Treasurer  at  the  time  of  each  payment.  So  long  as  the 
instalments  so  paid  in  shall  not  equal  the  sums  required  under  the  pre- 
ceding sections,  the  amount  received  shall  constitute  a  portion  of  the  gen- 
eral endowment  fund,  the  income  of  which  shall  be  used  for  the  payment 
of  the  current  expenses  of  the  Hospital,  and  no  privileges  shall  accrue  to 
the  donor. 

7.  The  Board  of  Managers  shall  have  power  in  their  discretion  to 
make,  under  special  and  exceptional  circumstances,  such  other  arrange- 
ments (temporary  or  permanent)  as  to  endowed  beds  as  they  may  deem 
best  calculated  to  promote  the  objects  for  which  the  Hospital  was  estab- 
lished and  is  now  being  maintained. 
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8.  Certificates  of  the  right  to  nominate  patients  to  use  and  occupy 
beds  free  of  charge  shall  be  issued  in  such  form  as  the  Board  of  Manag- 
ers may  prescribe,  and  shall  be  signed  by  the  President  or  Vice-President 
and  Treasurer,  who  shall  also  affix  the  seal  of  the  Corporation. 

XIX. — Appropriations  of  Monet. 
Except  in  the  cases  provided  for  in  Section  5  of  By-law  VIII.  and  Section 
2  of  By-Law  XII,  all  appropriations  of  money  shall  be  made  by  resolution 
of  the  Board  of  Managers.  Orders  for  the  amounts  thus  appropriated  shall 
be  drawn  on  the  Treasurer  by  the  President  or  presiding  officer  of  the 
meeting,  and  be  countersigned  by  the  Secretary  or  Secretary  pro  tem,  and 
when  properly  endorsed  shall  be  sufficient  voucher  for  the  Treasurer. 

XX. — Complaints,  Suspensions,  or  Dischaeges. 
If  any  officer,  physician,  or  surgeon  shall  become  unfit  to  execute  his 
office,  or  shall  conduct  himself  contrary  to  any  of  the  Rules  of  the  Hospital 
or  refuse  or  neglect  to  execute  the  same,  the  Executive  Committee,  or  any 
member  of  the  Board  of  Managers  may  submit  against  him  a  complaint 
in  writing,  at  a  meeting  duly  called,  and  thereupon  a  notice  of  the  said 
complaint  shall  be  given  to  the  person  complained  of,  and  a  time  shall 
be  appointed  (not  less  than  six  days  after  service  of  said  notice)  for  the 
person  complained  of  to  make  his  defence  before  the  Board  of  Managers ; 
and  the  Board,  having  examined  into  the  truth  of  the  complaint,  and  heard 
the  defence  of  the  party  accused,  if  any  shall  be  made,  may,  with  the  con- 
currence and  approbation  of  a  majority  of  the  Managers  present,  suspend 
or  discharge  the  officer,  physician,  or  surgeon  complained  of. 

XXI. — OsnER  OF  Business. 
The  order  of  business  shall  be  as  follows :   ' 

1.  The  meeting  shall  be  opened  with  prayer. 

2.  The  roll  shall   be  called,   and  the   attending  members  noted. 

3.  The  minutes  of  the  preceding  meeting  shall  be  read,  corrected  if 
necessary,  and  approved. 

4.  Treasurer's  Reports. 

5.  Reports  of  the  Committees  shall  be  called  for,  and  order  taken 
thereon. 

6.  Communications  to  the  Board  shall  be  received  and  considered. 

7.  Unfinished  business. 

8.  New  business. 

XXII. — Alterations  or  Additions. 
Any  amendment  to  the  By-Laws  shall  be  proposed  in  writing  at  a 
regular  meeting  of  the  Board  of  Managers,  and  may  be  acted  on  at  the 
next  regular  meeting  of  the  Board,  or  at  a  special  meeting  called  for  that 
purpose.  It  shall  be  adopted  only  on  an  affirmative  vote  of  a  majority 
of  those  present.  A  copy  of  any  proposed  amendment  shall  be  mailed  to 
each  member  of  the  Board  at  least  three  days  prior  to  the  next  meeting. 


PATRONS,  ENDOWED  BEDS,   AND  MEMBERSHIP. 


A  donation  of  ten  thousand  dollars  and  upwards  constitutes  the  donor 
a  "Patron"  of  the  Institution. 

A  donation  of  seven  thousand  five  hundred  dollars  entitles  the  donor 
to  nominate  patients  to  a  free  bed  in  perpetuity,  or  a  donation  of  five 
thousand  dollars  entitles  the  donor  to  a  like  privilege  for  a  child  in  the 
Children's  Ward. 

A  donation  of  five  thousand  dollars  entitles  the  donor  during  life  to 
nominate  patients  to  a  free  bed.  In  the  case  of  a  corporation  the  privilege 
shall  expire  in  fifteen  years. 

The  appointment  of  a  successor  in  each  of  the  two  classes  named  to 
be  in  writing,  by  wiU  or  otherwise,  and  failing  of  such  appointment  the 
right  to  cease. 

A  yearly  donation  of  ten  dollars  constitutes  an  annual  member. 


FORM  OF  RECEIPT  FOR  PARTIAL  PAYMENTS  TOWARD  ENDOWED 

BEDS. 


"Received  from the  sum  of  ? the  same 

being  a  gift  to  The  Presbyterian  Hospital  in  the  City  of  New  York. 

"It  is  understood  and  agreed  that  should by  sub- 
sequent gifts  contribute  in  the  aggregate  the  sum  of  $7,500  hereupon  the 

Board  of  Managers  will  issue  to a  certificate  granting  the 

right  to  nominate  from  time  to  time  a  patient  to  use  and  occupy  one  bed 
in  the  Common  Wards  of  said  Hospital  free  of  charge,  subject,  however, 
to  such  Rules  and  Regulations  for  the  admission,  treatment,  and  dis- 
charge of  patients  as  are  now  or  shall  be  hereafter  prescribed  by  the  said 

Board.    Such  right  may  be  exercised  by  the  said and 

successors   in  perpetuity,   provided   that   such   successor   be  appointed   in 

writing  by  vrill,  or  otherwise  by or  each  appointee  in 

succession,  and  failing  such  appointment  such  right  shall  cease." 
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RULES  AS  TO  THE  ADMISSION  OF  PATIENTS. 

1.  All  ward  patients  are  required  to  pay  $10.50  pei*  week  for  board 
or  such  smaller  sums  as  may  be  determined  by  the  circumstances  of  the 
case,  of  which  the  Managers  shall  be  the  sole  judges.  Patients  from  New 
York  City  (Manhattan  and  Bronx),  who  are  unable  to  pay  are  admitted 
free.  Patients  from  out  of  town  requiring  operative  treatment  not  obtain- 
able at  their  homes  may  be  admitted  free  if  unable  to  pay.  Other  patients 
from  out  of  town  will  not  usually  be  admitted  free,  but  this  rule  shall  not 
apply  to  patients  recommended  for  admission  by  members  of  the  Board  of 
Managers  or  by  any  of  the  Directors  of  Service. 

2.  Patients  suffering  from  severe  accident  or  serious  illness  will  be 
admitted  at  any  hour  of  the  day  or  night.  Other  patients  will  be  admitted 
between  9  A.  M.  and  5  P.  M.  If  able,  they  must  apply  in  person  at  the 
office  of  the  Hospital,  when  they  will  be  examined  by  a  member  of  the 
House  Staff  or  Surgeon  on  duty,  and  admitted  by  the  Superintendent, 
subject  to  approval  by  the  Executive  Committee.  If  unable  to  apply  In 
person,  they  shall  be  visited  and  examined  by  such  Physician  as  may  be 
appointed  by  the  Executive  Committee. 

3.  Patients  may  be  admitted  by  the  Superintendent  on  the  recom- 
mendation of  any  Manager,  after  examination  as  to  suitableness  by  a 
member  of  the  House  Staff,  or  on  the  recommendation  of  any  Physician 
or  Surgeon  of  the  Hospital. 

4.  No  patient  suffering  from  any  readily  communicable  disease  shall 
be  admitted,  nor  any  whose  case  does  not  require  the  special  benefits  of 
the  Hospital ;  nor  shall  any  patient  be  admitted  whose  case  is  judged  to 
be  incurable,  unless  there  be  urgent  symptoms  which,  in  the  opinion  of 
the  Attending  Physician  or  Surgeon,  are  capable  of  being  relieved.  There 
shall  be  no  uterine  nor  vaginal  examination  made  except  in  the  presence 
of  a  nurse. 

5.  No  patient  suffering  from  erysipelas  shall  be  admitted  to  either 
the  Medical  or  Surgical  Division  of  the  Hospital. 

G.  There  shall  be  recorded  in  the  oflice  daily  the  number  of  vacant 
beds. 

7.  Application  for  the  admission  of  patients  living  out  of  the  city 
must  be  accompanied  by  a  certificate  of  some  reputable  physician,  stating 
the  nature  and  probable  duration  of  the  disease. 
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RULES   FOR   VISITORS. 

1.  Visitors  will  be  admitted  to  the  wards  on  Tuesdays,  Fridays  and 
Sundays  from  2  to  4  P.  M.,  and  Tuesday  and  Friday  evening  between  6 
and  8  one  visitor  will  be  permitted,  providing  only  two  come  in  the  after- 
noon, and  at  no  other  time,  except  by  special  permission  from  the  Super- 
intendent. 

2.  Not  more  than  three  visitors  will  be  admitted  to  see  any  patient, 
but  only  two  will  be  permitted  to  be  at  the  bedside  at  one  time. 

3.  Parents  only  (no  children,  relatives  or  friends)  will  be  permitted 
to  visit  in  the  children's  ward  and  for  one-half  hour  only  each  visit. 

Patients  reported  as  seriously  ill  by  the  Physician  or  Surgeon  will 
be  permitted  to  see  members  of  the  family  at  any  time. 

4.  Only  fruit,  jelly,  and  ice-cream  can  be  brought  for  patients.  Such 
packages  must  be  left  with  the  door  clerk,  and,  if  approved  by  the  Physi- 
cian, will  be  sent  to  the  patients. 

5.  Visitors  must  observe  perfect  order  and  propriety  while  in  the 
Hospital ;  must  confine  their  visits  to  their  immediate  friends ;  must  not 
stop  or  loiter  in  the  halls,  ofiices,  or  on  stairways,  and  must  leave  the 
building  promptly  at  the  end  of  visiting  hours. 

Any  violations  of  these  rules  may  subject  the  offender  to  exclusion 
from  the  premises. 

All  letters  of  inquiry  regardiug  patients  should  be  addressed  to 

CHARLES  H.  YOUNG,  M.D.,  Superintendent. 
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CORLIE8,  MAOY  &  CO.,  INC. 

PRINTERS 

NEW  YORK  CITY,  N.  V. 


FORM  OF  BEQUEST 


I  give  and  bequeath  to  The  Presbyterian  Hospital  in  the 
City  op  New  York,  incorporated  by  the  Legislature  of  the  State 

of  New  York  in  the  year  1868,  the  sum  of._ _ 

Dollars,  to  be  applied  to  the  use  and  benefit  of  the 
said  Hospital,  under  the  direction  of  the  Managers  thereof. 


FORM  OF  DEVISE 


I  give  and  devise  to  The  Presbyterian  Hospital  in  the  City 
OF  New  York,  incorporated  by  the  Legislature  of  the  State  of 
New  York  in  the  year  1868.  all  that,  etc.  [^describe  the  property] 
to  be  had  and  holden  to  the  said  The  Presbyterian  Hospital  in 
the  City  of  New  York,  and  their  successors  and  assigns,  for  the 
use  and  benefit  of  the  said  Hospital. 


THE 


PRESBYTERIAN  HOSPITAL 

IN  THE  <:      *       0 

N 


CITY  OF  NEW  YORK 


Forty-Seventh  Annual  Report 

FOR  THE  YEAR  ENDING  SEPT.  30 

1915 


'PRESBYTERIAN  in  its  BURDENS  because  founded  by 
"PRESBYTERIANS. 

UNDENOMINATIONAL  in  its  BENEFITS  because 
"For  the  Reception  of  Patients  irrespective  of  Creed,  Nationality  and 
Color, " 

— Announcement  of  James  Lenox,  President,  on  opening  Hospital,  1 872. 
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CITY  OF  NEW  YORK 


Forty-Seventh  Annual  Report 
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'PRESBYTERIAN  in  its  BURDENS  because  founded  by 
"PRESBYTERIANS. 

UNDENOMINATIONAL  in  its  BENEFITS  because 
"For  the  T^eception  of  Patients  irrespective  of  Creed,  Nationality  and 
Color. " 
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OFFICERS 


PRESIDENT 
FREDERICK  STURGES. 


VICE-PRESIDENT 
WILLIAM   SLOANE. 


TREASURER 
WILLIAM  V.  S.  THORNE, 

41  East  70th  Street. 


SECRETARY 

MATTHEW  C.  FLEMING, 

71  Broadway. 


MANAGERS 


Whose  terrm  of  office  expire  respectively  in 


1916. 

HENRY  S.  VAN  DUZER, 
SIMEON  B.  CHAPIN, 
WILLIAM  R.  WILLCOX. 
WILLIAM   M.   KINGSLEY, 
MOREAU  DELANO, 
WILLIAM  SLOANE  COFFIN, 
STEPHEN  G.  WILLIAMS, 
CORNELIUS  R.  AGNEW. 


1918. 

ETHAN  ALLEN, 
WILLIAM  V.  S.  THORNE, 
MATTHEW   C.   FLEMING, 
EUGENE  DELANO, 
WILLIAM  ALLEN  BUTLER, 
PHILLIP  A.  ROLLINS, 
ROBERT  W.   CARLE, 

JOHNSTON  Deforest, 


1917. 

FREDERICK  STURGES, 
J.  CLEVELAND  CADY, 
ARTHUR  P.   STURGES, 
WILLIAM  SLOANE, 

HENRY  w.  Deforest, 
E.  parmalee  prentice 

THATCHER  M.  BROWN, 
C.  IRVING  FISHER,  M.  D. 


1919. 

ROBERT  w.  Deforest, 

CHARLES  W.  McALPIN, 
JOHN   J.    SINCLAIR. 
DAVID  M.   LOOK, 
EDWARD  S.  HARKNESS, 
JAMES  R.  SHEFFIELD, 
GEORGE  GIBBS, 
WILLIAM  WILLIAMS. 


Ex-Ofjicio. 

HOWARD  DUFFIELD,  D.D.,  DAVID  JAMES  BURRELL,  D.D., 

Minister  of  the  First  Presbyterian     Senior    Minister    of   the    Collegiate 
Church.  Reformed  Church. 

CHARLES  H.  PARKHURST.  D.D.,     ROBERT  WATSON,  D.D.,  | 

Minister  of    the    Madison    Square     Minister  of  the  Scotch  Presbyterian  ! 
Presbyterian  Church.  Church,  successor  of  the  First  Re- 

formed Presbyterian  Church. 


Board  meets  second  Tuesday  of  February,   April,  June,   August.   October 

and  December. 


STANDING  COMMITTEES 


EXECUTIVE 

HENRY  S.  VAN  DUZER,  WILLIAM  SLOANE, 

J.  CLEVELAND  CADY,  EDWARD   S.  HARKNESS, 

WILLIAM  ALLEN  BUTLER,  EUGENE  DELANO, 

C.  IRVING  FISHER,  M.D.,  WILLIAM  V.  S.  THORNE. 

And   the   members   of    the    Inspecting   Committee   on    duty,    Out-Patient 
Department,  School  of  Nnrsing  and  House    Committees. 

Regular   meeting   at   the   Hospital   on   second  and    fourth   Tuesdays   of 

each  month. 


OUT-PATIENT  DEPARTMENT 

PHILLIP  A.  ROLLINS,  WILLIAM  SLOANE  COFFIN, 

ETHAN  ALLEN,  CORNELIUS  R.   AGNEW, 

THATCHER  M.  BROWN. 


FINANCE 

WILLIAM  M.  KINGSLEY,  MOREAU  DELANO, 

CORNELIUS  R.  AGNEW,  HENRY  W.  DEFOREST, 

And  Treasurer  Ex-officio. 


NOMINATING 

HENRY  S.  VAN  DUZER,  WILLIAM  M.  KINGSLEY, 

EUGENE  DELANO,  WILLIAM  SLOANE, 

And  Secretary  Ex-officio. 


HOUSE 

STEPHEN  G.  WILLIAMS,         ROBERT  W.  CARLE, 
HENRY  S.  VAN  DUZER,  JAMES  R.  SHEFFIELD. 


STANDING  COMMITTEES 


SCHOOL  OF  NURSING 


FREDERICK  STURGES, 
HENRY  S.  VAN  DUZER, 
EUGENE  DELANO, 


ELLSWORTH   ELIOT,  JB.,  M.D., 
DAVID  BOVAIRD,  M.D., 
WARFIELD   T.    LONGCOPE,    M.D. 


WILLIAM  R.  WILLCOX, 


AUDITING 

ETHAN   ALLEN. 


COMMITTEE  ON  RELATIONS  BETWEEN  THE  HOSPITAL 
AND  COLUMBIA  UNIVERSITY 

EDWARD    S.    HARKNESS,  HENRY    S.    VAN   DUZER, 

WILLIAM  V.  S.  THORNE,  WILLIAM  SLOANE, 

HENRY  w.  Deforest. 

BUILDING  COMMITTEE 

EDWARD   S.  HARKNESS,  HENRY    S.    VAN   DUZER, 

WILLIAM  V.  S.  THORNE,  WILLIAM  SLOANE, 

HENRY  w.  Deforest. 

The  President  is  Ex-officio  a  member  of  all  Committees. 


INSPECTING  COMMITTEE 


1915. 
May — 
Messrs.  FISHER  and  SLOANE. 

Jime — 

Messrs.    ALLEN    and    JOHNSTON 

Deforest. 

July — 

Messrs.  WILLIAM  WILLIAMS  and 
SHEFFIELD. 

August — 

Messrs.  WILLCOX  and  LOOK. 

September — 

Messrs.  KINGSLEY  and  AGNEW. 

October — 

Messrs.     FREDERICK      STURGES 
and  GIBBS. 


Novem  ber — 

Messrs.  VAN  DUZER  and  COFFIN. 

December — 

Messrs.  THORNE  and  BUTLER. 

1916. 
January — 
Messrs.  CARLE  and  HARKNESS. 

February — 

Messrs.     EUGENE     DELANO     and 
BROWN. 

March — 

Messrs.    STEPHEN   G.   WILLIAMS 
and  FLEMING. 


April — 

Messrs.    ROLLINS 
DELANO. 


and    MOREAU 


The  By-Laws  call   for   a   weekly   Inspection   of   all   Departments   of  the 

Hospital. 


EXECUTIVE  OFFICERS 


SUPERINTENDENT 
CHARLES    H.    YOUNG,    M.D. 

FIRST  ASSISTANT  SUPERINTENDENT 
GEORGE    B.    LANDERS,    MJD. 

SECOND  ASSISTANT  SUPERINTENDENT 
J.    ELIOT   OVERLANDER,    M.D. 

DIRECTOR  SCHOOL  OF  NURSING 
ANNA  CAROLINE  MAXWELL,  R.  N. 

ASSISTANT  DIRECTOR  SCHOOL  OF  NURSING 
JANET  B.   CHRISTIE,   R.  N. 

CHAPLAIN 
THEODORE  D.  MARTIN. 

CHIEF  ENGINEER  PHARMACIST 

JAMES  B.   SCANLAN.  FRED  H.  HOLDEN. 

CHIEF  CLERK 
REGINALD  SCOTT. 


ASSISTANT  TO  THE  TREASURER 
J.   H.   P.  RITTER, 


MEDICAL  BOARD 

President,  WILLIAM  G.  MacCALLUM,  M.D. 

Director  of  Pathological   Service. 

WARFIELD  T.  LONGCOPE.   M.D.,  GEORGE    E.    BREWER,    M.D. 

Director   of   Medical    Service.  Director  of  Surgical   Service. 


MEDICAL  SERVICE 

DIRECTOR 

WARFIELD  T.  LONGCOPE,  M.D. 

VISITING   PHYSICIANS 

GEORGE  A.  TUTTLE,  M.D.,  T.  STUART  HART.  M.D., 

DAVID  BOVAIRD,  M.D.,  HOMER  F.    SWIFT,  M.D. 

VISITING  PHYSICIAN  TO  CHILDREN'S  SERVICE 
WILLIAM  P.  NORTHRUP,  M.D. 

ASSOCIATE   VISITING   PHYSICIANS 
HERBERT   S.   CARTER,   M.D.,  GEORGE  DRAPER,  M.D. 

ASSOCIATE  VISITING  PHYSICIAN  TO  CHILDREN'S 
SERVICE 

HOWARD   H.   MASON,   M.D. 

ASSISTANT  VISITING  PHYSICIANS 
ALBERT  R.   LAMB,   M.D.,  FRANCIS   R.   ERASER,   M.D. 


MEDICAL    AND    RESEARCH    LABORATORIES 

ASSISTANT  PHYSICIANS 

H.  R.  GEYELIN,  M.D.,  F.  M.  RAOKENMANN,  M.D. 

ARTHUR  E.  NEERGAARD,  M.D. 

CLINICAL  CHEMIST 
SELMA  GRANAT,  Ph.G. 

LABORATORY  ASSISTANT 
SARA  DU  PONT. 


SURGICAL  SERVICE 

DIRECTOR 

GEORGE  E.  BREWER,  M.D. 

VISITING  SURGEONS 
ELLSWORTH  ELIOT,  JR.,  M.D.,  ADRIAN  V.  S.  LAMBERT,  M.D. 

ASSOCIATE  VISITING  SURGEONS 

WILLIAM  DARRACH,  M.D.,  FORBES  HAWKES,  M.D. 

CLARENCE  A.  McWILLIAMS,   M.D. 

ASSISTANT  VISITING  SURGEONS 

HUGH   AUCHINCLOSS.    M.D.,  ALLEN  O.  WHIPPLE,  M.D., 

JAMES   A.   CORSCADEN,   M.D. 

SECOND  ASSISTANT  VISITING  SURGEONS 

JAMES  W.  JAMESON,  M.D.,  FORDYCE  B.  ST.  JOHN,  M.D., 

SIDNEY  R.  BURNAP,  M.D. 

ANESTHETIST 
ANNE  PENLAND,  R.  N. 


ROENTGEN  RAY  DEPARTMENT 

VISITING  PHYSICIAN 
EUGENE  WILSON  CALDWELL,  M.D. 


RADIOGRAPHER 
IRA  L.   SIMMS. 

PHOTOGRAPHER 
CARLIS  J.  LANDER. 


PATHOLOGICAL  SERVICE 

DIRECTOR 
WILLIAM  G.   MacCALLUM,   M.D. 

ASSOCIATE  VISITING  PATHOLOGIST 
I  ALWIN   iM.   PAPPENHEIMER,   M.D. 

RESIDENT  PATHOLOGIST 
ROBERT  A.   LAMBERT,   M.D. 

ASSISTANT  RESIDENT  PATHOLOGIST 
FRANK  A.  EVANS,  M.D. 

ASSOCIATE  VISITING  SURGICAL  PATHOLOGIST 
WILLIAM  C.  CLARKE,  M.D. 

ASSISTANT  VISITING  SURGICAL  PATHOLOGIST 
ALLEN  O.  WHIPPLE,  M.D. 

SECOND  ASSISTANT  VISITING   SURGICAL   PATHOLOGISTS 
FORDYCE   B.   ST.   .JOHN,  M.D.,  ARTHUR  P.   STOUT,   M.   D. 

BACTERIOLOGIST 
HANS  ZINSSER,  M.D. 

ASSOCIATE  BACTERIOLOGIST 
J.  GARDNER  HOPKINS,  M.D. 

RESIDENT   BACTERIOLOGIST 
M.  OLMSTEAD. 

ASSISTANT  SEROLOGIST 
EFFIE  L.  MacDONALD. 


MEDICAL  REGISTRAR 
GEORGE  A.  TUTTLE,  M.D. 

SURGICAL   REGISTRAR 
JAMES  A.  CORSCADEN,  M.D. 


SPECIAL  CONSULTANTS 

Medicine— WALTER  B.  JAMES,  M.D. 
;Surf;er|/^CHARLES  K.  BRIDDON,  M.D. 
Gvnecology—EDWIlSi  B.  CRAGIN,  M.D. 
Neurology— M.  ALLEN  STARR,  M.D. 

Lorynr/oZof;!/— CORNELIUS  G.  COAKLEY.  M.D. 
Otology— GORUAM  BACON.  M.D. 

Orthopedics— NEWTO'S  M.  SHAFFER,  M.D. 
Ophthalmology— AB.1<10L,D  KNAPP,   M.D. 
Dermatology— JOHN  ADDISON  FORDYCE,  M.D. 
Anaesthesia— THOMAS  L.  BENNETT.  M.D. 
Oenito-Urinary— ALFRED  T.  OSGOOD,  M.D. 


HOUSE  STAFF 


Medical  Division 

For  the  six  months  ending  December  31,  1915, 

FIEST  DIVISION.  SECOND   DIVISION. 


HOUSE  PHYSICIAN 
HOWARD  F.  SHATTUCK.  M.D. 

FIRST  ASSISTANT 
THAYER   A.    SMITH,   M.D. 

SECOND  ASSISTANT 
GUY  A.   CALDWELL,  M.D. 

THIRD  ASSISTANT 
CLARENCE  P.   THOMAS,   M.D. 

For  the  six  months 

FLBBT  DIVISION. 

HOUSE  PHYSICIAN 
THAYER  A.   SMITH,  M.D. 

FIRST  ASSISTANT 
HERBERT  N.  VERMILYE,  M.D. 

SECOND  ASSISTANT 
ALBERT    M.    STEVENS,    M.D. 

THIRD  ASSISTANT 
BENJAMIN  R.  ALLISON,  MJ). 


HOUSE  PHYSICIAN 
A.   BENSON  CANNON,  M.D. 
FIRST  ASSISTANT 
HARRY  L.  ALEXANDER,  M.D. 

SECOND  ASSISTANT 
ALVIN    E.    KUHLMAN,   M.D. 
THIRD  ASSISTANT 
HENRY   E.   MELENEY,   MJ). 

ending  June  30,  1916. 

SECOND   DIVISION. 

HOUSE  PHYSICIAN 
HARRY  L.  ALEXANDER,  M.D. 

FIRST  ASSISTANT 
HENRY  M.  LARSON,  Je.,  M.D. 

SECOND  ASSISTANT 
RALPH  COLP,  M.D. 

THIRD  ASSISTANT 
WILBUR  W.   STEARNS,   M.D. 


Surgical  Division 

For  the  sis  months  ending  December  31,  1915. 


Tr&Br  DIVISION. 

HOUSE   SURGEON 
FENTON  TAYLOR,  M.D. 

FIRST  ASSISTANT 
W.  BARCLAY  PARSONS,  JR.,  M.D. 

SECOND  ASSISTANT 
HERBERT  N.  VERMILYE,  M.D. 

THIRD  ASSISTANT 
ALBERT  M.  STEVENS,  M.D. 

For  the  six  months 

FEBST  DIVISION. 

HOUSE   SURGEON 
W.  BARCLAY  PARSONS,  JR.,  M.D. 

FIRST  ASSISTANT 
GUY  A.  CALDWELL,  M.D. 

SECOND  ASSISTANT 
CLARENCE  P.  THOMAS,  M.D. 

THIRD  ASSISTANT 
MATHER   CLEVELAND,   M.D. 


SECOND   DIVISION, 

HOUSE   SURGEON 
JAMES  W.  BABCOCK,  M.D. 

FIRST  ASSISTANT 
T.   F,   X.   SULLIVAN,  M.D. 

SECOND  ASSISTANT 
HENRY  M.  LARSON,  Je.,  M.D. 

THIRD  ASSISTANT 
RALPH  COLP,  M.D. 

ending  June  30,  1916. 

SECOND  DIVISION. 

HOUSE   SURGEON 
T.  F,  X,  SULLIVAN,  M.D. 

FIRST  ASSISTANT 
ALVIN  E,  KUHLMAN,  M,D. 

SECOND  ASSISTANT 
HENRY   E.   MELENEY,   M.D. 

THIRD  ASSISTANT 
RAYMOND  W.  LEWIS,  M.D. 


HOUSE  PHYSICIAN  TO  THE  CHILDREN'S  SERVICE 

For  the  six  months  ending  December  31,  1915. 

NORMAN  M.  DINGMAN,  M.D. 


OUT-PATIENT  DEPARTMENT 


Officers 

REGISTRAR  MATRON 

GEO.   B.   LANDERS,   M.D.  GRACE   I.   CAMERON,   R.N. 
CLERK  PHARMACIST 

ANNA  C.  HOECKY.  FRED  H.  HOLDEN. 

Attending  Staff 

SURGEON-IN-CHIEF 
HUGH   AUCHINCLOSS,   M.D. 

ATTENDING  SURGEON   (Chief  of  Clinic) 
SIDNEY  R.  BURNAP,  M.D, 

ASSISTANT  SURGEONS 

F.   W.    BANCROFT,   M.D.,  FORDYCE  B.   ST.   JOHN,  M.D., 

JAMES  L.  COBB,  M.D.,  FRANCIS  J.  SLOANE,  M.D., 

JAMES  A.  CORSCADEN,  M.D.,  ALEXANDER  R.  STEVENS,  M.D., 

RODERICK   V.   GRACE,   M.D.,  NORMAN  B.  TOOKER,  M.D. 

JAMES  W.  JAMESON,   M.D.,  ROY   C.   VAN   ETTEN,  M.D. 

ALLEN   O.  WHIPPLE,   M.D. 

PHYSICIAN-IN-CHIEF 
ALBERT   R.   LAMB,   M.D. 

ATTENDING  PHYSICIAN   (Chief  of  Clinic) 
ARTHUR  E.  NEERGAARD,  M.D. 

ASSISTANT  PHYSICIANS 

PHINEAS  H.  ADAMS,  M.D.,  HENRY  M.  EWING.  M.D., 

WALTER   P.   ANDERTON,   M.D.,  ALPHEUS    FREEMAN,   M.D., 

RUSSELL   L.    CECIL,    M.D.,  HUBERT    S.   HOWE,   M.D., 

STEPHEN   CHILIAN.    M.D..  BERTON   LATTIN,   M.D., 

MARTIN  DEFOREST  SMITH,  M.D. 


OUT-PATIENT   DEPABTMENT. 


CHILDREN'S  DEPARTMENT 

ATTENDING  PHYSICIAN 
HOWARD  H.  MASON,  M.D. 

ASSISTANT  PHYSICIANS 


B.    WALLACE    HAMILTON,    M.D.,      PHOEBE  M.  VAN  VOAST,  M.D. 
NORMAN  M.  DINGMAN,  M.D. 


SKIN  DEPARTMENT 
ATTENDING  PHYSICIAN 
JEROME  KINGSBURY,  M.D. 


ASSISTANT  PHYSICIANS 

WALTER  P.  ANDERTON,   M.D.,  RICHARD  KOVACS,  M.D., 

PAUL  ESNARD  BECHET,  M.D.,  O.  K.  LANG,  M.D., 

WILLIAM   BLANCARD,   M.D.,  WILLIAM  G.  STATES,  M.D. 


TUBERCULOSIS  DEPARTMENT 

ATTENDING  PHYSICIAN 

WILLIAM  B.  BOYD,  M.D. 

ASSISTANT  PHYSICIANS 
M.  ALICE  ASSERSON,  M.D.,  WILLIAM  M.  BRADSHAW,   M.D. 

DEPARTMENT  OF  GASTRO-INTESTINAL  DISEASES 

ATTENDING  PHYSICIAN 

ARMI  STEAD   C.   CRUMP,   M.D. 

MASSAGE  DEPARTMENT 
ATTENDING  PHYSICIAN 
GUDRUN  FRIIS-HOLM,  M.D. 


THE  FORTY-SIXTH  ANNIVERSARY 
OF 

THE   PRESBYTERIAN   HOSPITAL 

IN  THE  CITY  OF  NEW  Y^ORK 

was  held  in  Florence  Nightingale  Hall  (School  of  Nursing),  37  East 
71st  Street,  December  5,  1914,  at  3  o'clock  P.  M. 

The  Chairman  of  the  Executive  Committee,  Mr.  Henry  S.  Van 
Duzer,  presided. 

The  exercises  were  as  follows: 

Reading  of  the  Scriptures  by  Rev.  Guy  Converse,  Acting 
Chaplain. 

Prayer  by  Rev.  Guy  Converse. 

Remarks  by  Mr.  Henry  S.  Van  Duzer  and  Mr.  William  V.  S. 
Thorne. 

Benediction. 

The  Forty-sixth  Annual  Report  of  the  Board  of  Managers,  con- 
taining the  report  of  the  Treasurer,  was  distributed  among  the 
audience. 


THE  FORTY-SEVENTH  ANNUAL  REPORT 

OF  THE 

BOARD  OF  MANAGERS 

OF 

THE  PRESBYTERIAN  HOSPITAL 

IN  THE  CITY  OF  NEW  YORK 

FOR   THE    YEAR    ENDING    SEPTEMBER   30,    1915 

TO  THE  SOCIETY,  TO  THE  CHURCHES  WHICH    IT   REPRE- 
SENTS, AND  TO  THE  PUBLIC  : 

During  the  past  year  there  have  been  no  important  changes  in  the 
staff,  nor  has  the  Board  of  Managers  or  the  staff  lost  any  members  by 
death.  The  work  of  the  Hospital  has  been  carried  on  with  an  even 
greater  degree  of  efficiency  than  ever  before,  due  to  the  closer  co- 
operation of  all  the  departments  of  the  Hospital,  and  due  also  in  large 
measure  to  the  better  organization  of  the  staff  which  was  perfected 
during  the  previous  year.  The  Out-Patient  and  Social  Service  De- 
partments of  the  Hospital  have  rendered  particularly  effective  service. 

The  past  year  has  been  one  of  uncertainty  and  difficulty  for  every 
institution,  but  the  friends  of  the  Presbyterian  Hospital  have  loyally 
supported  it  in  every  way. 

Forty-nine  graduates  of  the  School  of  Nursing  have  been  assigned 
to  service  in  the  different  countries  of  Europe  now  at  war. 

For  the  first  time  the  Aimual  Eeport  of  the  Alumnae  Association 
of  the  School  of  Nursing  appears  in  the  Annual  Eeport  of  the 
Hospital. 

After  many  conferences  with  a  committee  of  the  Board  of  Trus- 
tees of  Columbia  University  the  Building  Committee  of  the  Hospital 
secured  an  option  last  March,  for  six  months,  on  the  property  on 
Broadway  between  165th  and  168  Streets,  running  through  to  Fort 
Washington  Avenue,  known  as  the  American  League  Baseball 
Grounds.  It  was  hoped  that  both  the  Hospital,  the  Medical  School 
of  the  University  and  other  allied  institutions  might  be  located  on 
this  plot,  and  an  important  hospital  and  educational  center  be  thus 
established  under  conditions  which  would  permit  of  almost  ideal 
development. 
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16  BEPOBT  OF  THE    MANAOEBS. 

The  Hospital  has  at  all  times  been  ready  and  anxious  to  bear  its 
full  share  of  the  cost  of  this  property  and  the  option  has  been  twice 
extended  for  the  purpose  of  enabling  the  University  to  secure  the 
funds  it  required  for  the  purchase.  Until  a  very  recent  date  it  was 
confidently  believed  that  this  would  be  accomplished.  On  November 
19th,  however,  the  Hospital  was  notified  that  it  could  not  be  done 
within  the  limit  of  the  time  granted  by  the  option  agreement,  and 
that  the  chance  of  doing  it  within  the  immediate  future  was  so  remote 
the  University  did  not  feel  justified  in  incurring  the  cost  of  a  further 
extension  of  time  from  the  owner  of  the  property.  The  Hospital  under 
these  circumstances  being  manifestly  unable  to  proceed  with  the 
matter,  the  option  was  allowed  to  lapse,  according  to  its  terms,  on 
November  20. 

The  reports  of  the  Treasurer,  Superintendent  and  Director  of  the 
School  of  Nursing,  as  well  as  those  of  the  Directors  of  the  Divisions 
of  the  Hospital  Service  should  be  read  as  integral  parts  of  this  report. 

All  of  which  is  respectfully  submitted. 

By  order  of  the  Board  of  Managers. 


FREDERICK  STURGES, 

President. 


MATTHEW   C.   FLEMING, 

Secretary. 


BEPOET  OF  THE  TBEASUBEB. 
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COMPARATIVE    STATEMENT   OF   CURRENT  EXPENSES. 
For  Years  ending  September  30,  1915  and  1914. 


Administration  Expenses. 

1915 

Salaries,  Officers  and  Clerks $21,386.51 

Office  Expenses   521.30 

Stationery,  Printing  and  Postage 3,555.04 

Telegraph  and  Telephone 2,848.96 

Legal  Expenses   365.18 

Hospital  Bureau  of  Standards  and  Supplies         840.00 
Miscellaneous    224.62 

Total  Administbation   Expenses $29,741.61 

Professional  Care  of  Patients. 

Salabies  and  Wages  : 

Physicians    $8.00 

Anesthetist   950.00 

Supt.  of  Nurses,  Ass't.  &  Inst'rs.  8,893.63 

Nurses    11,702.32 

Special  Nurses   33,152.36 

Orderlies   6,964.20 

Ward  Employees   3,199.11  $64,869.62 

Equipment  fob  Nubses  : 

Uniforms    3,785.52 

Books   490.96 

Instruments    31.94      4,308.42 

Phaemacy    Salabies   and  Wages  4,233.61 
Medical  and  Sueqical  Supplies  : 

Apparatus  and  Instruments 10,282.43 

Medical  and  Surgical  Supplies.  17,860.72 

Alcohol,   Liquors,   Wines,   etc. . .  1,547.12    29,690.27 

Out  Patient     f  Salaries  &  Labor  8,001.90 

Depabtment      \  Supplies    3,099.56     11,101.46 

Visiting             f  Salaries  &  Labor  5.555.45 

NuBSiNQ             t  Supplies   8,521.44     14,076.89 

Roentgen  Rat  Depabtment: 

Roentgen  Rai  j  Salaries  &  Labor  2,521.27 

Sebvice              X  Supplies    4,378.16      6,899.43 

Photogbaphic  j  Salaries  &  Labor  1,316.46 

Sebvice               \  Supplies    651.27       1,967.73 


Total  Peofessional  Cabe  or  Patients.  .  $137,147.43 
Department  Expenses. 

Ambulance  Sebvice   $417.86 

Pathological   (  Salaries  &  Labor  $17,901.03 
Labobatoey       I  Supplies   7,149.04    25,050.07 

HousEKEEPiNO  i  ^^^^    16,374.66 

uousEKEEPiNO  j  guppii^g    17,498.19    33,872.85 

Kitchen  j  Labor   8,411.10 

iviTCHEN  -J  Supplies   1,961.11     10,372.21 

Laundet  j  Labor   8,522.21 

iAUNDBT  ^Supplies   2,447.81     10,970.02 


1914 

$22,330.64 

949.84 

4,515.13 

2,911.92 

200.00 

845.00 

189.05 

$31,941.58 


$150.00 

1,200.00 

8,845.75 
12,332.04 
26,890.75 

7,047.73 

2,866.47  $59,332.74 

3,819.16 
389.73 

188.00      4,396.89 
3,947.46 

8,980.99 
18,647.89 
1,500.35     29,129.23 
6,951.66 

1,386.37       8,338.03 
4,276.12 
5,781.55     10,057.67 

2,515.56 

3,068.67       5,584.23 

1,272.36 

1,258.59      2,530.95 


$123,317.20 


$18,328.48 
5,585.46 
18,877.88 
19,296.63 
7,853.12 
2,020.19 
8,733.91 
7,433.40 


$375.55 
23,913.94 
38,174.51 

9,873.31 
16,167.31 
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BEPOBT   OF  THE   TBEA8UBEB. 


COMPARATIVE    STATEMENT    OF   CURRENT    EXPENSES— Continued. 
For  Years  ending  September  30,  1915  and  1914. 


Steward's   Department  : 
Labor    

Pbovisions  : 

Bread    1:4,102.29 

Milk  and   Creauj 13,783.09 

Groceries    6,940.42 

Butter  and  Eggs 15,907.02 

Fruits  and  Vegetables 10,073.76 

Meat,  Poultry  and  Fish 33,237.33 

Educational  and  fooin^,-^     x 
,,                  „,  Jsalaries     & 

bciENTiFiOJOBK:  I      LaboT...     18,531.38 

(Not  chargeable  ]s^ppUes    ..       1,438.99 

to  other  accts.)  I      ^^  ' 


1915 

$950.74 


84,043.91 


19,970.37 


Total   Department   Expenses $185,648.03 


$3,672.14 
15,860.79 
8,053.59 
16.826.47 
12.140.64 
35.688.55 


1914 
$1,164.26 


92,242.18 


17,185.70 

759.98     17,945.68 


$199,856.74 


General  House  and  Property  Expenses. 

Electric    Lighting    $892.17 

Fuel,  Oil  and  Waste 15,967.34 

Gas    2,127.76 

Ice   2,318.79 

Insurance    2,416.44 

Maintenance.  Real  Estate  and  Buildings 11,172.72 

Maintenance.   Machinery  and  Tools 4,385.93 

Plumbing  and  Steam-Fitting _ 2,644.02 

Total  General  House  and  Property  Expenses  $41,925.17 

Total  Operating  Expenses $394,462.24 


$1,129.75 
15,980.51 
2,106.32 
2,268.49 
1,923.48 
9,574.54 
4,542.56 
2,520.16 

$40,045.81 

$395,161.33 


Corporation  Expenses. 

Salaries.   Officers  and  Clerks $6,505.04 

Office  Expenses    214.79 

Stationery,  Printing  and  Postage 982.11 

Legal  Exi)enses   - 1,684.35 

Graduation  Pins  for  Nurses 320.16 

Gratuities  for  House  Staff 225.00 

Interest  on  Mortgages  or  Loans  payable 46.67 

Real    Estate   Taxes   on    Premises   67th    and   68th 

Streets  and  Avenue  A  4,011.12 

Other  Expenses  Account  Premises  67th  and  68th 

Streets  and  Avenue  A  107.99 

Real    Estate    Taxes    on    Premises    received    from 

Valentine  Estate  _ 118.72 

Other  Expenses  Account   Premises   received  from 

Valentine  Estate   

Miscellaneous    153.54 

Total   Corporation   Expenses $14,369.49 


$4,331.45 
214.71 
1,310.53 
1,120.74 
366.22 
100.00 
161.12 

3,818.10 

105.57  j 

67.8' 

513.9 
55.8 

$12,166.04 
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COMPARATIVE    STATEMENT    OF    CURRENT   EXPENSES— Continued. 

For  Years  ending  September  30,  1915  and  1914. 

Current  Expenses  from  Special  Funds  for  Stated  Purposes 

Other  than  Regfular  Hospital  Ciurrent  Expenses. 


The  Mrs.  Frederic  Baker  Pathological  Dept.  Fund 

C.  K.  Briddon  Gold  Medal  Fund 

Dortlc  Memorial  Fund 

East  River  Homes  Fund 

Flower  Fund   

Fresh  Air  Fund 

OThe  Katie  Geitz  Fund 

Holiday  Cheer  Fund 

House  Staff  Entertainment  Fund 

House  Staff  Library  Fund 

Elinderfest   Fund    

Nurses'    Cheer   Fund 

Patients'  Cheer  I'und 

Fund  in  Memory  Clara  Alsop  Russell 

Sarah    Sanford   Fund 

School  of  Nursing  Library  Fund 

H.   Smith  Periodical  Fund 


1915 

1914 

$43.43 

$362.09 

40.00 

40.00 

1,154.27 

944.96 

120.00 

150.00 

154.00 

194.81 

1,788.47 

2,133.23 

835.88 

769.97 

136.85 

78.00 

1,683.87 

1,562.66 

347.38 

400.53 

66.86 

181.27 

1.25 

720.00 

413.50 

3.72 

25.00 

46.55 

46.90 

TOTAX     Ctjbbent     Expenses     feom      Special 

Funds  foe  Stated  Ptjbposes $7,017.28 


Grand  Total  Cueeent  Expenses $415,849.01 

Excess  Cueeent  Reventte  Ovee  Cubeent  Ex- 
penses       $96,957.79 


Total    $512,806.80 


$7,428.17 
$414,755.54 


$414,755.54 


Note:     For   the  purposes  for  which  the  above  Funds  are  used,  see  pages 
27  and  28. 
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REPORT   OF   THE    TREA8UBEB. 


COMPARATIVE   STATEMENT  OF  CURRENT   REVENUE 
For  Years  ending  September  30,  1915  and  1914. 


Hospital  Earnings  or  Operating  Earnings. 

1915 

Private  Room  Patients $37,717.98 

Board  of  Friends  of  Patients 1,362.40 

Ward  Pay  Patients 37,160.24 

Special    Nursing    38,365.20 

Out   Patient   Department 9.638.97 

Ambulance  Fees    281.00 

Telephone   Toll    - 994.37 

Bones  and  Soap  Fat  Sold 107.60 

Unclaimed     Overpayments     by     Patients,     Trans- 
ferred to  Hospital  Earnings 96.78 

Unclaimed  Wages  Transferred  to  Hospital   Earn- 
ings      149-44 

Miscellaneous    443.04 

Total  Hospital  Earnings $126,317.02 


1914 

$32,589.40 

751.50 

36,627.00 

30,769.90 

11,603.27 

224.50 

683.34 

179.65 

213.93 

85.87 
432.65 

$114,161.01 


Other  Revenue  or  Income. 

1915 
Donations  from  Individuals  to  Meet  Current  Ex- 
penses      $21,703.82 

Donations    from    Churches    to    Meet    Current    Ex- 
penses      5,630.58 

Donations,   Special   2.944.57 

Special  Donation  Toward  Purchase  New  Hospital 

Site    85,000.00 

Income  from  Investments  held  in 

Endowed    Bed    Fund 42,768.72 

EJdwin   Bancroft  Footo  Fund 6.750.00 

General    Endowment    Fund 1.245.00 

General    Fund    19,260.66 

Margaret  E.  Dows  Fund 200.00 

Fiske    Fund    3,400.00 

Margaret  A.  Jones  Fund 6,000.00 

John  Stewart  Kennedy  Fund _ 67,253.00 

Sidman   Trust   Fund 40.00 

Fund  in  Memory  John  T.  Terry 1,000.00 

Isaac  E.  Valentine  Memorial  Fund 21,83.3.88 

Moses    Weinman    Fund 200.00 

From  Fund  for  Educational  and  Scientific  Work..  58,223.45 

Income  from  Estate  Andrew  J.  Garvey 

Income  from  Premises  67th  and  68th  Street  and 

Avenue  A    8,790.90 

Interest  on  Cash  Balances  in  Bank 4,654.63 

Interest  on  Unpaid  Legacies 3,955.42 

Total  Othee  Revenue  or  Income $360,854.63 


1914 

$23,452.50 

5,386.32 
2,292.98 


39,542.53 

6.481.25 

1,136.39 

11,330.92 

200.00 

3.400.00 

6,000.00 

67,559.00 

40.00 

500.00 

23,240.00 

200.00 

54,263.73 

264.92 

9.004.80 
923.40 


$255,218.74 


Note:     During  the  years  ending  September  30.  1915  and  1914,  unre- 
stricted legacies  received  were  credited  direct  to  General  Fund  Account. 
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COMPARATIVE  STATEMENT  OF  CURRENT  REVENUE— Continued. 


Appropriations  from  Special  Funds  to  Meet  Current  Expenses. 

1915 

The  Mrs.  Frederic  Baker  Pathological  Dept.  Fund  $43.43 

C.  K.  Briddon  Gold  Medal  Fund 40.00 

Dortic  Memorial  Fund 1,154.27 

Mrs.  David  Dows  Fund 485.93 

East  River  Homes  Fund 5,848.48 

Flower  Fund    150.00 

Fresh  Air  Fund 

The  Katie  Geitz  Fund 1,788.47 

Holiday   Cheer   Fund 835.88 

House  StafiE  Entertainment  Fund 136.85 

House  Staff  Library  Fund 

Kinderfest   Fund    1,683.87 

John  Stewart  Kennedy  Fund 1,000.00 

Nurses'    Cheer   Fund 347.38 

Out  Patient  Department  Fund 13.00 

Patients'   Cheer  Fund 66.86 

Patients'  Relief  Fund 714.13 

Room  J.  Trust  Fund 

Fund  in  Memory  Clara  Alsop  Russell 607.95 

Dr.  Henry  B.  Sands  Fund 

Sarah  Sanford  Fund 720.00 

School  of  Nursing  Library  Fund 3.72 

H.   Smith  Periodical  Fund 46.55 

Special  Visiting  Nursing  Relief  Fund 126.63 

The   Mrs.    W.    K.    Vanderbilt   Fund   for   Visiting 

Nursing    9,821.75 


Total   Appbopeiations   feom    Special   Funds 

TO  Meet   Cubeent   Expenses $25,635.15 


Grand  Total  Cueeent  Revenue $512,806.80 

Excess     Cueeent    Expenses    Ovee    Cueeent 
Revenue   


Total   _ $512,806.80 


1914 

$362.09 

40.00 

944.96 

1,098.00 
120.00 
154.00 
194.81 

2,133.23 
769.97 

78.00 
1,562.66 

400.53 

181.27 

819.44 

489.60 

1.25 

162.26 

413.50 

25.00 

46.90 

586.00 

9,966.57 


$20,550.04 

$389,929.79 

24,825.75 

$414,755.54 


Note  :    For  the  purposes  for  which  the  above  Funds  are  used  see  pages 
27  and  28. 
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Statement! 

Scientific  or 

Corporation  Expenses). 

1 
i 

C 

Visiting 
Nursing 

Educational 
and  Scientific 
Work 

Total 

Administration 
Supt.  of  Nurses, 

.5% 
$148.71 

.5% 
44.47 

8.8% 
$2,617.26 

$29,741.61 
8,893.63 

Physician 

.... 

8.00 

Anaesthetist    . . . 

. . .. 

950.00 

Nurses    

. . .. 



11.702.32 

Special  Nurses  . 

.  • .. 

33,152.36 

Orderlies    

.  • .. 

6,964.20 

Ward  Employees 

. . .. 

3,199.11 

Equipment  for  1^ 

.5% 
21.54 

4,308.42 

Pharmacy  Salarii 

1% 
42.34 

4,233.61 

Medical  and  Surg 

1% 
296.90 

29,690.27 

Out-Patient  Depl 

.... 

11,101.46 

Visiting  Nursing 

14,076.89 

14,076.89 

Roentgen  Ray  Se 

2,75957 

6,899.43 

Photographic  Ser 

.... 

Ai% 

1,967.73 

Ambulance   

417.86 

Pathological  Labi 

25% 
6,262.'51 

25,050.07 

Housekeeping  . . 

.5% 
169.36 

33,872.85 

Kitchen^ 

Sk 

10,372.21 

®i|f  Prpabgtprian  ||napital  in  ttjp  Olttg  of  Nem  fork 

Statement  Showing  Method  of  Figuring  "Cost  per  Patient  per  Day"  for  Year  Ending  September  30,  1915  (Not  Including  Educational  and  Scientific  or  Corporation  Expenses) 


Operating  Expenses 


Administration    

Snpt.  of  Nurses,  Assistants  and  Instructors. 
Fbyslcian   


Private  Room 
Patient 


Special  Nurses 


Ward  Employees  

Equipment  for  Nurses. 


Pharmacy  Salaries  and  Wages 
Medical  and  Surgical  Supplies  . 


Out-Patlent  Department   

Visiting  Nursing   

Roentgen  Ray  Service 

Photographic  Service  

Ambulance  

Pathological  Laboratory   

Housekeeping  

Kitchen  

LaunBry    

Steward's  Department  

Educational  and  Scientific  Work. 
General  House  and  Property 


Total    Operating    Expenses 

Total  Patient  Days  Treatment  and  Visits. 
COST   


10% 

$2,974.16 

11% 

978.30 


20% 

190.00 

actual   cost 

1,762.70 

actual  cost 

27,132.00 

actual    cost 

1,186.12 

actual  cost 

564.00 

6.5% 

280.05 

10.3% 

436.06 

10.3% 

8,058.10 


actual  cost 

34.82 

10.3% 

2,580.16 

ICE 

3,556.65 

10.5% 

1,089.08 

10.5% 

1,151.85 

20% 

16,998.93 


9.5%, 
3,982.89 


Cost  per  Pri- 
vate Room  Pa- 
tient per  Day 
In  Cents 


$08,182.35 
8,534 


34.6 
11.5 

2.2 
20.7 
318. 
14. 

6.6 


.7 
30.2 
41.7 
12.8 
13.5 
199.2 


$7.99 


Ward 
Patlenta 


67% 

$19,926.88 

73.5% 

6,636.82 

actual  cost 

8.00 

80%, 

760.00 

actual  cost 

9,939.62 

actual  cost 

6,020.36 

actual  cost 

5,778.08 

actual  cost 

2,635.11 

3,79lll 
38.7% 
1,638.41 


1,586.87 

04% 

1,259.35 

ictuai  cost 

363.54 

54.  •; 

13,702.39 

'9%, 

26,759.55 

79% 

8,194.0E 

79%, 

8,666.32 

76%, 

64,595.94 


$230,140.63 
72,077 


Cost  per 

Ward  Patient 

per  Day  In 

Cents 


2.2 

1.8 
.5 
19. 
37.1 
11.3 
12. 


Out-Patlent 
Department 


Visiting 
Nursing 


13.7%, 
$4,074.60 
15%  I 
1,334.04 


.5% 

$148.71 

.5% 

44.47 


5% 
215.42 
5U% 
2,116.801 

34%, 
10,094.69 

11,101.46 


.5% 
21.54 

1% 
42.34 

ir 

296.90 


2,505.m 

3,387l9 

1,0^2 

1,097^0 

3.5% 

2,974.81 


5.5% 
2,305.88 


$45,081.90 
83,929 
$.537 


51.'86 

42im\ 


Educational 

and  Scientific 

Work 


5,541.52 
11,650 
$1,334 


$2,617.26 


2.7^rh 

2\l% 


6,262.51 


19,970.37 

8.8% 

3,689.42 


$29,741.61 

8,893.63 

8.00 

950.00 

11.702.32 

33,152.36 

6,964.20 

3,199.11 

4,30a42 

4,233.61 

29.690.27 

11,101.46 

14,076.89 

6,899.43 

1,967.73 

417.86 

25,050.07 

33,872.85 

10,372.21 

10,970.02 

84,994.85 

19,970.37 

41,925.17 
5394,402.24 


Patlmtl  frca"'d^  ""^  Operating  Room  Nurses  and  Operating  Room  Orderlies  are  distributed  In  proportion  to  the  numbers  of  Private  Room  Surgical  Patients  and  Ward  Surgical 

METIIOn   OF  FlOUBINO   COST  OF   DIFFERENT   BkANCHES    OF   THE    SeEVICE  • 

vlMea^nutw  ]^.^T '^^  1^^  ^^^''^^^^^l"^^"''?^*''^  °' ^^^^^  Ward  Patients,  Private  Room  Patients,  Out-Patlent  Department  Patients  or  Patients 

such  servlnp  „n,i  ?r^^L!.„/°H       i;^  ^1^       ^^""^^  "'  "^^  ^^"'''^''  "^'"^  salaries  and  wages  of  all  persons  employed  exclusively  in,  and  all  supplies  and  repairs  directly  chargeable  to 
may  con«ttlp'r  mn=f  fPi?  «  "I  ,®''  Operating  expenses  which  contribute  to  the  cost  of  tUe  different  branches  of  service  in  such  proportion  as  the  Superintendent  and  his  Assistants 

Istratlon  E^nP,  «»  pin?  »  f  ™f  ^  consideration  of  the  local  conditions,  which  are,  of  course,  subject  to  change  from  time  to  time.  In  determining  the  relative  proportion  of  Admlu- 
percentaee  c  nr™rV  // w„ .,,?." I-  f®  "  /i"  ^"f^"  housekeeping,  Kitchen,  etc.,  not  including  the  amounts  directly  chargeable  to  Out-Patient  Department  and  Visiting  Nursing,  th° 
Instance  the  fn^tfwn^l.  Patients  and  to  Private  Room  Patients  is  based  upon  the  number  of  days'  treatment  furnished  in  each  service,  modified  by  well  known  facts;  for 
tlon  of  It  cmtrvor,  n„L?,  ^  Toom  patient  requires  more  professional  care  than  necessary  if  he  were  located  In  a  ward;  also,  the  important  fact  that  his  food  and  the  prepara- 
Is  based  upon  the  rpl«t^»  TmI  nnnf  f"  ?  .„  ''''"'^  ^^''''l"-  '^''^  distribution  of  the  cost  of  General  House  and  Property  Expenses  among  the  different  branches  of  the  service 
uasea  upon  the  relative  cubic  contents  of  those  parts  of  the  buildings  occupied  by  each  of  the  Ave  services  mentioned, 
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COMPARATIVE    BALANCE    SHEET   FOR   YEARS   ENDING 
SEPTEMBER   30,    1915    and    1914 

Capital  Assets. 

1915  1914 
Hospital  Peopebties  and  Equipments  : 

Sites  and  Grounds $1,881,955.54  $1,796,250.00 

Buildings    1,011,471.57  1,025,757.66 

Furniture  and  Fixtures 63,669.38  63,740.35 

Machinery  and  Tools 52,601.75  52,970.26 

Apparatus   and    Instruments 14,883.94  14,699.66 

INTESTMENTS  : 

Mortgages   Receivable    188,548.92  251,977.50 

Bonds    2,575,508.28  2,430,242.79 

Stocks    1,085,304.98  1,029,361.10 

Real  Estate  7,771.78  7,771.78 

Notes  Receivable   283,478.09  278,637.23 

Total  Capital  Assets $7,165,194.23  $6,951,408.33 

Current  Assets, 

Treasurer's  Accounts  Receivable $5,304.51  $4,518.48 

Superintendent's  Accounts  Receivable 791.26  666.56 

General  Material  on  Hand 48.52 

Cash  in  Hands  of  Treasurer 504,461,06  15,296.70 

Cash  in  Hands  of  Superintendent 6,201.19  13,372.07 

Interest  Purchased 4,00 

Prepaid   Insurance    4,522,53  5,980.65 

Total  Cuebent  Assets $521,284.55  $39,882.98 

Geand    Total   Assets $7,686,478.78  $6,991,291.31 

Deficit    104,875.29  140,194.06 

Total    $7,791,354.07  $7,131,485.37 

Capital  Liabilities. 

1915  1914 
Capital     Account      (Hospital     Properties     and 

Equipment)    $3,024,582.18  $2,953,417.93 

Endowed  Bed  Fund 951,000.00  905,000.00 

Partly   Endowed   Bed    Fund 24.712.99  18,867.20 

General  Endowment  Fund 30,083,75  30,083.75 

General    Fund    856,404.74  373,396.58 

Fiske  Fund   60,000.00  60,000.00 

Edwin   Bancroft  Foote   Fund 152,453.81  152,453.81 

Margarette  A.    Jones   Fund 144,372.84  144,372.84 

John  Stewart  Kennedy  Fund 1,425,035.04  1,426,035.04 

Sidman  Trust  Fund 1,000.00  1,000.00 

Fund  in  Memory  John  T.  Terry 23,000.00  23,000.00 

The  Isaac  E.  Valentine  Memorial  Fund 746,907.64  748,500.00 

Moses  Weinman  Fund 5,000.00  5,000.00 

The  Mrs.  Frederic  Baker  Pathological  Depart- 
ment  Fund    5,224.71  5,068.14 

C.  K.  Briddon  Gold  Medal  Fund 1,000.00  1,000.00 

Dortic  Memorial   Fund 108,591.55  105,745,82 

Mrs,  David  Dows  Fund 7,793,87  7,829,80 


24  BEa>OBT   OF   THE   TBEA8UBEB. 

COMPARATIVE    BALANCE    SHEET   FOR  YEARS    ENDING 
SEI^EMBER  30.  1915  and  1914— Continued. 

Capital  Liabilities — Continued 

1915  1914 

Margaret  E.  Dows  Fund 5,000.00  5,000.00 

East  River  Homes  Fund 7,031.52  3,880.00 

The  Katie  Geitz  Fund 2,937.74  1,102.23 

Holiday   Clieer  Fund 476.18  442.56 

House  Staff  Entertainment  Fund 96.15 

House  Staff  Library  Fund 100.00 

Dr.  Francis  P.  Kinnicutt  Memorial  Fund 51.553.19 

Room  J.  Trust  Fund 5,267.78  5,067.78 

Kinderfest  Fund   116.95  201.36 

Nurses'  Cheer  Fund *47.91  99.47 

Patients'   Cheer   Fund 451.87  318.73 

Patients'  Relief  Fund 1,011.91  885.30 

Fund  in  Memory  Clara  Alsop  Russell 402.85  1,998.75 

Sarah  Sanford  Fund 66.50  186.50 

School  of  Nursing  Library  Fund 16.28  20.00 

School  of  Nursing  Scholarship  Fund 503.10  503.10 

George  H.  F.  Schrader  Fund 9,650.00  9,650.00 

H.  Smith  Periodical  Fund 8.97  5.52 

Special  Relief  Fund  for  Sick  Nurses 50.00  50.00 

Special  Visiting  Nursing  Relief  Fund 88.63 

Tompkins   Fund    8,237.50  8,237.50 

The  Mrs.  W.  K.  Vanderbilt  Fund  for  Visiting 

Nursing    2,102.93  1,924.68 

Wall   Fund    91,000.00  91.000.00 

Charles  S.  Ward  Fund 1,202.67  1,142.67 

Frances  Swan  Welles  Fund 10,000.00  10,000.00 

Total   Capital  Llabilities $7,764,399.30     $7,102,575.69 

♦1915  Debit  balance. 

Current  Liabilities. 

Advance  Payments  by  Patients $693.45  $961.60 

Overpayments  by  Patients 115.79  150.50 

Unclaimed  Wages   490.03  338.82 

Audited  Vouchers  Unpaid  or  Accounts  Payable  25,655.50  27,458.76 

Total  Cubeent  Llabixities $26,954.77  $28,909.68 

Gband  Total  Llabiltties $7,791,354.07     $7,131,485.37 


Note:  In  order  to  make  proper  allowance  for  depreciation  during  the 
fiscal  year  ending  September  30,  1915.  the  Board  of  Managers,  at  their 
meeting  October  13,  1915,  directed  that  the  following  amounts  be  charged 
off  the  accounts  mentioned : 

Buildings  Account  {iy2%  of  book  value) $15,403.12 

Furniture  and  Fixtures  Account  (11/2%  of  book  value) 969.58 

Machinery  and  Tools  Account  (5%  of  book  value) 2,768.51 

Apparatus  and  Instruments  Account  (5%  of  book  value) 783.37 

Total   $19,924.58 

The  above  amounts  were,  therefore,  charged  off  and  Capital  Account 

which  represents  the  total  book  value  of  the  Hospital  Properties  and  Elquip- 

ment,  has  correspondingly  been  debited  with  $19,924.58. 
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Purposes  toe  Which  Income  oe  Peincipal  of  Eeseeve  Funds 

Is  Used. 

Endowed  Bed  Fund,  Geneeal  Endowment  Fund,  Fiske  Fund, 
Edwin  Banceoet  Foote  Fund,  Maegaeette  A.  Jones  Fund,  John 
Stewaet  Kennedy  Fund,  Sidman  Teust  Fund,  Fund  in  Memoey 
John  T.  Teeey,  The  Isaac  E.  Valentine  Memoeial  Fund,  and 
Moses  Weinman  Fund.  The  income  from  investments  held  in  these 
funds  is  applied  toward  the  current  expenses  of  the  Hospital. 

Geneeal  Fund  Account.  Unrestricted  legacies  received  during 
the  past  four  years  have  been  credited  to  this  account.  It  is  intended 
to  use  the  income  of  this  fund  to  partly  meet  the  current  expenses 
of  the  Hospital  and  to  draw  on  the  principal,  when  necessary,  to  meet 
capital  expenditures  not  otherwise  provided  for. 

The  Mes.  Feedeeic  Bakee  Pathological  Depaetment  Fund. 
The  income  from  investments  held  in  this  fund  is  used  to  supply 
books,  periodicals,  and  instruments  for  use  in  the  Pathological  Lab- 
oratory and  the  principal  of  this  fund  may  also  be  used  for  this 
purpose. 

Chaeles  K.  Beiddon  Gold  Medal  Fund.  The  income  from 
investments  held  in  this  fund  provides  the  Dr.  C.  K.  Briddon  Gold 
Medal  which  is  competed  for  every  two  years  by  members  of  the 
alumni  of  The  Presbyterian  Hospital,  who  write  essays  requiring 
original  research. 

DoETic  Memoeial  Fund.  The  income  from  investments  held 
in  this  fund  is  applied  toward  the  current  expenses,  account  main- 
tenance of  a  convalescent  home  in  connection  with  the  Hospital. 

Mes.  David  Dows  Fund.  The  income  from  investments  held 
in  this  fund  is  used  to  purchase  scientific  instruments  for  use  in  the 
Hospital  for  the  study  or  cure  of  disease. 

Maegaeet  E.  Dows  Fund.  The  income  from  investments  held 
in  this  fund  is  applied  toward  the  current  expenses  of  the  School 
of  Nursing. 

East  Rivee  Homes  Fund.  This  fund  is  to  be  used  through  the 
Out-Patient  Department  to  defray  the  expenses  of  tubercular  work 
for  indigent  persons  who  are  residents  of  the  City  of  New  York. 

Flowee  Fund.  This  fund  is  used  to  meet  the  cost  of  filling 
and  maintaining  flower  boxes  throughout  the  Hospital. 

The  Katie  Geitz  Fund.  This  fund  is  used  to  meet  expenses 
for  supplying  milk  and  eggs  to  tubercular  patients  in  their  homes. 

Holiday  Cheee  Fund.  This  fund  is  used  to  provide  decora- 
tions, entertainments,  presents  or  other  holiday  cheer  throughout  the 
hospital  to  patients,  staff,  nurses  and  employees. 

House  Staff  Libeaey  Fund.  This  fund  is  used  to  provide 
medical  periodcals  and  books  for  the  House  Staff  Library. 

De.  Feancis  p.  Ejnnicutt  Memoeial  Fund.  This  fund  is 
to  defray  the  cost  of  a  Medical  Ward  in  the  new  Presbyterian  Hospital 
Buildings,  which  it  is  expected  will  be  erected  in  the  near  future. 
The  income  from  this  fund  is  added  to  the  principal. 
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Kjnderfest  Fund.  This  fund  is  used  for  the  support  of  chil- 
dren of  tubercular  parents  in  the  country  during  the  summer  months. 

Patients'  Relief  Fund.  This  fund  is  used  to  meet  expenses 
account  special  relief  for  patients  in  the  Visiting  Nursing  Department 
which  expenses  are  not  directly  chargeable  to  the  Mrs.  W.  K.  Vander- 
bilt  Fund  for  Visiting  Nursing. 

Room  J  Trust  Fund.  The  income  from  investments  held  in 
this  fund  is  used  to  provide  delicacies  and  extra  nursing  for  patients 
occupying  Room  "J.'' 

Fund  in  Memory  Clara  Alsop  Russell.  This  fund  is  to  be 
used  to  purchase  apparatus  for  the  study  and  treatment  of  patients 
suffering  from  heart  trouble. 

Sarah  Sanford  Fund.  This  fund  is  used  to  provide  temporary 
relief  to  unobtrusive  suffering  endured  by  industrious  or  worthy  per- 
sons, tending  to  restore  the  recipient  to  self-support. 

School  of  Nursing  Library  Fund.  This  fund  is  used  to  pro- 
vide periodicals  and  books  for  the  School  of  Nursing  Library. 

School  of  Nursing  Scholarship  Fund.  This  fund  is  used  to 
provide  scholarships  for  the  pupil  nurses  in  the  School  of  Nursing. 

H.  Smith  Periodical  Fund.  This  fund  is  used  to  provide 
periodicals  for  the  wards  of  the  Hospital. 

Special  Relief  Fund  for  Sick  Nurses.  This  fund  is  used  to 
provide  relief  for  sick  graduate  nurses. 

Special  Visiting  Nursing  Relief  Fund.  This  fund  is  used 
by  the  Visiting  Nurses  for  three  purposes,  t.  e. :  First,  loans  to  needy 
families  to  pay  rent;  second,  temporary  aid  for  the  unemployed; 
third,  to  send  mothers  and  children  to  the  country. 

The  Mrs.  W.  K.  Vanderbilt  Fund  for  Visiting  Nursing. 
This  fund  provides  the  salary  of  one  graduate  nurse  as  instructor, 
and  the  maintenance  and  equipment  of  three  pupil  nurses  engaged 
in  visiting  nursing.  It  also  provides  the  salary  of  one  graduate  nurse 
for  tubercular  work  and  one  graduate  nurse  for  social  work. 

George  H.  F.  Schrader  Fund,  Tompkins  Fund  and  Wall 
Fund.  The  income  from  each  of  these  funds  is  paid  to  a  beneficiary 
during  the  latter's  life,  and  thereafter  becomes  the  property  of  the 
Hospital. 

Charles  S.  Ward  Fund.  The  income  from  this  fund  is  added 
to  the  principal  and  set  aside  for  the  purpose  of  making  up  any 
deficiency  which  may  exist  by  reason  of  administration  expenses,  etc., 
in  a  trust  fund  of  $10,000  bequeathed  to  the  Hospital  by  the  late 
Charles  S.  Ward  to  endow  in  perpetuity  two  beds  in  the  Hospital,  one 
in  memory  of  himself  and  one  in  memory  of  his  friend,  Sophia  L. 
Kinman,  deceased,  which  trust  fund  is  subject  to  the  life  estate  of  a 
nephew. 

Frances  Swan  Welles  Fund.  The  income  from  investments 
held  in  this  fund  is  used  to  brighten  and  cheer  the  lives  of  trained 
nurses  employed  from  time  to  time  in  the  Hospital ;  also  to  brighten 
and  cheer  the  lives  of  patients  in  the  general  wards  of  the  Hospital. 
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DONATIOJ^S  FEOM  INDIVIDUALS 
For  the  year  ending  September  30,  1915 


A  Friend    $10.00  • 

A   Friend  10.00  '< 

A  Friend   500.00  ! 

Abraham,  Ludolph  H 10.00 

Aehelis,  John  20.00 

Adler,  Morton  L 10.00  | 

Aldrieh,  William  Patae 5.00  j 

Anderson,  Archibald  J.  C . . .  10.00  I 

Anonymous   50.00  i 

Anonymous  20.00  | 

Anonymous   3.00 

Anonymous   1.00 

Anonymous   1.00 

Anonymous   1.00 

Anonymous   1.00 

Anonymous   2.00 

Anonymous    10.00 

Anthony,    E.    G 5.00 

Archer,  Mrs.   L.  F 10.00 

Arend,    Francis    J 75.00 

Arnold,  Miss  Charlotte  B . .  2.00 
Arnstein,  Mrs.  Eugene  A . . .  10.00 
Aspegren,  John,  through  N. 
Y.  Produce  Exchange  Re- 
lief  Committee    10.00 

Auchincloss,  Mrs.  Hugh  D . .  50.00 

Auchincloss,  J.  Winthrop . . .  20.00 

Auchmuty,  Mrs.  Richard  T.  25.00 

Avery,    Samuel  Putnam ....  25.00 

Bachmann,   Norbert   H 10.00 

Baird,  Charles  100.00 

Baker,   Mrs.   Henry   M 25.00 

Balfour,  Williamson  &  Co . .  50.00 

Ballard,   Edward  L 10.00 

Batjer,   Henry    15.00 

Battle,  Mrs.  George  Gordon.  1.00 
Bauchle,  Mrs.  Thomas  H.,  in 
Memory    of    Thomas     H. 

Bauchle    25.00 

Baumert,  Frank  J 25.00 

Beatty,  William    10.00 

Becker,  Adolph   5.00 

Beer,   Mrs.   J 5.00 

Bell,  Mrs.  Gordon  Knox 10.00 

Beller,  Abraham   5.00 

Belloni,  Mrs.  Louis  J 10.00 

Belloni,  Miss   Sadie  H 10.00 

Beresford,  John  George 25.00 

Bernheimer,  M.  A 10.00 

Betsch,  Wm.  G.  L 25.00 

Bevier,  Miss  Katherine ....  5.00 

Bierstadt,  Mrs,  Albert 100.00 


Bisset,    Thomas    B 10.00 

Blagden,  Mrs.  S.  P 10.00 

Blair,  J.  Insley 20.00 

Blake,  Henry   15.00 

Blanchard,  Mrs.  John  F 25.00 

Block,    Henry    lO.OO 

Blumhardt,   Mrs.   E.   U.   I . .  5.00 

Booth  &  Company 15.00 

Borg,  Simon,  &  Company . . .  10.00 

Borgfeldt,  George,  &  Co 50.00 

Boynton  Furnace  Co 1.00 

Brady,  James  B 25.00 

Brandeis,  Mrs.  Edith  D 5.00 

Brewster,    Mrs.    Benjamin..  100.00 

Brewster,  Mr.  George  S 250.00 

Bridge,  Mrs.  William  F 50.00 

Brinkerhoff.  Mrs.  Emily  A.  100.00 

Bristol,  John  I.  D 5.00 

Brokaw  Brothers    100.00 

Brooks,   Miss  Bertha   G 5.00 

Broughton,  Mrs.  Urban  H. .  50.00 

Brown,  Mrs.  J.  Crosby 25.00 

Brown,  M.  Bayard 500.00 

Brown,   Miss   Stewart 10.00 

Brown,  Thatcher  M 25.00 

Brown,  Rev.  William  Adams  10.00 

Bruen,    Alexander   J 25.00 

Buchtenkirch,  Herman    ....  5.00 

Bulkley,  Edwin  M 150.00 

Bulkley,  Mrs.  Edwin  M 50.00 

Burns,    Sidney   H 5.00 

Butler,  Willard  Parker 5.00 

Buttenweiser,  Joseph  L 10.00 

Butterfield.   Fred,   Co..   Inc.  25.00 

Byrd,    William    10.00 

Camp,   Mrs.  W.  H 5.00 

Carey,    Samuel    10.00 

Carter.   Mrs.  Aaron 10.00 

Cash,  "C.  W." 10.00 

Cash  from  a  Friend 25.00 

Child,  Mrs.  Lewis  P 5.00 

Childs,  Mrs.   Childe  H 5.00 

Chubb,  Mrs.  Thomas  C 10.00 

Clark.    J.    William 100.00 

Clark,  William  A 25.00 

Clausen,  George  U 10.00 

Close,  Walter  H 10.00 

Clough.  Col.  W.  P 50.00 

Cohn,   Louis    2.00 

Cole,  Dr.  and  Mrs.  Rufus. .  25.00 

Colgate,   William    100.00 

Coe,  George  S 5.00 
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DONATIONS   FROM   INDIVIDUALS— Co/jfrni/ed 


Ferguson,  Robert   

Ferguson,    Mrs.    Robert,    iu 

Memoriam    

Fibel,    Mrs.    Jacob 

Flagler.  Miss  A.  C 

Fletcher,    Isaac    D 

Foote,  Mrs.  Frederick 

Ford,   James  B 

Forsch,  Mrs.  Ferdinand.... 
Fowler,  Thomas  Powell .... 

Fraser,  Miss  Jane  K 

Fraser,  Miss  S.  Grace 

Friedman,  Lewis 

Friend.    "Miss  A."    

Friend,    "Mr.    L." 

Friend,  "Mrs.  L." 

Friend  in  memory  of  Andrew 

J.  McCosh,   M.  D 


Cohen,   Jacob   D 

1.00 

Cohn,    Julius    

25.00 

Coude,  Jacob   

10.00 

Cook,  Mrs.  Charles  T 

10.00 

Cornell,    Rev.    John 

1.00 

Coster,  Mrs.  Charles  H 

25.00 

Crimmins.  Thomas   

25.00 

Cross,  Mrs.   John  W 

10.00 

Dana,   Mrs.  Charles  A 

10.00 

Davis,  Mrs.   Edward 

1.00 

Day,  Mrs.  Henry  Mills 

10.00 

Day,    H.    V 

10.00 

De  Forest,  Henry  W 

50.00 

De  Forest,  Robert  W 

100.00 

de  Gersdorff,  George  B 

10.00 

De  Klyn,  Benjamin  F 

25.00 

Delafield.  Maturin  L 

25.00 

Delano,   Moreau    

250.00 

Demarest,    A.    G 

2.00 

Despard.   Walter  D 

10.00 

Dilworth,    Joseph    R 

50.00 

Dirigo  Lodge  No.  30,  F.  and 

A.   M 

25.00 

District  Grand  Lodge  No.  1, 

Independent    Order    Free 

Sons  of  Israel 

50.00 

Dodge.    Cleveland    H 

100.00 

Donovan,   Mrs.    Mary  T.  . . . 

10.00 

Drakenfeld.  Mrs.  Elizabeth. 

10.00 

Dreyfuss.    Mrs.    Ludwig     . . 

25.00 

Duffy,  Mrs.  Jane  E 

15.00 

Dutton,  Mrs.  Augusta  Tem- 

ple     

5.00 

Duvall.  William  C 

2.00 

Dyer,  Mrs.  Philip  S 

5.00 

"E.   F.   E.    P." 

50.00 

Eastman.    Joseph    

100.00 

Eder.  Mrs.  Lizzie 

15.00 

Effinger,   .John  C 

5.00 

Egbert,  Mrs.  James  C 

5.00 

Eidlitz,    Marc.   &    Son 

50.00 

Eidlitz,  Robert  James 

50.00 

Eimer,  Mrs.  August 

5.00 

Eldridge,  Roswell   

100.00 

Elliman.  Mrs.  Douglass  L. . 

15.00 

Elliott,   Samuel    

50.00 

Emerson.  Mr.  &  Mrs.  Wm . . 

100.00 

Erstein,    Max     

10.00 

Ettlinger,   Louis    

10.00 

Falk.   Mrs.  Arnold 

10.00 

Falkenau.  Arthur   

5.00 

Farragut.  Loyall   

10.00 

10.00 

Ferguson.    Donald    Ross,    in 

Memoriam  

5.00 

"G.    B.    J." 

Gallatin,    Mrs.   Frederic... 

Gambler,    Edward   V 

Gerrish.  Mrs.   Frank  Scott. 

Gibbs,   George    

Gibson,  Capt.  Francis  M... 

Goetz,  Mrs.  Joseph  A 

Goldberg,  Benjamin  

Goldberg.  Samuel  W 

Goldman.  Mrs.  Anna 

Goldschmidt.  H.  P 

Goldstein.    Seig    

Goodwin,  James  J 

Gorham,  Francis  G 

Gottheil,  Paul    

Grant,  Mrs.   Hugh  J 

Graydon,    Mrs.   Clendenen . . 

Grebenstein,   Charles   H 

Green.  Mrs.  Geo.  Walton. . . . 

Grundner.  Max   

Guinzburg,  Mrs.  Victor 

Gunther,  Mrs.  Franklin  L.. 

Gutman,    Mrs.   Mayer 

"H.  B."    

Hage,  John  D 

Hall.  Frank  A.,  &  Sons 

Hamersley.    L.   Gordon 

Hardenbergh,  Thom.TS  E. . . . 

Harkness,  Edward  S 

Harmon.  Mrs.  Frank  D 

Harris,  Forbes  &  Co 

Havemeyer,  Mrs.  H.  O 

Havens     Relief     Fund     So- 
ciety    

Haviland  &  Co 

Hawk    &   Wetherbee 

Hecht,  Jacob   


25.00 

5.00 

5.00 

100.00 

10.00 

3.00 
500.00 

5.00 
25.00 
20.00 
20.00 
25.00 
10.00 
10.00 
10.00 

5.00 

10.00 

lOO.Op 

5.00 

5.00 

50.00 

2.00 

500 

10.00 

5.00 

3.00 

25.00 

10.00 

100.00 

5.00 

20.00 

25.00 

10.00 

30.00 

2.00 

10.00 

5.00 

20.00 

5.00 

5.00 

5.00 

5.00 

100.00 

5.00 

500.00 

.     25.00 

150.00 

50.00 

3.500.00 

25.00 

10.00 

5.00 
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Hecht,  Solomon 

5.00 

Heilbroner,  Samuel    

10.00 

Helmerdinger,   Geo.   C,   Co. 

5.00 

Heinemann,  Herman 

10.00 

Hencken,  Hancke   

10.00 

Henry,    Mrs.    Franklin    Syl- 

vester    

10  00 

Henry,  William  

10.00 

Hansel,  Mrs.  Caroline 

3.00 

Hermann,  Mrs.  Ferdinand.. 

10.00 

Herschman  &  Bleier 

10.00 

Hess,  Simon  

10.00 

Hetherington  &  Co 

5.00 

Hewitt,    C.    M 

100.00 

Hewitt,   H.   H 

100.00 

Heymann,  Charles  E 

3.00 

Hildesheimer,   Joseph    

2.00 

Hoagland,  Mrs.  Joseph   C . . 

25.00 

Hodgson,  Edwin  A 

2.00 

Hoe,  Mrs.  Richard  March . . 

25.00 

25.00 

Holliday,  Rev.  William  A.. 

20.00 

Hollister,  Mrs.  Henry  A 

5.00 

Holmes,    Edwin   T 

50.00 

Holt,  Charles  

10.00 

Holter,  Mrs.  Edwin  Olaf . . . 

10.00 

Hubbard,  Mrs.  Thomas  H.. 

5.00 

Huntington,      Samuel      Van 

Vechten    

10.00 

"I.  C.  G." 

1.00 

In  loving  memory  of  George 

W.   Thedford    

10.00 

In  Memory  "K.  J.  B." 

25.00 

Inman,  Miss  Willie  Lee 

20.00 

Inslee,   Edwin  W 

25.00 

Jacobus,  Emanuel  

2.50 

James,  Mrs.  D.  Willis 

1.000.00 

James,  Mrs.  Walter  B 

100.00 

Jansen,   Mrs.  Edward 

5.00 

Jarvie,    James   N 

100.00 

Jenkins,   Alfred  B 

50.00 

Jennings,  Miss  Annie  B 

100.00 

Jennings,  Michael  J 

5.00 

Jennings,  Mrs.  Oliver  G . . . . 

50.00 

Jennings,  Mr.  &  Mrs.  Percy 

H 

10  00 

Jennings,  Walter 

50.00 

Johnston,  J.  Herbert 

25.00 

Jones,  Albert  H 

10.00 

Kahnweiler,  Louis   M 

2.00 

Kastor,  Adolph,  &  Bros 

10.00 

Kaufmann,  Otto   

5.00 

Kaufmann,   Mrs.   Rosalie. . . 

5.00 

Kayser,   Mrs.    Julius 

5.00 

Kempner,  Ignatz  

2.00 

Keyser,   Mrs.   J.   Therese. . . 

100.00 

Kllner,   Mrs.    Samuel  E 

25.00 

King,   George   Gordon 

125.00 

King,  John  Alsop 

20.00 

Kingsley,    William    M 

25.00 

Kingsley,  W.   S 

5.00 

Kissam,  Mrs.  Charles  T 

10.00 

Klaber,  James   

10.00 

Klein,    Charles  T 

5.00 

Knoche,    Godfrey    

10.00 

Kohlman,  Charles  

10.00 

Kohlmeier,  J.  M 

10.00 

Kohnstamm,     Leo,     Edward 

and    Joseph    

25.00 

Kountze,  Mrs.  Augustus 

30.00 

Kraus,    Samuel    

10.00 

Kress,   Samuel  H 

2.00 

Kronthal,   Leon  H 

10.00 

Kurzman,   Mrs.   Charles 

5.00 

Kuttner,   Morris    

5.00 

Lacombe,  Hon.  E.  Henry . . . 

5.00 

Lambert,    Robert    

10.00 

Langenbacher,  George  F 

10.00 

Lapham,  Mrs.  Lewis  H 

25.00 

Latimer,   Miss  Julia  W 

25.00 

Lawrence,  John  Burling 

10.00 

Lefferts,  Marshall  C 

10.00 

Lehmaier,    James   M 

10.00 

Leland,   Mr.  Amory 

20.00 

Leland,  Mrs.  Amory 

25.00 

Leland.  Dudley  R 

20.00 

Lent,  Miss  Alletta,  in  Mem- 

ory of  William  B.  Lent.. 

25.00 

Leonard,  Theodore  M 

5.00 

Levine,  Edmund  J 

10.00 

Levinson,  Charles,  in  Mem- 

ory of  Adelaid  H.  Levin- 

son   

5.00 

Lewis  &  Conger 

25.00 

Lewy,  Sigmund   

10.00 

Lincoln,  Lowell  

5.00 

Lindheimer,  Adolf 

5.00 

Littlefield,  Miss  Harriet  S. 

10.00 

Lord,  Mrs.  George  De  For- 

est, in  Memory  of  George 

De   Forest   Lord 

10.00 

Low,    Seth    

50.00 

Lueder,  August   

5.00 

"M.    S."    

100.00 

McAlpin,  George  L 

50.00 

JMcClymonds,  Mrs.  Annie  M. 

100.00 

ilcCulloh,  Mrs.  James  S 

25.00 

McKesson,  John,  Jr 

25.00 

McLean,  Miss  Genevieve. . . 

10.00 

McLean,  James   

100.00 
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Osbora,  William  Church.... 

Osterholt.   Ebler    

Padberg,  Miss  Bertha  M... 

I'earce.    William    G 

I'eckham,  Mrs.  Wheeler  H.. 

Pels,    Iwau    

Peufold,   Edmund    

Perkins,  Mrs.  George  W 

Pettigrew,   R.   H 

Pfizenmayer,  Mrs.  Chas.  F.. 
Pfizer.  Chas.,  &  Co.,   Inc.. 

Phoenix,   Lloyd    

Plant,  Albert   

Pollack,  Max    

Porter,  Mrs.  Clarence 

Post,  Mr.  Abraham   S 

Potts,   William  Rockhill 

Powers,  James  T 

Purdy,    William   Macneven. 
Putnam.  George  P 


Mackay.  Mrs.  Donald 

50.00 

Mager,  Mrs.  F.  Robert 

10.00 

Maimonides  Lodge,  No.  743, 

F.   and  A.  M 

25.00 

Mantler,  Ignatz  

10.00 

Marshall,  Louis  

10.00 

Marshall,  Miss  Margaret... 

20.00 

Marshall,  Morton  B 

3.00 

Maxwell,  Miss  Matilda 

5.00 

Mayer,   Bernhard    

10.00 

Mayer.   Edward  L 

10.00 

Mead,  Mrs.  Charles  L 

10.00 

Meighan,    Burton    G 

1.00 

Meigs,   Mrs.  Ferris  J 

10.00 

Mendelsohn,   Sigmund   

10.00 

Merriam,  Miss  Annie  L 

10.00 

Milbank,  Dunlevy  

125.00 

Milbank,    Jeremiah    

125.00 

Miller,    Henry    

100.00 

Miller,  Mrs.  S.  A 

2.00 

Mills,   Mr.   Ogden 

250.00 

Mitchell,   Mrs.   Annie   0.... 

150.00 

Mitchell,  Mrs.  John  Murray 

10.00 

Modry,   Ignatz    

10.00 

"Monsieur  X"    

25  00 

Moore,  John  Bassett 

5.00 

Moore,  Mrs.  John  Chandler. 

10.00 

Moore,   Russell   W 

10.00 

Morgan,  Mrs.  J.  Pierpont. . 

100.00 

Morganstern.  Albert  G 

5.00 

Morganthau,  Mengo  L 

5.00 

Morningstar,  J 

10.00 

Mott,  Lewis  F 

5.00 

Mott,  William  F 

10.00 

Muldoon    Brothers    

50.00 

Mulligan,   C.   R 

25.00 

Murphy,  Mrs.  John 

5.00 

Myers,  Marcus  A 

10.00 

Mygatt,  Mrs.  Minnie  H 

2.50 

Nathan,    Max    

25.00 

National  Lodge,  No.  209,  F, 

and  A.   M 

5.00 

Naumburg,  Blkan  

10.00 

Neave,   Mrs.  Charles 

20.00 

N.     Y.     Produce     Exchange 

Relief  Committee   

40.00 

Nicholson,   Miss  Agnes  W. . 

5.00 

Nicoll,    Mrs.    Benjamin 

10.00 

Ochse,   Albert,  &  Co 

6.00 

Ogden,  Charles  W 

10,00 

Ogden,  Miss  Mary  Frazier. 

10.00 

Opdycke,  Mrs.  Emerson 

10.00 

Ortgies,  Mrs.  John 

5.00 

Osborn,    Mrs.    Henry    Fair- 

field     

100.00 

Raisler,    Samuel    

Read,   William  A 

Redmond,  Miss  Emily 

Reed,  Francis  C 

Rehan,  Miss  Ada 

Reid.   Wallace    

Richard,   Miss   Elvine 

Riesenberg,  Adolph 

Riker,  Mrs.  Mary  Anna . . . . 

Riker,  William  J 

Robbins,  Miss  Harriet  L... 

Roberts,   G.  Theodore 

Robertson,  Albert  

Robertson,    Miss    Jennettee. 

Robinson,  Eli  K 

Rodewald,    Frederick   L.... 

Rogers,   Robert    

Rosenthal,    Max    

Rosenthal,  Samuel,  &  Bros. . 

Rossbach,  Jacob   

Rossiter.   Mrs.   E.   K 

Ryan,    John    D 

Ryle,   Arthur    

Sanchez,    Eugene    

Satterlee,  Mrs.  H.  L 

Santer,    Fred,    Sr 

Sawj'er,  Mrs.   Homer  E . . . . 

Scheftel,  Mrs.  Adolph 

Schiff,   Mortiraer   L 

Scholle,   Albert   W 

Schweckendieck,  William   . . 

Seeman,    Daniel    W 

Senfif,  Mrs.   Charles  H 

Sexton,  Lawrence  E 

Shallcross,  C.   F 


250.00 

5.00 

1.00 

50.00 

100.00 

2.00 

50.00 

50.00 

1.00 

10.00 

10.00 

10.00 

10.00 

10.00 

10.00 

5.00 

10.00 

5.00 

10.00 

10.00 

5.00 

100.00 

10.00 

10.00 

5.00 

10.00 

50.00 

.     10.00 

25.00 

50.00 

5.0Q 

25.00 

10.00 

10.00 

25.00 

10.00 

10.00 

20.00 

10.00 

10.00 

10.00 

100.00 

25.00 

10.00 

200.00 

3.00 

3.00 

2.00 

50.00 

10.00 

10.00 

10.00 

1,000.00 

20.00 

25.00 
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Thorne,    Jonathan    

Thome,  Mrs.  Jonathan 

Thorne,  Samuel 

Thorne,   Samuel,  Jr 

Thorne,  W.   V.   S 

Tiffany  &  Co 

Titus,    E.,    Jr 

Titus,  Mrs.  Edward  C 

Trevor,   William    

Troescher,    Anthony    F 

Trowbridge,  Frederick  K . . 
Tuckerman,  Mr.  &  Mrs.  Paul 
Turnbull,  Mrs.   Ramsay .... 

Tuska,   Benjamin    

Tuska,  Mrs.  Julia,  in  Mem- 
ory of  Morris  Tuska 

Ullman,   Sigmund   

Ulmann,   Carl   J 

Underwood,  F.  D 

Unterberg,   Israel    

Valentine,  Theodore  S 

Van  Brunt,  Mrs.  Chas.  H . . 

Van   Ingen,   Edward   H 

Veit,    Berthold    

Vietor,  Frederick,  &  Achelis 

Voltter,    Adolph    

Vondermuhll,  Alfred    


Shelline,    David    

10.00 

Simon,  Alfred  L 

10.00 

Simon,  Franklin   

10.00 

Simon.  L.  K 

2.00 

Simon,   Leo  L 

10.00 

Sloan,    Benson    Bennett 

10.00 

Sloane,    Henry   T 

150.00 

Sloane,  John 

100.00 

Smillie,   James   C 

5.00 

Smith,  Mrs.  Alfred  H 

10.00 

Smith,  Gen.  George  Moore . . 

10.00 

Smith,  Mrs.  L.  B 

10.00 

Smith,  Mrs.  R.   Lawrence . . 

5.00 

Smith,  Hogg  &  Company . . . 

200.00 

(Through  Hospital  Satur- 

day and  Sunday  Ass'n.) 

Sobotka,  Gustave   

10.00 

Society     of     the     Friendly 

Sons  of  St.  Patrick 

100.00 

Sonn,  Mrs.  Florence 

5.00 

Spier,  Mrs.  Louis  Dean 

1.00 

Spencer,    Thomas    P 

75.00 

Spitzner,   George  William . . 

50.00 

Spoiek,   Lidumil    

400.00 

Spool    Cotton    Company 

100.00 

Stadler,   Charles   A 

25.00 

Stafford,  Mrs.  WiUiam   F. . 

10.00 

Starin,  Mrs.   Charles  F 

10.00 

Starrett,  Mrs.  Milton  Gerry 

5.00 

Staudt,  John    

10.00 

Steers,  James  R 

5.00 

Steifel,  Mrs.  Samuel 

5.00 

Steinfeld,    Mrs.    Isaac 

1.00 

Steinway,   Fred  T 

20.00 

Stem,    Meyer    

10.00 

Sterry,  John  DeWitt 

25.00 

Stetson,   Francis  Lynde 

100.00 

Stettheimer,  Morris   

5.00 

Stewart,  William  R 

25.00 

Strauss,  Albert    

25.00 

Strauss,    David    R 

10.00 

Strauss,  Frederick 

25.00 

Stroock,  S.,  &  Co 

50.00 

Sturges,  Frederick,  Jr 

15.00 

Swan,    Mrs.   Lyndon    M 

5.00 

Swann,  Mrs.  Lilian  L 

5.00 

Symonds,  William  P 

15.00 

Taber,  Miss  Mary 

5.00 

Talmage,  John  F 

25.00 

Tate,  Mrs.  Margaret 

11.00 

Taylor,  Miss  Emma  F 

10.00 

Terry,    Wyllis    

25.00 

Thomas,   Leonard  M 

20.00 

Thompson,  Morris  S 

25.00 

Thorburn,  Mrs.  James  M . . . 

5.00 

Wanamaker,  John    

Ward,  Miss  Caroline  C 

Ward,   Harry   E 

Ward,  Thomas    

Watson,  Mrs.  J.  Henry 

Watts,  Mrs.  Martin  S 

Wead,  Mrs.  Charlotte  E 

Webster,    Charles    B 

Weinberg,  Emll  M 

Weinstock,  Moses   

Wells,   Henry    C 

West,  William  H 

White,  Miss  Henrietta 

White,  Horace  

White,  Thomas  R.,  Jr 

Whitehead,    A.    Pennington . 

Wightman,  Richard   

Williams,   Howard   H 

Williams,   James  D 

Williams,  Miss  Theodora  M. 

Williams,    Waldron    

Williams,  William 

Williamson,    Miss    Cornelia 


Willis,  W.  P.,  &  Co 

Wills,  Charles  T.,  Inc. 
Wilson,  Mrs.  Henry  S. 
Wilson,    Orme,    Jr.... 


100.00 
45.00 

250.00 
25.00 

250.00 
50.00 
10.00 
5.00 
10.00 
50.00 
25.00 

100.00 

5.00 

10.00 

5.00 

5.00 

10.00 

10.00 

10.00 

20.00 

1.00 

100.00 

10.00 

50.00 

10.00 

20.00 

10.00 

5.00 

5.00 

1.00 

10.00 

1.00 

5.00 

25.00 

15.00 

2.00 

100.00 

5.00 

25.00 

10.00 

25.00 

10.00 

15.00 

1.00 

5.00 

15.00 

5.00 

100.00 

10.00 

25.00 

100.00 

50.00 

5.00 
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Wiiupf heimer,  Mrs.  A.  F 5.00 

Wineburgh,  Jesse   5.00 

Winkhaus.   A.    C 10.00 

WoUT,  Miss  Dorothy  S 25.82 

Wolff.  Mrs.  Lewis  S 25.00 

Wolff,  Max   20.00 

Wolff.    Mrs.    Thcrese 2.00 

1.00 
25.00 


Wollman,    Henry    

Wright   Lumber  Company 


Wyckoff,  Mrs.  Peter  B . . 

. . .       15.00 

Wyckoff,    William    W... 

1.00 

Zehnder,    Charles    H 

. . .       25.00 

Zellenka,  Edward  

10.00 

Zoller,    Mrs.    Charles.... 

. . .       10.00 

Zollikoffer,  0.  F 

Total    

. . .       10.00 

..$21,703.82 

SPECIAL  DONATIONS 


Anonymous,  towards  the  purchase  of  the  new   Hospital  site   at 
165th     to     168th     Streets — Fort     Washington     Avenue     and 

Broadway    $85,000.00 

Anonymous,   through  Dr.  William  Darrach   lor   the  purchase  of 
one   Albee   electro   operative   bone   set    and   accessories    and 

one  Hawley  Table,  complete 413.75 

Carter,  Mrs.  Aaron,  to  endow  a  bed  for  one  year 300.00 

Clark,  Mr.  and  Mrs.  D.  Crawford,  to  endow  a  bed  for  one  year 

from  January  6,  1915 300.00 

Depew,  Mrs.  C.  Mitchell,  to  endow  a  bed  for  one  year  in  the  Chil- 
dren's Ward,  in  memory  of  Julia  Elliott  Park 300.00 

Fox,  M.  Evping  and  Family,  to  endow  a  bed  for  one  year  in  mem- 
ory of  Mrs.  Amelia  Vultee  Fox 300.00 

"G.  L.  B.,"  to  endow  a  bed  for  one  year 300.00 

Jennings,  Mrs.  Frederic  B.,  for  the  purchase  of  one  of  Dr.  Luke's 

anesthesia    apparatus    178.00 

Kennedy,  Mrs.  John  S.,  for  Thanksgiving  dinner 412.26 

Kennedy,  Mrs.  John  S.,  for  Christmas  dinner . , 415.56 

Stiln^an,  Miss  Charlotte  R.,  for  the  purchase  of  a  phonograph  for 

the  Children's  Ward 25.00 

Total    $87,944.57 

Total  Do>'ations  from  Individuals  $109,648.39 
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For  the  Year  Ending  September  30,  1915. 

Adams  Memorial  Presbyterian  Church   $7.50 

Bedford  Park  Presbyterian  Church   15.00 

Bethany  Presbyterian  Church  50.00 

Brick    Presbyterian    Church     (through    the    Hospital 
Saturday  and  Sunday  Association)  : 

McAlpin,  Charles  W $50.00 

McElhinney,  Miss  Jane  W 5.00 

Trowbridge,   James  A 100.00 

Miscellaneous     14.75  169.75 

Broadway  Tabernacle    288.11 

Central  Presbyterian   Sabbath   School 36.00 

Christ's  First  Presbyterian  Church   30.00 

Church  of  the  Covenant  Presbyterian  Sunday  School  25.00 

Church  of  the  Holy  Trinity   11.37 

Collegiate  Church,  Knox  Memorial    50.00 

Collegiate  Reformed  Protestant  Dutch  Church  in  the 

City  of  New  York 31.75 

Faith   Presbyterian   Church    12.58 

Fifth  Avenue  Presbyterian  Church  : 

Armour,  Mrs.  Herman  O $100.00 

Glatz,   Charles    25.00 

Kennedy,  Mrs.  John  Stewart   500.00 

O'Neill,   Mrs.   Hugh    100.00 

Miscellaneous  1,155.95  1,880.95 

First  Chinese  Presbyterian   Church    24.36 

First   Presbyterian   Church   of    Williamsbridge 6.50 

Fourth   Presbyterian   Church    25.60 

Hall,  John,  Memorial  Chapel   10.00 

Harlem  Presbyterian  Church    10.00 

Madison  Avenue  Presbyterian  Church : 

Fisher,    Dr.    C.    Irving    $50.00 

Nowl,    Mrs 4.00 

"Woman's  Friendly    Society    5.00 

Miscellaneous    947.10  1,006.10 

Madison  Square  Presbyterian  Church: 

Carter,   Mr.   &  Mrs.  Ernest  T.,   to  endow  a   bed 

for   one  year    $300.00 

Delano,    Eugene 500.00 

Johnson,    Leeds 25.00 

Slade,   Francis   Louis    50.00 

Miscellaneous    190.37  1,065.37 

Manor  Church  of  the  Reform  Church 27.99 

New  York  Presbyterian  Church    25.00 

Olivet    Memorial    Church    20.00 

Presbyterian  Church  on  University  Place 198.56 

Reformed  Low  Dutch  Church  of  Harlem : 

Hand,  Eugene  S $100.00 

Miscellaneous    4.00  104.00 

St,   James  Church,  Corporation  of 400.00 

Seventh  Presbyterian   Church   of  Jesus  Christ 48.00 

West  Park  Presbyterian  Church 46.09 

Woodstock  Presbyterian  Church   5.00 

Total  Donations   feom    Chubches $5,630.58 
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DONATIONS  RESTKICTED 

For  Year  Ending  September  30,  1915. 

(Not  including  those  for  endowment  of  beds.) 

East  River  Homes  Fund : 

East  River  Homes   $11,000.00 

Flower  Fund : 

Kennedy,  Mrs.  John  Stewart 150.00 

Holiday  Cheer  Fund: 

Alien,    Ethan    $50.00 

Brennan,  Mrs.  Ida    5.00 

Delano,   Eugene   100.00 

Haynes,  W.  de  Forest  20.00 

Kennedy,   Mrs.  John  Stewart 500.00 

Scott.    Walter     25.00 

Sturges,   Frederick    100.00 

Van    Duzer,    Henry    S 69.50  869.50 

House  StafiE  Library  Fund : 

Bourn,  William  Bowers   100.00 

Kinderfest  Fund: 

Kinderfest  Club.    Proceeds  of  "Fair"  held  by  "The 
Kinderfest    Club"   to    maintain    and    support 

"Hill  Top  Camp"  at  Hawthorne,  N.  Y $1,087.20 

Anonymous    22.09 

Anonymous    20.79 

Carter,   Dr.   Herbert   Swift    100.00 

Gade,  John  A 200.00 

Grandchildren  of  Mrs.  E.  S.  Auchincloss 12.00 

Norton,   Mrs.    Nathaniel   Read 30.00  1,472.08 

Kinnicutt,  Francis  P.,  Memorial  Fund : 

Francis  P.  Kinnicutt  Memorial  Committee 51,353.19 

Out-Patient  Department  Fund : 

Auchincloss.   Dr.    Hugh 13.00 

Patients  Relief  Fund: 

Anonymous    $10.00 

Anonymous    12.00 

Alexander,   George    50.00 

Friend,  in  memory  of  Dr.   Swan 10.00 

Lascoff,  J.  Leon    12.18 

Mills,  Mrs.  Ogden   300.00  394.18 

Sanford,  Sarah,  Fund: 

Anonymous    600.00 

Special  Visiting  Nursing  Relief  Fund: 

Tuttle.    Dr.    George   A $25.00 

Preliminary   Class  1917    13.00  38.00 

Mrs.  W.  K.  Vanderbilt  Fund  for  Visiting  Nursing: 

Vanderbilt,    Mrs.    W.    K 10,000.00 

Total  Donations  Restricted  (not  including  those 

for  endowment  of  beds) $76,189.95 
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EARNINGS  CREDITED  TO  SPECIAL  FUNDS 
For  the  Year  EBding  September  30,  1915. 

Receipts  from  patients  in  the  Visiting  Nursing  Department  for 
food  supplies  sold  at  the  Katie  Geitz  Kitchen,  credited  to 
Katie  Geitz  Fund,  to  be  applied  toward  the  maintenance  of 
the  kitchen   $1,623,98 

Receipts  for  board  of  Cardiac  patients  at  Hill  Top  Camp, 
credited  to  the  Kinderfest  Fund,  to  be  applied  toward  the 
maintenance  of  Hill  Top  Camp 127.38 

Receipts  received  from  patients  in  the  Out-Patient  Department 
who  are  covered  by  Liability  Insurance,  for  services  ren- 
dered by  members  of  the  House  Staff,  to  be  credited  to  the 
House   Staff  Entertainment  Fund    283.00 

Receipts  from  patients  in  the  Visiting  Nursing  Department  for 
visits  made  by  the  Visiting  Nurses,  credited  to  Patients' 
Relief  Fund,  to  be  applied  toward  furnishing  special  deli- 
cacies to  patients  in  the  Visiting  Nursing  Department 446.56 

Total  Earnings  Cbedited  to  Special  Funds $2,430.92 


LEGACIES  UNRESTRICTED 
For  the  Tear  Ending  September  30,  1915. 

The    following   legacies    were    received    and    credited    to    "General    Fund 
Account" : 

Bell,    Mary,    deceased    $200,000.00 

Crawford,   Julia,    deceased    500.00 

Fahnestock,  Harris  C,  deceased   100,000.00 

Jesup,  Maria  D.,  deceased  (part  payment  on  account) 55,000.00 

Lockwood,  Homer  N.,  deceased 5,000.00 

Moir,  Emily  H.,   deceased    (part  payment  on  account) 63,000.00 

Murray,  Mary  A.,  deceased  (part  payment  on  account) 37,140.84 

Plant,  Albert,  deceased 1,000.00 

Robertson,  Julius,  deceased  _ 500.00 

Tilford,  Charles  E.,   deceased   (part  payment  on  account) 20,867.32 

Total  Legacies  Unbesteicted $483,008.16 


ADDITIONS  TO   ENDOWED  BED  FUND   DURING  YEAR 
ENDING  SEPTEMBER  30,   1915 

Estate  of  Jane  Elizabeth  Grannis,  deceased,  to  endow  a  bed  in 
perpetuity  in  memory  of  her  mother,  to  be  known  as  the 
"Charlotte  Williams  Piatt  Bed"    $5,000.00 

Estate  of  Minnie  Hackett  Trowbridge,  deceased,  for  the  purpose 
of  endowing  beds  in  The  Presbyterian  Hospital,  the  power 
to  nominate  patients  to  occupy  said  beds  to  be  vested  in 
the  Rector,  Wardens  and  Vestry  of  Trinity  Church,  in  the 
City  of  New  York   40,000.00 
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Additions  to  Endowed  Bed  Fund — Continued. 

Estate  of  Evelina  A,  Meserole,  deceased,  for  the  purpose  of  en- 
dowing beds  in  The  Presbyterian  Hospital  in  memory  of 
Jeremiah  Vanderbilt  Meserole,  Abraham  Meserole,  Alfred 
Clock,  Anna  Maria  Clock  and  Adolphus  Clock.  The  power  to 
nominate  patients  to  occupy  said  beds  to  be  vested  in  Mr. 
Alfred    V.    Meserole     30.000.00 

Total    $75,000.00 

Amount  charged  off  account  no  further  liability  on  the  part  of 

the    Hospital    29,000.00 

Net   Incbease    $46,000.00 


INCREASES  IN"  PARTLY  ENDOWED  BED  FUND  DURING 
YEAR  ENDING  SEPTEMBER  30,  1915 

Central  Presbyterian  Church    $420.30 

Madison    Avenue   Reformed   Church    303.41 

North   Presbyterian   Church    72.52 

Presbyterian  Church  of  Rye,  New  York 65.71 

Rutgers   Presbyterian   Church    255.31 

Scotch  Presbyterian  Church 75.00 

Spolek,    Lidumil    400.00 

Estate  of  Lydia  Augusta  Brown 4,253.54 

Total    $5,845.79 
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BEDS  EI^DOWED  UP  TO  SEPTEMBER  30,  1915,  IN  MEMORY 

OF  THE  FOLLOWING  PERSONS: 

In  Perpetuity. 

AucHiNCLOss,  Hugh   D.  ;   by  legacy,   one  bed  in  memory   of  bis   Motber, 

Elizabeth  Auchincloss. 
AucHiNCLOSS,  Mes.  Maeia  S.  ;  one  bed  in  memory  of  ber  busband,  Edgae 

S.  AucHi]srcix)ss. 
Bakee,  Mes.  Feancis  E.  ;  one  bed  in  memory  of  ber  fatber,  James  Rich 

Steees. 
Bakee,  Feedeeic;  one  bed  in  memory  of  Saeah  Ptewell  Bakee. 
Belknap,  Mes.  Jennet  L.  and  Robeet  L.  ;  one  bed  in  memory  of  Aaeon 

B.  Belknap. 
Bell,  Mes.  Cheistophee  M.  ;  one  bed  to  be  known  as  "Tbe  Dennistoun 

Bed." 
Bevies,  Susan  ;  by  legacy,  one  bed  in  memory  of  Susan  Beviee, 
BiLiJNGS,   Mes.   Julia  ;   one  bed   in   memory   of   ber  busband.   Feedeeick 

Billings. 
Booth,  Rev.  and  Mes.  Robeet  Russell;  one  bed  in  memory  of  "Minnie 

and  Willie." 
Beick  Peesbyteeian  Chuech,  Board  of  Deacons ;  one  bed  in  memory  of 

Db.  John  G.  Adams, 
Beick  Peesbyteeian  Chuech,  Board  of  Deacons ;  one  bed  in  memory  of 

Miss  Ann  Adams. 
Beokaw,  Isaac  V. ;  one  bed  in  memory  of  Eenest  Beokaw. 
Beown,   Matilda  A. ;   by  legacy,   one  bed  in  memory  of  ber  son.   Hugh 

AucHiNCLoss  Beown. 
Campbell,  Miss  Maeia  L.  ;  one  bed  in  memory  of  Heney  Peaesall  Camp- 
bell. 
Cole.  William  W.  ;  one  bed  in  memory  of  bis  motber,  Mes.  Maey  A.  Cole. 
Coles,  Haeeiet;  by  legacy,  one  bed  in  memory  of  ber  sisters,  Susan  and 

Anna  Codman. 
Ceaig,  William  R.  ;  one  bed  in  memory  of  his  sister,  Fix)bence  Faxon 

Ceaig. 
Gumming,  Petee;  one  bed  in  memory  of  Feancis  P.  Schoals. 
CuEEiEE,  Edwaed  West  ;  by  legacy,  tbree  beds,  two  In  memory  of  bis  step- 
mother and  step-brother,  respectively,  Luea  Cueeiee  and  Walter  B. 

Cuebiee,  and  one  in  memory  of  Edwaed  W.  Cueeiee. 
Be  Fobest,  James  G.  and  Heney  G.  ;  one  bed  in  memory  of  Lockwood  de 

FOBEST  WOODBUFF,  M,D. 

De  Wolf,  Melville  W,  ;  by  legacy,  one  bed  in  the  Children's  Ward  to  be 

known  as  the  "Emma  De  Wolf  Bed." 
Dey,  Anthony  ;  one  bed  in  memory  of  bis  uncle  and  aunt,  Joseph  G.  Scott 

8nd  Eliza  Dueyee  Scott,  his  wife. 
Dillon,  Sidney  ;  one  bed  in  memory  of  Hannah  Dillon. 
Duncan,  Mes.  Susan  W.  ;  one  bed  in  memory  of  her  husband,  John  P, 

Duncan. 
Eaton,   Cobnelia  ;   by  legacy,  tbree  beds  to  be  known  as  "The  Doctoe 

Reuben  S.  Caepentiee  Memoeial." 
Edwaeds,  Mes.  Camilla  L.  ;  one  bed  in  memory  of  her  busband,  Waltee 

Edwaeds. 
Fowlee,   Vieginia  E.,   Estate   of;   one   bed   in  memory   of   Claeence   E. 

Fowlee. 
Gaevey,  Andeew  Jeffeies;  by  legacy,  two  beds  in  memory  of  his  mother, 

Elizabeth  Jeffeies  Gaevey. 
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GoLDSCHMiDT,  George  B.  and  Samuel  Anthony  ;  two  beds  in  memory  of 

their  mother,  Celestine  Goldschmidt. 
GouiD,  Miss  Helen  Miller;  one  bed  in  memory  of  her  parents,  Mr.  and 

Mrs.  Jay  Gould. 
Graham.  Mrs.  Amelie  Mott,  Estate  of  ;  one  bed  in  memory  of  Malcolm 

Graham,  husband  of  Amelie  Mott  Graham,  deceased. 
Grannis,  .Tane  Elizabeth  ;  by  legacy,  one  bed  in  memory  of  her  mother  to 

be  known  as  the  "Charlotte  Williams  Platt  Bed." 
Griffith,  The  Misses  Margarette  and  Susan  D.  ;  one  bed  in  memory  of 

their  father,  Griffith  W.  Griffith. 
Griffith.  Mrs.  Mary  J. ;  one  bed  in  memory  of  her  husband,  Griffith  W. 

Griffith. 
Harkness,  Mrs.  Stephen  V. ;  one  bed  in  memory  of  her  daughter,  Flor- 
ence Harkness. 
Harkness,  Mrs.  Stephen  V. :  one  bed  in  memory  of  her  husband,  Stephen 

y.  Harkness. 
Havemeyer,  Mrs.  Sarah  A. ;  one  bed  in  memory  of  Hector  C.  Havemeyer. 
Hope,  Miss  Jane  ;  one  bed  in  memory  of  her  mother,  Mrs.  Grace  Corrie 

Hope. 
Hopkins,  Mrs.  Emily'  B.  ;  one  bed  in  memory  of  Moses  Hopkins,  to  be 

Ivnown  as  the  "Moses  Hopkins  Memorial." 
Hutchinson,  Horace  F.  ;  one  bed  iu  memory  of  Ellen  B..  wife  of  Francis 

P.    SCHOALS. 

Hyde,   Mrs.   Clarence  M.  ;   one  bed   In   memory  of   her  mother,   Rebecca 

Babbitt. 
Hyde.  Henry  B.  ;  one  bed  in  memory  of  Henry  B.  Hyde,  Jr. 
Inslee,    Mrs.    Helen   C.  ;   one   bed   in   memory   of   her   husband.    Samuel 

Inslee. 
Inslee,  Samuel;  one  bed  in  memory  of  Kate  J.  Inslee. 
Jennings,  Mas.  Esther  J. ;  one  bed  in  memory  of  her  husband,  Oliver  B. 

Jennings. 
Johnson.  Mrs.  Ma^ry  Jane;  by  legacy,  one  bed  in  memory  of  her  husbandi, 

William  H.  Johnson. 
Kennedy,  John  S.  ;  one  bed  in  memory  of  Miss  Emma  Stewart  Baker. 
Kennedy,  John  S.  ;  one  bed  in  memory  of  Mrs.  Robert  L.  Stuart. 
Kennedy.  John  S.  ;  one  bed  in  memory  of  Rev.  William  G.  Schaufflek, 

D.D.,  LL.D. 
Kennedy,    Miss    Rachel   L.  ;    one   bed    in    memory   of   her   mother,    Mrs. 

Rachel  C.  Kennedy. 
Keyser.  Mrs.  J.  Therese;  one  bed  in  memory  of  her  husband,  Samuel 

Kbyseb. 
Kissel,  Mrs.  Caroline  Thorn  ;  one  bed  in  memory  of  her  husband,  Gustav 

Edward  Kissel. 
Latham.  Mrs.  Adeline  Ives  ;   one  bed  in  memory  of  her  husband,  John 

Howard  Latham. 
Leavitt.  Mrs.  Katherine  Spencer  ;  two  beds  in  memory  of  her  husband, 

Re\'.  Dr.  William  Leavttt. 
Lord.   Mrs.  Frances  T.  ;  one  bed  in  memory  of  her  husband.  George  de 

Forest  Lord. 
Lord.  Mrs.  Josephine  G.  :  by  legacy,  one  bed  in  memory  of  her  husband, 

Franklin  G.  Lord. 
McAlpin,   Sar.\  Pyi.e  and  James  Tolman  Pyle  ;   one  bed  in  memory  of 

their  brother,  William  Scott  Pyle. 
MacCartee,   Mrs.  Julia  J.  ;  one  bed  in  memory  of  her  husband.  Robert 

MacCartee. 
MacKay,  Donald;  one  bed  in  memory  of  Edith  Wixslow  MacKay  and 

Walter  Wise  MacKay. 
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Macy,  Mes.  Caeoline  L.  ;  by  legacy,  one  bed  in  memory  of  her  daughter, 

Maey  M.  K.  Wiixetts. 
MADisoi«r  Square  Peesbytebian  Chuech  Congeegation  ;  one  bed  in  memory 

of  Geoege  W.  Lane. 
AlAiTLAND.  Alexandeb  ;  One  bed  in  memory  of  bis  mother,  Mes.  Maey  C. 

Maitland. 
Meigs,  Titus  B.;  one  bed  in  memory  of  his  son,  Trrus  B.  Meigs,  Je. 
Meseeole,  Mes.  Jeeemiah  V. ;  one  bed  in  memory  of  her  son.  Abeaham 

Meseeole. 
Meseeole,  Mes.  Jeeemiah  V. ;  by  legacy,  one  bed  in  memory  of  her  husband, 

Jeeemiah  Vandeebh-t  Meseeole. 
Meseeole,  Mes.  Jeeemiah  V. ;  by  legacy,  one  bed  in  memory  of  her  father- 
in-law,  Abeaham  Meseeole. 
Meseeole,  INIes.  Jeeemiah  V. :  by  legacy,  one  bed  in  memory  of  her  parents, 

Alfeed  Clock  and  Ann  Ma  eta  Clock. 
Meseeole,  Mes.  Jeeemiah  V. ;  by  legacy,  one  bed  in  memory  of  her  brother, 

Adolphus  Clock. 
Mueeay,  Mes.  James  T.  ;  one  bed  in  memory  of  her  husband,  James  T. 

Mure  AY. 
Paesons.  Mes.   Saeah  J. ;  one  bed  in  memory  of  her  husband.   Chables 

Paesons. 
Paton,  Mes.  Anna  S.  ;  one  bed  in  memory  of  her  husband,  William  Paton. 
Penfold,  Miss  Josephine;  one  bed  in  memory  of  De.  Edward  Livingston 

Teudeau,  Je. 
Penfold,  William  Hall  ;  by  legacy,  one  bed  in  memory  of  Josephine  Pen- 
fold. 
Phelps,  Jane  G.  ;  by  legacy,  two  beds  in  memory  of  her  husband,  Anson 

G.  Phelps,  Je. 
Plant,   Mes.   Maegaeet   J. ;    one   bed  in   memory   of  her   brother.    Simon 

Loughman. 
Reid,  Pepee;  one  bed  in  memory  of  his  wife,  Jane  Watson  Reid. 
RooME,  Mes.  Lauea  ;  by  legacy,  one  bed  in  memory  of  her  sons,  Haeey 

and  Alfred  Roome. 
St.  John,  Mes.  Mabtha  L.  ;  one  bed  in  memory  of  her  mother,  Mes.  Saeah 

Wabd. 
Senff,  Mrs.  Gustavia  A. ;  one  bed  in  memory  of  her  husband,  Chables  H. 

Senff, 
Shepaed,  Mes.  Elliott  F.  ;  one  bed  in  memory  of  her  daughter,  Flobence 

Vandebbilt  Shepaed. 
Shepaed,   Mes.   Elliott  F.  ;   one  bed   in   memory  of  her   daughter.   Mae- 

GUEEiTE  Shepaed. 
Sinclair,  Mes.  Maegaeet  A. ;  one  bed  in  memory  of  Mb.  and  Mes.  James 

SiNCLATE. 

Skidmobe,  Chaelotte  H.  ;  by  legacy,  one  bed  to  be  named  "William  L. 

Skidmoee  Bed." 
Sloane,  Mes.  Adela  Beeby  ;  one  bed  in  memory  of  her  father,  Aebaham  J. 

Beeey,  M.D. 
Sloane,  John-,  one  bed  in  memory  of  his  mother,  Euphemia  Sloane. 
Sloane,   John  ;   by   legacy,   one   bed  in   memory   of  his   father,   William 

Sloane. 
Sloane,   John;   by  legacy,   one  bed  in  memory  of  his  brother,   Thomas 

Chalmers  Sloane. 
Sloane,  Mb.  and  Mes.  William  D.  ;  one  bed  in  memory  of  William  D, 

Sloane,  Je. 
Staitobd,  Mes.  Justine  Adele  ;  one  bed  in  memory  of  her  father,  Justin  A. 

Bliss. 
Stafford,  Mes.  Justine  Adele  ;  one  bed  in  memory  of  her  mother,  Evelina 

F.  Bliss. 
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Stubges,  Frederick  ;  one  bed  in  memory  of  his  father,  Jonathan  Stubges, 

who  was  one  of  the  founders  of  the  Hospital. 
Tilunghast,  Louise  ;  by  legacy,  one  bed  in  memory  of  her  sister,  Amelia 

C.  Babcock,  to  be  known  as  "The  Amelia  C.  Babcock  Bed." 
Tod,  William  Stewabt;  one  bed  in  memory  of  his  brother,  George  Tod. 
Townsend,  Jane  A. ;  by  legacy,  one  bed  in  memory  of  her  son,  Randolph 

W.  Townsend,  Jr.,  deceased ;  one  bed  in  memory  of  her  son,  Harmon 

W.  Norton,  deceased;  and  one  bed  in  memory  of  her  daughter,  Emma 

L.  Norton,  deceased. 
Tucker,  Winfield  ;  by  legacy,  three  beds,  one  each  in  memory  of  Joseph, 

Isabelle  and  Adeline  Tucker. 
Turner,  J.  Spencer  ;  by  legacy,  one  bed  in  memory  of  his  first  wife,  Cor- 
nelia J.  Tubneb. 
Van  Nest,  Mrs.  A.  R. ;  one  bed  in  memory  of  her  husband,  Abbam  R.  Van 

Nest. 
Wheeler,  The  Misses  ELizABErrn  S.  and  Emily  M.  ;  one  bed  in  memory  of 

Mr.  James  Boorman. 
Whitewright,  William  ;  by  legacy,  ten  beds,  to  be  named  "Whitewright 

Beds,"  in  memory  of  his  father,  William  Whitewright. 
Wilson,  Henry  S.  ;  one  bed  in  memory  of  Harby  H.  Wilson. 

For  One  Life. 

Breabley  School  Girls  and  Others  Interested-,  one  bed  in  memory  of 
Madam  Bebthe  Beck,  to  be  known  as  the  "Madam  Beck  Memorial 
Teachers  Bed." 

Murray,  Mrs.  James  T.  ;  one  bed  in  memory  of  Rev.  John  Hall,  D.D., 
LL.D. 

PRIVATE  ROOMS  ENDOWED. 

Mr.  Peter  Gumming,  under  the  provisions  of  his  will,  has  endowed  one 
private  room  in  perpetuity,  to  be  known  as  the  "Peter  Gumming  Memorial 
Room." 

Mrs.  Maria  de  Witt  Jesup  has  endowed  one  private  room  in  perpetuity 
to  be  designated  as  the  "Eliza  de  Witt  Memorial  Room." 

Mrs.  John  S.  Kennedy  has  endowed  one  private  room  in  perpetuity, 
to  be  known  as  the  "J.  S.  K.  Memorial  Room." 


EEPOET  OF  THE  SUPERINTENDENT. 

To  THE  Board  of  Managers  of  the  Presbyterian"  Hospital: 

Gentlemen  : — The  Forty-seventh  Annual  Report  of  the  Superin- 
tendent of  the  Hospital,  for  the  year  ending  September  30,  1915,  is 
herewith  respectfully  submitted. 

Twenty-three  thousand  eight  hundred  and  ninety-seven  persons 
have  experienced  the  benefits  of  the  Hospital  during  the  year. 

The  departments  contributing  this  service  and  the  number  treated 
in  each  were  as  follows : 

There  were  treated  in  beds  in  the  wards  of  the  Hospital  4,044 
persons.     The  daily  average  has  been  221. 

There  were  treated  in  the  Emergency  Ward  and  Dispensary,  now 
known  as  the  Out-Patient  Department,  15,047  persons,  and  the  daily 
average  visits  made  were  230. 

In  the  Roentgen  Ray  Department,  8,198  plates  were  taken  of 
5,093  patients  from  the  Hospital  and  Out-Patient  Department. 
This  is  an  increase  of  952  plates  and  809  patients  over  last  yearns 
record. 

Our  Visiting  Nurses  cared  for  4,806  persons,  making  11,650 
visits,  an  average  of  31  per  day. 

The  work  of  the  past  year  has  evolved  few  new  systems  or  changes 
in  organization,  but  has  tended  rather  to  the  further  development  and 
improvement  of  the  various  adjustments  of  service  mentioned  in  last 
year's  report.  These  developments  are  so  fully  described  in  the  reports 
of  the  Directors  of  the  Medical,  Surgical  and  Pathological  Divisions 
and  in  the  School  of  Nursing  and  Out-Patient  Department  reports 
that  further  mention  here  would  be  superfluous. 

The  only  new  building  construction  has  been  an  addition  to  the 
medical  laboratories  which  gives  room  for  several  more  workers. 

We  have  been  put  to  considerable  expense  in  complying  with  the 
rulings  of  the  Fire  Prevention  Bureau.  A  fire  alarm  system  has  been 
installed  and  a  number  of  changes  made  throughout  the  buildings. 
Extensive  repairs  have  been  made  to  the  sidewalks  around  the  block. 

Owing  to  commercial  complications  resulting  from  the  European 
conflict  great  difficulty  has  been  met  in  securing  medical,  surgical  and 
laboratory  supplies.  Prices  on  many  things  have  become  prohibitive 
and  some  drugs  and  supplies  have  been  unobtainable.  The  Hospital 
Bureau  of  Standards  and  Supplies  has  as  heretofore  helped  greatly  in 
securing  information  and  in  effecting  purchasing  economics. 

The  Hospital  has  had  from  time  to  time  many  workers  who  have 
given  of  their  time  and  energies  to  the  welfare  of  its  patients,  but  I 
believe  none  of  these  can  equal  in  length  of  devoted  service  the  record 
of  Miss  Harriet  L.  Edwards,  who  has  this  year  completed  her  fortieth 
year  of  reading  and  singing  to  the  patients  in  our  wards. 
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BE3»0RT    OF    THE    SUPEBINTENDENT. 


Doctor  J.  Eliot  Overlander  was  appointed  Second  Assistant 
Superintendent  and  assumed  his  duties  on  January  10,  1915. 

I  wish  to  express  my  appreciation  of  the  continued  support  and 
counsel  of  your  Board,  and  to  thank  all  my  associates  for  their  co- 
operation in  maintaining  the  efficiency  of  our  institution. 

Very  respectfully, 

CHARLES  H.  YOUNG,  M.  D. 

Superintendent. 


COMPARATIVE   STATEMENT   OF   STATISTICS 

For  Tears  Ending  September  30,  1915  and  1914. 

Hospital  Wards  and  Private  Rooms. 


Patients  in  Hospital  Fibst  of  Year: 
In  Medical  Wards,  Male  

Female    

In   Surgical   Wards,   Male 

Female   

In  Private  Rooms,  Male 

Female   


1915 
50 
37 
41 
50 
10 
13 


91 


23 


201 


Total   

Patients  Admitted  During  Year: 

To  Medical  Wards,  Male   810 

Female    G63  1,473 

To  Surgical  Wards,  Male   976 

Female    952  1.928 

To  Private  Rooms,  Male  182 

Female     260     4421 

Total    3,843 

Total  Patients   Treated  in    Hospital  Wards 
AND  Private  Rooms  During  Year  : 

Male 2,069  1 

Female     1,975  j 

Total    4,044' 

Patients  Discharged  During  Year  :  ! 

Cured     1,447 

Improved   1,486  ' 

Unimproved    611  i 

Transferred  to  other  institutions 44  ■ 

Died    266   

Total    3.854 


1914 
52 
49 
39 
40 
5 
13 


874 
749 
919 
980 
176 
230 


2,065 
2,061 


1,809 
1,.321 

438 
48 

309 


101 
79 
18 


198 


1,623 
1,899 


406 


3,928 


4,126 


3,925 
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Patients  in  Hospitai.  End  of  Yeae: 

In  Medical  Wards,  Male 47 

Female   39       86 

In  Surgical  Wards,  Male  45 

Female   42       87 

In  Private  Rooms,  Male  5 

Female  12       17 

Total    190 

Total  Patient  Days'  Teeatment: 

Free  Ward   39,367 

Endowed  Beds  7,936 

Pay  Ward  24,774 

Private   Room    8,534   

Total 80,611 

Peecentage : 

Free  Ward  Days 48.8% 

Endowed  Bed  Days   9.7% 

Pay  Ward  Days   30.9% 

Private  Room  Day   10.6%  100% 

AvEEAGE  Patients  Pee  Day: 

Free  Ward   108 

Endowed  Bed  22 

Pay   Ward    68 

Private   Room    23     

Total   221 

AvEEAGE  Days  Pee  Patient  in  Hospital.  ...  20 

Daily  Average  Cost  Per  Private  Room  Patient  $7.99 

Daily  Average  Cost  Per  Ward  Patient 3.193 

Out-Patient  Department 

Patients  under  treatment  first  of  year,  Male. .     1,380 

Female     1.668    3,048 

Patients  admitted  during  year Male..     7,857 

Female    7,190  15,047 

Total  patients  treated  during  year Male..     9,2.37 

Female    8,858  18,095 

Visits  made  to  Out-Patient  Department  during 

year    83,929 

Average  visits  per  day 230 

Daily  average  cost  per  Out-Patient  Depart- 
ment Patient  ?0.537 

Visiting  or  Home  (District)  Nursing 

Number  of  patients  visited 4,806 

Number  of  visits  made    11,650 

Average  visits  per  day    31 

Average  cost  per  visit  $1,334 

Summary 

Total  patients  treated  during  year  in  all  de- 
partments       26,945 

Average  patients  per  day  in  all  departments . .  482 

Daily  average  number  of  employees  boarded 

in  Hospital   335 

Daily  average  cost  per   capita   for   provisions 

for   all   persons    supported $0,414 


87 


91 
2S 


201 


50 
37 
41 
50 
10 
13 


38,957 

9,016 
24,418 

7,933     

80,324 

48.4% 
11.1% 
30.6% 
9.9%    100% 


107 
24 
67 
22 


20y2 
$8,565 
3.41 


220 


1.012 

983  1.995 
9  434 

8^055  17,489 
10.446 
9.038  19.484 

83,704 
229 

$0,532 

20.52 

10,501 

29 

$1,105 


25.662 

478 

329 

$0.46 
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STATISTICS  REGARDING  PATIENTS 
Place  of  Bibth. 


Africa    . . 
Armenia 
Asia    . .  .  . 
Australia 


Austria 113 

Belgium    6 

Bermuda    1 

Bohemia 72 

British  West  Indies  19 

Bulgaria 1 

Canada  50 

Central  America    . .  1 

China    10 

Costa  Rica 1 

Cuba    4 

Danish  West  Indies  1 

Denmark    9 


Baptist   74 

Catholic,  Greek 13 

Catholic,  Roman   .  .1419 

Christian  Scientist  .  2 

Confucianist    6 

Congregationalist  . .  26 

Dutch  Reformed   . .  13 

Episcopalian   328 

Evangelist  4 

Accountants   4 

Acrobats   1 

Actors  2 

Actresses   1 

Advertisers   4 

Agents    11 

Apprentices   2 

Architects   5 

Artists    11 

Asst.  Superintendents    2 

Attendants    2 

Bakers    2 

Bankers   3 

Barbers    14 

Barkeepers    15 

Bell  boys   3 

Blacksmiths    5 

Boatmen    7 

Boilermakers    2 

Bookbinders    4 

Bookkeepers    21 

Bootblacks 1 

Brewers   2 

Bricklayers   8 

Brokers 10 


England    122 

Finland    12 

France    17 

Germany    192 

Greece    12 

Holland    1 

Hungary    64 

Ireland  316 

Italy    147 

Japan   6 

Mexico    3 

New  York  City 1379 

New  ZealaTid 1 

Norway    11 

Panama    2 

Persia  1 

Poland    4 

Religious  Beliefs. 

Hebrew    452 

Lutheran    IRS 

Methodist    97 

Methodist  Episcopal  9 

Moravian    2 

None   86 

Orthodox   9 

Presbyterian  582 


Porto  Rico 2 

Portugal 1 

Roumania    16 

Russia    158 

Scotland 65 

Serbia  2 

South  America  ....  9 

Spain   7 

Sweden    53 

Switzerland    19 

Syria 3 

Turkey    15 

Unknown    3 

United  States 878 

Wales   8 

West  Indies 7 


Protestant    (denom- 
ination denied) . .  511 
Protestant  Episcopal  10 

Quaker   4 

Reformed 16 

Seventh  Day  Advent  1 

Shinto 1 

Unitarian   9 

Universalist    1 


Occupations. 
Bronze  workers  . . 

Builders  

Butchers    

Butlers  

Buyers    

Cable  splicer 

Cabinet   Makers    . 
Candy  Makers   . . . 

Capitalists 

Carpenters    

Carpet  Layers   ... 

Cashiers    

Chambermaids   ... 

Chauffeurs  

Children    (except 

school    children"!  , 
Children's  Nurses., 

Cigar  Makers  

Cigarette  Makers  . . 

City  Firemen    

Civil  Engineers   . . . 

Cleaners    

Clergymen   

Clerks  

Coachmen    


3   Conductors    10 

1  Contractors 6 

18   Cooks    56 

26   Coppersmiths    1 

2  Cutters   11 

1  Dancers    1 

3  Deaconess    1 

2  Decorators 4 

2  Dentists   1 

36   Designers    7 

2  Detectives    9 

4  Domestics 33 

6  Doormen    5 

26   Draughtsmen    3 

Dressmakers    36 

354    Drivers    39 

7  Druggists    8 

18   Editors   2 

1    Electricians    12 

5  Elevator  Runners..  20 

3  Elocutionists 1 

6  Embalmers  1 

7  Embroiderers  1 

163   Engineers    31 

3   Errand  Boys 2 
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Statistics  Kegaedin-g  Patients — Contimied. 


Examiners 2 

Factory  Hands 51 

Farmers 16 

Feather   Curlers    . .  2 
Firemen   ( Station- 
ary)       10 

Footmen 1 

Foreladies   3 

Foremen 7 

Fruiterers   2 

Furriers  1 

Gardeners   7 

Gatemen 4 

Glaziers   3 

Governesses 3 

Grocers    4 

Grooms 2 

Guards   2 

Hairdressers 3 

Hall  Boys   1 

Harness  Makers  ...  3 

Hatters    1 

Helpers 14 

Hotel  Men 2 

Housemen    2 

Housekeepers   12 

Housewives 750 

Houseworkers    165 

Icemen    2 

Inspectors    7 

Investigators    2 

Ironworkers    18 

Janitors   15 

Janitresses   3 

Jewelers    3 

Journalists    2 

Kitchenmen    5 

Laborers    67 

Laboratory  Assts. . .  1 

Ladies'   Maids    2 

Laundresses    ,. .  18 

Laundrymen   7 

Lawyers 14 

Letter  Carriers 9 

Linemen 1 

Lithographers 1 

Longshoremen 1 

Lumbermen    9 

Machinists    22 

Maids   48 

Managers    27 

Manicurists 1 

Manufacturers   ....  18 

Masons    3 

Masseurs   2 


Occupations. 

Mechanics    19 

Merchants    12 

Messengers    4 

Metal  Workers  ....  1 

Milkmen    1 

Milliners    5 

Miners    1 

Missionaries    29 

Models    1 

Motormen    10 

Moulders 2 

Music  Teachers ....  3 

Musicians    12 

Newsdealers    2 

No  Occupation   201 

Nurses    29 

Office  Boys 7 

Oilers    3 

Operators    13 

Opticians    2 

Orderlies    2 

Osteopaths 1 

Packers    10 

Painters    28 

Paperhangers    1 

Pasters   1 

Peddlers    11 

Photographers    ....  7 

Physicians    25 

Piano   Makers    ....  2 

Pipe  Fitter   2 

Plasterers    3 

Platers   1 

Plumbers    14 

Policemen    .5 

Polishers    6 

Porters    18 

Presidents   1 

Pressers   5 

Pressmen    3 

Printers   14 

Professors   1 

Proof  Readers   1 

Publishers    2 

Pupils,    School   of 

Nursing    19 

Railroadmen    8 

Real  Estate  Dealers  10 

Repairers  4 

Retired    5 

Riggers    1 

Roofers    4 

Rug  Repairers 2 


Sailors    1 

Salesladies    19 

Salesmen    ,. . . .  50 

Saloonkeeper    1 

School   Children    ..  286 

Seamen    2 

Seamstresses    15 

Secretaries    13 

Sextons   2 

Sheet  Metal   Work- 
ers     , 5 

Shipping  Clerks    . .  5 

Shoemakers    4 

Signalmen   2 

Sign  Painters  2 

Singers  4 

Social  Workers  8 

Soda  Dispensers   . .  1 

Soldiers    2 

Steam  Fitters 7 

Stenographers 28 

Stewards    3 

Stock  Clerks 2 

Stone  Setters  1 

Storekeepers   8 

Street  Cleaners  2 

Students 60 

Superintendents  ...  8 

Surgeons    2 

Tailors   31 

Teachers    20 

Telegraph  Operators  2 

Telephone  Installers  1 

Telephone  Operators  12 

Tile  Layers 1 

Timekeepers    1 

Tinsmiths    3 

Tobacco  Cutters ....  2 

Trained  Nurses  24 

Typewriters   2 

Unknown   1 

Upholsterers   6 

Useful  Men 1 

Ushers  1 

Valets   6 

Veterinaries  1 

Waiters  24 

Waitresses    27 

Washerwomen    1 

Watchmakers   6 

Watchmen 10 

Weavers  4 

Wiremen  1 

Wood  Carvers 1 

Writers   5 


SPECIAL  GIFTS 

FOR  THE  YEAR  ENDING  SEPTEMBER  30,  1915. 


FLOWERS,  PLANTS,  ETC. 


A  friend. 

Aguew,  Mrs.  Cornelius  R. 

Alexander,  Mrs.  John  W. 

Allison,  Wm.  G. 

Andrews,  Mrs.  Samuel  W. 

Armstrong,  John  H. 

Atterbury,  Grosvenor 

Auchineloss,  Mrs.  Edgar  S. 

Auchincloss.  Mrs.  Edgar  S.,  Jr. 

Auchineloss,  Mrs.  Hugh  D. 

Baker.  Miss  C.  S. 

Ballard,  Mrs.  Fred  E. 

Barber,  Mrs.  Thos.  H. 

Barron,  Mrs. 

Bayer,  Miss  Sybil 

Blair,  Mrs. 

Bristow,  William. 

Calder,  Mrs. 

Camp  Fire  Girls.  Pawling,  N.  Y. 

Campbell.  Miss  Elizabeth 

Cannon.  Frank 

Channing.  Mr. 

Childs.  Mrs.  Daniel  B. 

Church  of  the  Good  Shepherd 

Clark.  Mrs.  Stephen  C. 

Clarkson.  Miss  Elizabeth. 

Colby.   Mrs.  Everett 

Conley.  Mrs.  John 

Cutting,  Mrs.  W.  Bayard 

Dryfus.  Mrs.  Mortimer 

Dunn,  Mrs.  W. 

Ehardt.  Mrs.  M. 

Everett,  Mrs. 

Frick,  Mr.  and  Mrs.  Henry  Clay 

Froescher,  Anthony  F. 

Godwin,  Mrs.   Harold 

Gulden,  Misses  Florence  and  Harriet 

Hammond.  Mrs.  John  Hayes. 

Harkness.  Mr.  and  Mrs.  Edward  S. 

Harris,  Mrs.  Wm.  R. 

Harris,  John  F. 

Hays,  Mrs.  E.  St.  John. 

Heldt,  Mrs.  L. 

Herrick.  Hon.  Myron  T. 

Hogan.  Mrs.  John  W. 

Holt.   Miss  S. 

Howell,  Mrs.  L.  M. 

Hutton.  Mrs.  John. 

Ingram,  G.  L. 

Iselin.   Miss  Adrlenne. 

Jay,  Mrs.  Wm. 

Jones,  Mrs.  Frederick  Wm.,  Jr. 


Kellogg,  Mrs.  Frank  Leonard. 
Lambert,  Miss  Helen  W. 
Levy,   Mrs.  M. 
Low,  Mrs.  Ethelbert  I. 
Madison  Avenue  Presbyterian 

Church. 
Martin,  Mrs.  Harry  W. 
Milbank,  Mrs.  Jeremiah. 
Miller,  Mrs.  Roswell. 
Morgan,  Mrs.  E.  D. 
Mortimer.  Miss. 
Morton.  Mrs. 
Nash,  P.  J. 
Nugent,  J.  B. 
Oesterner,  Leo. 
Okkerse,  George  I. 
Opdycke,  Miss  M. 
Parish,  Mrs.  Henry. 
Parks,   Dr.  Leighton. 
Parsons,  Mrs.  Wm.  B. 
Pease,  Mrs.  L.  L. 
Plummer,  Mrs.  A.  C. 
Ream,  Mrs.  Norman  B. 
Rye  Presbyterian  Church. 
St.  Thomas  Church, 
Schaefer,  Mrs.  J. 
Schwager,  Mrs.  Elizabeth. 
Severence,  C.  A. 
Sevrance,  John  L. 
Sizer,  Miss  Emmaleua. 
Spahn,  Mrs.  O.  J. 
Stone,  in  memory  of  Herbert. 
Stires,  Rev.  Dr. 
Stokes.  Mrs.  I.  N.  Phelps. 
Sullivan,  W.  S. 

Sunshine  Class,  Paterson,  N.  J. 
Talcott,  Dr. 

The  Helpers.  Paterson.  N.  J. 
Thomas.  Mrs.  Ralph  H. 
Underbill,  Miss  Alice  L. 
Vance,  in  memory  of  Miss  Mary. 
Vanderbilt,   Mrs.   Cornelius. 
Vanderlip,  Mrs.  F.  A. 
Van  Ingen.  Dr.  Philip. 
Watson,  Walter. 
Weld.  Mrs.  Francis  M. 
Westcott,  Mrs.  Robert  E. 
Whitney,  Mrs.  H.  P. 
Williams,  Miss  Jane. 
Wooden,  Mrs.  W.  H. 
Woodin.  Mrs.  C.  R. 
Wolff,  Miss  Dorothy. 
Woolley,  Miss  Cornelius. 
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MAGAZINES. 


Abbott,  Mrs.  Henry  H. 
American  Tract  Society. 
Ashforth,  Mrs.  A.  B. 
Auchincloss,  C.  C. 
Baird,  Mrs.  M.  F. 
Barlow,  Mrs.  Caroline. 
Billings,  Mrs.  R. 
Bissett,  Mrs.  T.  B. 
Blodgett,  Mrs.  J.  W. 
Boehme,  Fred. 
Brown,  Mr.  S.  Q. 
Burke,  Mrs.  W.  A. 
Burnett,  Mrs.  F.  H. 
Campbell,  Miss  Elizabeth. 
Clark,  Mrs.  D.  C. 
Church  of  the  Good  Shepherd. 
Davidge,  Mrs.  W.  H. 
Davies,  Mrs.  Frederick  M. 
Davison,  Mrs.  G.  H. 
Delano,  Moreau. 
Dwight,  Mrs.  Frederick. 
Eidlitz,  Mrs.  R.  J. 
Elder,  Miss  L.  M. 
Field,  Mrs.  S.  P. 
Fisher,  Dr.  C.  Irving. 
Fleischman,  Miss  Grace. 
Goedman,  Julius. 
Goldberg,  Miss  C. 
Hammond,  Mrs.  John  Hayes. 
Harkness,  Mrs.  S.  V. 
Hart.  Dr.  T.  Stuart. 
Holliday,  Mrs. 
Johnson,  Miss. 
Knoll,  Miss. 
Leask,  Mrs.  W. 


Lee,  Dr.  F.  S. 
Lewisohn,  Mrs.  Walter. 
Libas,  Miss  M. 
liivermore,  Mrs.  J.  R. 
McKenna,  Mrs.  C.  C. 
Mallen,  H.  G. 
Marshall,   Miss  Margaret. 
Martin,  John. 
Martins,  Mrs.  D.  H. 
Metzger,  Miss 
Michaelis,  H.  F. 
Mouland,  Mrs.  E. 
Penniman,  Miss  S.  J. 
Presbyterian  Board  of  Foreign  Mis- 
sions. 
Robbins,  Mrs.  Horace  W. 
Rowley,  Mrs.  F.  C. 
Schnell,  Miss  Mary. 
Searles,  Mrs.  C.  A. 
Snead,  Mrs.  Adolpho. 
Snyder,  Miss. 
Spencer,  Miss  Frances  S. 
Spitzner,  Geo.  W. 
Steiner,  S. 
Swift,  Mrs.  E.  E. 
Tailor,  Mrs.  J.  Lee. 
Thorne,  Mrs.  E.  M. 
Tucker,  Mrs.  R.  E. 
Whatsoever  Girls  Club. 
Whitehead.  Miss  Julia. 
Wilborg,  Mrs.  T.  B. 
Woerz,  Mrs.  F.  W. 
Wolff,  Miss  Elsie. 
Wolff,  Mrs.  Lewis  S. 


BOOKS. 


Archbold,  John  D. 
Bache,  Mrs.  Jules  S. 
Bateson,  Mrs.  E.  Farrar. 
Bayer,  Mrs.  Edwin  S. 
Bissett,  Mrs.  T.  B.  Bliss. 
Bliss,  Mrs.  Cornelius 
Condon,  Thomas  G. 
Davidge,  Mrs.  W.  H. 
Davies,  Mrs.  Fred'k  N. 
Delano,  Moreau. 
Drews,  Miss  Dollie. 
Duff,  Mrs.  M.  E. 
Eidlitz,  Marc,  &  Son. 
Eidlitz,  Mrs.  Robert  J. 
Flexner,  A. 


Fluhs,  Miss  C. 
Kennedy,  Mrs.  John  S. 
Least,  Mrs.  W. 
"L.  S.  P." 
Metzger,  Miss. 
Orr,  The  Misses. 
Pappenheimer.  Dr.  Alwin  M. 
Scheller,  Walter  H. 
Schweizer,  Mrs.  R.  J. 
Sears,  J.  H. 
Sloane,  Mrs.  Wm.  D. 
Snyder,  Miss  Evelyn. 
Spolek,  Lidimul. 
Waterman,   Richard. 
Westcott,  Mrs.  Robert  E. 
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FRUIT,  CAKE,  ETC. 

Baggett,  Mrs.  S.  I.     12  glasses  of  jelly. 

Dana,  Mrs.  R.  T.     One-half  barrel  celery. 

Freliughuysen.  Mrs.  G.  G.     Grape  fruit. 

Gerrj',  Mrs.  Elbridge  T.     Individual  ice  creams  and  cake  for  patients 

Griswold,  Mrs.  W.  E.  S.    Cake. 

Hoe,  Mrs.  Richard  March.     Preserves  for  Thanksgiving. 

Lawrence,  Mrs.  William  T.    Grapes. 

Rockefeller,  Mrs.  P.  A.    Vegetables. 

St.  James  Church.    Fruit. 

Schaefer,  Mrs.  J.  V.     Eight  glasses  of  jelly. 

Tuckerman.  Mrs.  Paul.     Three  dozen  oranges  weekly  for  Ward  Ten. 

Wingfield  and  Taylor.     One  Christmas  cake. 

TOYS,  ETC.,  FOR  CHILDREN'S  WARD. 

Babcock,  Mrs.  Woodward.    Toys. 

Brookfield,  Mrs.  Henry  M.    Toys. 

Carle,  Robert  W. 

DeForest.  Mrs.  Geo.    Picture  puzzles, 

"DFO"  Class.  Presbyterian  Sunday  School,  Amagansett,  L.  I.    Scrap  books. 

Eustis,  Mrs.  J.  B.    Toys  and  books. 

Fischer,  Miss  C.     Scrap  pictures. 

Hale,  Miss  Mary  F.     Scrap  books. 

Hammond,  Miss  Mary.     Doll. 

Harkness,  Mrs.  Edward  S.    Picture  puzzles,  scrap  book. 

Madison  Avenue  Presbyterian  Church.     Dolls  and  toys. 

Mason,  Mrs.  G.  G.     Aquarium  and  gold  fish. 

Mission  Band,  John  Hall  Memorial  Chapel.    Scrap  book  and  balls. 

Morgan,  Mrs.  W.  L.     Cards. 

Scott,  Walter.     Christmas  toys  and  notions,  Easter  novelties. 

Spence,  Miss  Clara  B.    Dolls. 

Thomas,  Mrs.  Ralph.     Books. 

Tj'ers.  Mrs.  R.  R.     Picture  book  and  toys. 

Wheeler,  M.  P.    Toys. 

MISCELLANEOUS. 

A  friend.    Sixteen  and  one-half  dozen  eggs. 

Bethany  Memorial  Church.     Twenty  nightingales. 

Brower,  William  L.     Three  hundred  Christmas  cards. 

Chatillon  and  Sons.    One  food  scale. 

Church  of  the  Heavenly  Rest.    Bandages. 

Churchman,  Rev.  A.  B.    Twelve  nightingales. 

Clark,  Mrs.  J.  W.    One  hundred  and  thirteen  dozen  eggs. 

Colgate  and  Company.    Seventy-five  pounds  of  talcum  powder. 

Crimmins,    Thomas,    Contracting   Company.     Receipted   bills    for    hauling 

rubbish  from  the  Hospital. 
Darrach,  Dr.  William.    One  can  Imperial  Granum. 
Defender  Photo  Supply  Company.    Four  dozen  X-Ray  plates. 
Duffy  Mott  Company.    Ten  gallons  sweet  cider. 
East  Side  House  Settlement.    One  hundred  and  ninety-four  rolls  of  muslin 

bandages. 
Edwards,  Miss  Harriet  L.    Fifteen  wrappers  for  Children's  Ward. 
Fleischmann  Bakery.    Seventy-five  loaves  of  bread. 
Franco-American  Ferment  Company.     Lactobacilline  products   throughout 

the  year. 
Franklin  Simon  and  Company,    Clothing. 
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MI  SCELLANEOU  S— Continued. 

Harkness,  Edw.  S.    Victrola  records  for  Children's  Ward. 

Haskins  &  Sells.     Allowance  of  $226.25  from  bill  for  annual  audit. 

Haynes,  William  DeF.    Twenty-two  pounds  of  salmon. 

Hospital  Musical  Association.    Concert  in  various  wards  of  the  Hospital. 

Heath,  H.  W.  Use  of  motor  truck  for  delivering  dinners  and  Christmas 
stockings. 

Jennings,  Mr.  and  Mrs.  Walter.    Thirty  dozen  eggs. 

John  Hus  Bohemian  Presbyterian  Church.  Six  Testaments  for  ward  pa- 
tients. 

John  Hall  Memorial.    Four  bags  bandages. 

Junior  League  of  the  Charlton  School.    Valentines. 

Kennedy,  Mrs.  John  S.  Thanksgiving  and  Christmas  dinners  for  patients 
and  household. 

Lewis,  Samuel.    One  comb. 

Lownsbury,  Mrs.  R.  P.    Automobile  ride  for  children. 

McDougall,  Mrs.  M.  E.    Christmas  cards. 

McMillan,  Mrs.  M.     Clothing. 

McWilliams,  Dr.  Clarence  A.    One  Bennett  Inhaler — complete. 

Osborn,  Mrs.  H.  Fairfield.     Automobile  ride  for  children. 

Phelps,  Mrs.  Stowe.    Go-cart  for  Children's  Ward. 

Peters,  Mrs.  S.  T.    Forty-two  dozen  eggs. 

Phillips,  Mrs.  Jacob  L.     Wheel  chair. 

Pickhardt,  Dr.  Otto.     Records  for  Victrola. 

Rogers,  Miss  C.  B.     Clothing. 

St.  Thomas  Employment  Society.  Sewing  and  hemming  1,800  pieces  of 
linen. 

Scott,  Walter.     Palm-leaf  fans. 

Scoville,  Mrs.  Nathaniel  C.    Three  and  one-half  gallons  of  orange  juice. 

Snead,  Mrs.  Adolph.    Six  dozen  bottles. 

Spencer's  School,  Miss.    Two  boxes  of  bottles. 

Tuckerman,  Mrs.  Paul.  Calendars,  fruit  and  candy  for  patients,  nurses 
and  orderlies.  Ward  Ten. 

Van  Duzer,  Henry  S.    One  nurse's  desk. 

Van  Horn  and  Sawtell.     Digitalis  for  use  in  wards. 

Western  Electric  Company.  One  special  Microphone,  one  number  five  In- 
duction Coil,  one  50  ohm  Rheostat. 

Weyond  &  Company,  Charles  E.  Two  hundred  and  fifty-two  boxes  note- 
paper  and  envelopes. 


THE  FOLLOWING  HAVE  GIVEN  PEESONAL  SERVICE,  CUT 
FLO  WEES  AND  EELIGIOUS  EEADING  MATTEE: 

Personal  service — visiting  the  sick  during  the  winter — Miss  H.  L.  Edwards. 

Personal  service — visiting  the  sick — Miss  Willis. 

Personal  service — visiting  the  sick — weekly  for  ten  months  by  Mrs.  David 
McMunigle,  Miss  Harriet  Small,  Miss  G.  F.  Gale,  Mrs.  A.  B.  Conover, 
Miss  E.  E.  Lester,  Miss  Atterbury,  and  their  associates,  through  whom 
the  following  donations  have  been  received  and  distributed  to  the 
patients  in  the  wards. 

Cockroft,  Miss  M.  T.     Cut  flowers  weekly  for  ten  months. 

Hauser,  John  W.,  through  Mrs.  David  McMunigle.  Cut  flowers  weekly  for 
nine  months. 
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O'Neil,  Mrs.  Hugh,  and  Mrs.  David  McMunigle.  Gospel  leaflets  weekly 
for  ten  months.  Christmas  and  Easter  cards  for  medical  and  surgical 
men. 

Talcott,  Mrs.  James.  Forty  dollars  for  flowers,  geranium  leaves  and  read- 
ing matter. 

Conover,  Mrs.  A.  B.    Leaflets. 


THE     FOLLOWING     HAVE     FURNISHED     VOCAL     AND 

INSTRUMENTAL  MUSIC  FOR  THE  SUNDAY 

AND  RELIGIOUS  SERVICES : 

INDIVIDUALS. 

Rev.  O.  Clyde  Weist,  Mr.  and  Mrs.  C.  E.   Sholes,   Miss   Eleanor  Wright, 
Miss  Eleanor  Whittemore,  Mr.  Paul  Dubois.  Miss  Florence  Andruss. 

CHURCH  SOCIETIES. 

Young  People's  Societty  of  the  Old  First  Pbesbytekian  Chubch  :  Mrs. 
W.  B.  Cooley,  Misses  Minnie  Kahl,  Mary  Kahl,  Carrie  Cushier,  Susan 
Reed,  Alice  Ti'eadwell,  Jean  Watson,  Rhoda  Geddes.  Pansy  Fiske,  Ida 
LaPrest,  Frances  LaPrest,  Alice  Marion,  Elizabeth  Davis,  Anna  Davis, 
Florence  Powell,  Winifred  Duffield,  Theresa  Lake,  Bessie  Wright,  Bes- 
sie Koesler,  Viola  McKenna,  Grace  Hall,  Marion  Deutrecelle,  Mary 
Martin,  Rosalie  Watson,  Elizabeth  Sellers,  Frances  Sellers  and  Helen 
Cooley. 

Hospital  Choie  of  the  Baptist  Temple,  Brooklyn  :  Misses  Dorothy 
Brown,  Adnia  Davis,  Mabelle  Davis,  Mattle  Davis,  Irene  Hall.  Edith 
Hall,  Clara  Mear,  Ethyl  Martin,  Laura  Ossmann,  Elizabeth  Perrine, 
Charlotte  Taylor,  Mrs.  C.  Shreve,  and  Messrs.  F.  G.  Davis.  Fred  Dewitt, 
S.  E.  Dorsett,  David  Ergles,  W.  H.  Fawcett,  J.  W.  Gould.  E.  A.  Ebel, 
Henry  Hausleiter.  D.  E.  Johnson,  Thomas  McDonald,  J.  G.  Miller,  Ed- 
ward O.  Parker,  J.  W.  Reid,  Thomas  Swithenback,  C.  D.  Thomas,  John 
Tice,  Jr.,  S.  S.  Walker. 

The  Choral  Society  of  Madison  Avenue  Presbyterian  Church  :  Misses 
Florence  Brown.  Edna  Brown,  Elizabeth  Bull.  Marion  Meyer,  Pauline 
Nixdorf,  Theresa  Seiss.  Augusta  Wagner,  Elizabeth  Davidson,  Ida 
Finke,  Cecelia  Reuth.  Mrs.  Chas.  Rabold,  Mr.  and  Mrs.  Seth  Bingham, 
Messrs.  Byrson  Webb,  John  Davidson,  Julian  Ullman,  Frank  Vogt, 
Gunnar  Blomquist,  Talmage  Thompson. 

Choir  of  the  Second  Reformed  Presbyterian  Church  :  Misses  Florence 
Clark,  Maude  Madge,  Tillie  Franke.  Lucy  Franke.  Elizabeth  Quat- 
tander.  Dorothy  Jackson.  Messrs.  Alexander  Adams.  Robert  Jones.  Will 
Eraser,  John  Crawford,  George  McFall. 

Young  People's  Society  of  the  University  Place  Presbyterian  Chukch  : 
Misses  Boyers,  Dorothy  Boyd,  Florence  Boyd.  Jeannette  Gerry.  Louise 
Avant.  Frances  Virno,  Alice  Snowdon.  Anna  Hausman.  Helen  Graves, 
Flora  Pueltz,  Myrtle  Fauhlber,  Alice  Taylor.  Messrs.  Lowe.  Van  Dusen, 
Ross,  Shan.  Thompson.  Hausman.  Pratt,  Thurgil,  Paulus,  Wm.  Davis, 
Frank  Davis.  Denton,  Rev.  O.  C.  Weist,  Rev.  Paul  C.  Melrose,  Mr.  and 
Mrs.  Purcell,  Mr.  and  Mrs.  Whitney. 


SPECIAL  GIFTS.  53 


Young  People's  Society  of  Chelsea  Pbesbytebian  Chukch  :  Misses  Ber- 
nice  Bell,  Emily  Dorsheimer,  Anna  Jesser,  Hulda  Kloenne,  Ida  La- 
Prest,  Frances  LaPrest,  Mamie  McGowan,  Janie  Quinn,  Lida  Quinn, 
Frances  Reed,  Mae  Reed,  Betty  Keesler,  Viola  McKenna,  Thinie  Schnei- 
der, Messrs.  Clarence  Burres,  Charles  E.  Dorsheimer,  Herbert  Brown- 
lee,  Donald  Brownlee,  William  Eyre,  Herbert  Hunsburger,  Walter  B. 
Henion,  Godfrey  Lindenberg,  Fred  Lindenberg,  William  McCaughln, 
John  McCaughin,  George  Sheehan,  Wlllard  Strange,  J.  H.  Thompson, 
Maurice  Yeiser. 

JxjNiOE  Choib  and  Othees  fbom  the  Cornell  Memorial  Methodist  Epis- 
copal Church  :  Mrs.  Martha  Hallwood,  Leader.  Misses  Juliette  Dattler, 
Anna  Kuehne,  Margaret  Kuehne,  Lilial  Kimmer,  Edna  Heinz,  Adeline 
Meenen,  Marie  Meenen,  Bertha  Milback,  Emma  Ulzhoefer,  Gladys 
Eckes,  Catherine  Polak,  Edith  Warren,  Ethel  Warren,  Theresa  Mullet, 
Grace  King,  Petilia  Smedile,  Charlotte  Marte,  Marie  Zachar,  Minnie 
Dick,  Masters  John  Tooney,  Ernest  Gay,  Walter  Eastwood,  John 
Hruby. 

Young  Women's  Christian  Association  of  Teachers  College:  Misses 
Olive  Jagger,  Elsa  Erickson,  Brush,  Blanche  Miller,  Lillian  Beaumont. 

Young  People's  Choir  of  the  Church  of  the  Heavenly  Rest  :  Misses  A. 
Mayer,  A.  Rauth,  E.  Rauth,  Pauline  Worttenauer,  E.  Rathler,  M.  Zlnk, 
M.  Dusenberry,  K.  Dusenberry,  M.  Williams,  E.  Devlin,  C.  Wacker,  M. 
Callan,  T.  Wacker,  A.  Brust,  E.  Lipert,  and  Messrs.  A.  Dutton,  E. 
Boggis,  R.  Schnakenberg,  A.  Beddorn,  H.  Wuton,  J.  Whitron,  W.  Wil- 
son, H.  Smullen. 

Washington  Heights  Octette:  Mrs.  M.  J.  Shaffer,  Mrs.  Nelson,  Misses 
S.  Johnson,  Christobel  Baughmann,  Agnew  D.  Inglig,  Emma  Nickerson, 
and  Messrs.  Daniel  Gray,  C.  R.  McConkey,  M.  C.  Walker. 

National  Training  School  of  the  Young  Women's  Christian  Asso- 
ciation. 

BoYS'  Choir  of  St.  James  Episcopal  Church. 


FOE  THE  SCHOOL  OF  NUESING 

For  the  School  Library : 

A  year's  subscription  to  the  following  magazines :  The  International 
Studio,  from  Mr.  Frederick  Sturges ;  The  Illustrated  London  News, 
from  Mr.  Eugene  Delano ;  The  Spirit  of  Missions,  from  Mrs.  H.  A. 
Vedder ;  Town  and  Country  and  The  Ladies'  Home  Companion,  from 
Dr.  George  A.  Brewer.     Books  from  Miss  Alice  M.  Tracy. 

Tickets  for  Entertainments  throughout  the  season  from : 

Mrs.  John  S.  Kennedy,  Mrs.  William  K.  Vanderbilt,  Sr.,  Mrs.  J.  Pier- 
pont  Morgan,  Mrs.  H.  Fairfield  Osborn,  Mrs.  J.  Kennedy  Tod,  Mrs. 
William  Pierson  Hamilton,  Mrs.  Ogden  Mills,  Mr.  and  Mrs.  Harry 
Payne  Whitney,  Mrs.  Edward  S.  Love,  Mrs.  Stephen  Clark,  Mrs.  H.  L. 
Satterlee,  Mrs.  Samuel  Thorne,  Mrs.  R.  C.  Westcott,  Miss  Redmond, 
Dr.  W.  Tompkins,  Miss  H.  Mackie,  Miss  McEdgar,  Miss  M.  M.  Tennant, 
Miss  Turner,  Mr.  Frederick  Sturges,  Mr.  S.  Pach. 

Flowers  from : 

Mrs.  William  K.  Vanderbilt,  Sr.,  Mrs.  J.  Pierpont  Morgan,  Mrs.  John 
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Crosby  Brown,  Mrs.  H.  Fairfield  Osborn,  Mrs.   Samuel  Thome,  Miss 
M.  M.  Brown. 
Miscellaneous : 

Use  of  carriage.  Mrs.  John  Crosby  Brown,  Picture  of  Florence  Night- 
ingale from  Miss  Alice  M.  Tracy. 


GIFTS  TO  THE  VISITING  NURSING  DEPARTMENT 

Ten  thousand  dollars  from  Mrs.  William  K.  Vanderbilt,  Sr. 

Three  hundred  dollars  from  Mrs.  Ogden  Mills. 

Fifty  dollars  from  Rev.  George  Alexander. 

Twenty-five  dollars  from  Dr.  George  A.  Tuttle. 

Twelve  dollars,  anonymous. 

Ten  dollars,  anonymous. 

Ten  dollars  from  A  Friend,  through  Dr.  Lamb,  in  memory  of  Dr.  Swan. 

Twelve  dollars  and  eighteen  cents  from  Mr.  J.  Leon  Lashoff. 

Thirteen  dollars  from  the  Preliminary  Class  of  the  School  of  Nursing. 

Five  dollars  from  Dr.  Thayer  A.  Smith,  and  Dr.  H.  L.  Alexander. 

Twenty-nine  dollars  and  fifty  cents  from  Miss  Margaret  Taylor. 

Sewing  Machine,  anonymous 

Jellies  from : 

Mrs.  M.  E.  Hall,  Mrs.  E.  L.  Slee,  and  the  Ladies'  Aid  Society,  Brent- 
wood, L.  I. 

Magazines  from  Mrs.  Ellsworth  Eliot. 

Clothing  from  Mrs.  George  Minor,  Miss  N.  J.  Minor,  Mrs.  Ellsworth  Minor, 
Mrs.  George  O.  J.  Weiss.  Dr.  C.  Irving  Fisher,  Miss  Fisher,  Dr.  A.  R. 
Stevens,  Dr.  Howard  H.  Mason,  Dr.  A.  H.  Neergaard,  Dr.  Smith, 
Franklin  Simon  Co. 

KiNDEKFEST   FUND  : 

Kinderfest  Club,  net  proceeds  of  Fair  for  Children  held  at 

Florence  Nightingale  Hall $1,087.20 

Donation  from  Mr.  John  A.  Gade 200.00 

Donation  from  Dr.  Herbert  S.  Carter 100.00 

Mrs.  W.  K.  Vanderbilt  Fund  for  Visiting  Nursing,  for  car- 
diacs      127.38 

Mrs.  Nathaniel  Read  Norton 30.00 

Anonymous,  through  Miss  Lewis 22.09 

Anonymous,  through  Miss  Houlder 20.79 

Proceeds  of  an  entertainment  given  by  the  Grandchildren  of 

Mrs.  Edward  S.  Auchincloss 12.00 


$1,599.46 


RELIEF  GIVEN  BY  THE  VISITING   NURSING  DEPARTMENT. 

Milk    25.057  quarts 

Soup    2.904  portions 

Christmas  dinners        2.50  families 

Warm   clothing   for 2.50  children 

Groceries  given  weekly  12  families 

Groceries  given  as  temporary  aid 11  families 
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SURGICAL  APPLIANCES. 

Elastic  stockings   7  patients 

Abdominal  belts   20  patients 

Orthopaedic  shoes   3  patients 

Surgical  corsets  16  patients 

Trusses    3  patients 

Arches  for  shoes  1  patient 

CONVALESCENT  HOMES  USED. 

Aldrich  Farm,  New  Dorp,  S.  I 14  patients 

Barbara  Rest,  West  New  Brighton,  S.I 17  patients 

Burke  Foundation,  White  Plains,  N.  T 27  patients 

Camp  Bluefield,  Blauvelt,  N.  Y 1  patient 

Campbell  Cottage  1  patient 

Cedars,  The,  Port  Monmouth,  N.  J 11  patients 

Children's  Aid  Society  Health  Home,  Coney  Island 2  patients 

Children's  Convalescent  Home,  Chappaqua,  N.  Y 14  patients 

Children's  Home,  Orange,  N.  J 6  patients 

Church  of  the  Divine  Paternity,  Fresh  Air  Home 3  patients 

Clara  Sheffer  Home,  Tuckahoe,  N.  Y 48  patients 

Collins,  Mrs.  Thomas,  Huntington,  L.  1 14  patients 

Corse,  Mrs.  Richard,  Amity ville,  L.  1 4  patients 

Country  Home  for  Convalescent  Babies,  Sea  Cliff 16  patients 

Hiltz,  Mrs.,  Towners,  N.  Y 1  patient 

Holiday  Farm,  Rhinebeck,  N.  Y 76  patients 

Isabella  Heimath   9  patients 

Kinderf old.  New  Hamburg,  N.  Y 5  patients 

Lakeside  Memorial  Home,  Litchfield,  Conn 14  patients 

Maple  Hill  Farm  House,  Peapack,  N.  J 1  patient 

Montclair  Fresh  Air  and  Convalescent  Home .5  patients 

New  York  Home  for  Convalescence 10  patients 

Rathburn,  Mrs.,  Canaan,  N.  Y 1  patient 

Rest  for  Convalescents,  White  Plains,  N.  Y 14  patients 

St.  Andrew's  Convalescent  Home  1  patient 

St.  Barnabas  Home   1  patient 

St.  Eleanora's  Cottage,  Tuckahoe,  N.  Y 1  patient 

St.  Eleanora's  Home,  Tuckahoe,  N.  Y 1  patient 

St.  John's  Guild,  Staten  Island  3  patients 

Sea  Breeze,  Coney  Island  3  patients 

Sea  Side  Hospital,  New  Dorp,  S.  1 6  patients 

Speedwell  Country  Homes  Society,  Morristown,  N.  J 1  patient 

Solomon  and  Betty  Loeb  Memorial  Home,  East  View 10  patients 

Wohelo  Lodge,  Pine  Bush,  N.  Y 35  patients 

Walker,  Mrs.  Mary,  Amityville,  L.  1 6  patients 

FRESH  AIR  WORK. 

Hill  Top  Camp,  Hawthorne,  N.  Y 97  children 

Miss  Tuckerman,  Stockbridge,  Mass 6  children 


HOME  FOR  INCURABLES. 


Home  for  Incurables,  New  York 1  patient 

House  of  Calvary,  New  York 1  patient 

Montefiore  Home  for  Chronic  Invalids 2  patients 

Rosary  Hill  House,  Hawthorne,  N.  Y 2  patients 


REPORT      OF     THE    DIRECTOR     OF     THE     SCHOOL     OF 

NURSING 

The  Board  of  Managers  of  the  Presbyterian  Hospital  in  the 
City  of  New  York. 

Gentlemen: — In  presenting  the  Twenty-third  annual  Report 
of  the  School  of  Nursing,  it  is  noteworthy  that  our  school  is  attract- 
ing women  of  education  and  ability,  with  high  aspirations  and  aims, 
who  realize  the  importance  of  preparing  themselves  through  scien- 
tific knowledge,  discipline  and  experience  for  the  service  of  humanity. 

Administration  demands  special  training  of  a  technical  and 
practical  nature  to  conduct  institutions  with  efficiency  and  economy. 
Instructors  require  not  only  a  knowledge  of  the  technique  of  nursing, 
but  a  broader  basis  of  the  intelligent  methods  of  presenting  sub- 
ject matter  and  training  students  to  use  their  minds.  Social  service 
and  public  health  are  closely  allied,  but  to  do  either  to  its  highest 
limit,  a  broader  foundation  will  be  necessary.  "Sociology  with  no 
basis  of  logic  and  economics  make  for  confusion  in  conclusions." 

As  an  example  of  the  present  public  demand,  a  request  came 
from  a  nearby  town  for  a  nurse  to  be  a  "Visiting  Teacher"  in  the 
public  schools  and  homes  of  the  children.  The  nurse  must  be  a 
dietetian  to  instruct  the  mothers  in  the  choice  of  foods  and  cooking, 
a  play  ground  worker,  experienced  in  organization  work  and  social 
service. 

Another  request  came  for  a  public  school  nurse  familiar  with 
social  hygiene  and  civic  conditions  that  affect  the  health  of  a  rural 
community,  who  could  also  act  as  "Truant  Officer." 

A  new  department  for  working  out  Metabolism  has  been  started 
and  one  of  our  graduates,  specially  trained  for  this  work,  has  been 
placed  in  charge.  It  is  intended  to  give  training  in  this  specialty 
to  four  student  nurses  each  year,  as  the  public  now  demand  this 
knowledge. 

A  liberal  endowment  is  essential  for  the  school  that  these  vital 
needs  be  met  by  giving  our  students  of  nursing  educational  oppor- 
tunities to  fit  them  for  the  larger  fields  of  service. 

The  great  tragedy  being  enacted  in  Europe  has  given  the  nurs- 
ing profession  an  opportunity  for  helpful  service  to  humanity  and  we 
are  proud  that  forty-nine  of  our  graduates  have  been  assigned  service 
in  the  different  countries  now  at  war. 

Elizabeth  Russell,  Class  '97,  is  in  charge  of  the  nursing  at  the 
Military  Hospital,  Shornecliffe,  England.  The  hospital  capacity  is 
rapidly  being  increased  from  eight  hundred  to  fifteen  hundred  beds 
and  to  this  is  attached  a  Convalescent  Hospital  of  one  hundred  and 
twenty  beds  at  Deal. 
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Edith  Campbell,  Class  "07,  is  in  charge  of  Nursing  Corps  at 
Cliveden,  England,  and  has  been  decorated  with  the  Eoyal  Red  Cross 
by  His  Majesty  King  George  Y. 

Both  Miss  Eussell  and  Miss  Campbell  belong  to  the  Canadian 
Army  Medical  Corps  and  rank  as  Captains.  Others  are  serving  at 
Dardanelles,  in  France,  in  Serbia  and  in  Germany.  Favorable  re- 
ports of  the  excellent  work  they  are  accomplishing  are  received  from 
the  surgeons  in  charge  of  the  hospitals. 

The  Alumnae  Association  is  carrying  on  a  vigorous  campaign  to 
increase  the  Pension  Fund.  The  entire  graduating  class  ^15,  number- 
ing twenty-nine,  have  joined  the  Association.  The  Association  is  also 
showing  a  very  laudable  spirit  in  making  Surgical  Supplies  and  aiding 
in  war  relief. 

Two  of  the  Alumnae  members  have  passed  from  this  life  during 
the  year.  Gertrude  Odell,  Class  ^96,  was  taken  suddenly  from  a 
sphere  of  large  activities  and  will  be  greatly  missed  by  her  friends. 

Mrs.  G.  W.  Hoffman,  nee  Edith  Beatty,  Class  "03,  died  sud- 
denly in  early  womanhood,  leaving  many  friends  to  mourn  her  loss. 

The  Commencement  Exercises,  Class  '15,  were  held  in  Florence 
Nightingale  Hall  on  May  20th.  An  interesting  and  amusing  ad- 
dress was  delivered  by  Mr.  James  R.  Sheffield.  The  diplomas  were 
presented  by  Mr.  Frederick  Sturges  and  the  school  pins  were  pre- 
sented by  Mr.  Eugene  Delano.  Flowers  were  provided  for  every 
member  of  the  school  and  a  delightful  reception  was  held,  the  gen- 
erous gift  of  Mr.  Frederick  Sturges  and  Mr.  Eugene  Delano. 

Senioe  Class,  '16 
Numbered  at  last  report,  36 ;  withdrew,  2 ;  leave  of  absence,  1 ;  re- 
maining         33 

Inteemediate  Class^  '17 
Numbered  at  last  report,  52;  withdrew,  4;  disqualified,  5;  re- 
maining         43 

JuNiOE  Class,  '18 
First  Section  entered  March  1,  1915,  numbered  25;  withdrew 

2 ;  disqualified,  2 ;  remaining 21 

Second  Section  entered  September  1,  1915,  numbered  28;  re- 
maining         28 

Summary 

Student  Nurses   97 

Probationers   ^8 

Total    125 

Applications  received  for  admission  to  the  School  of  Nursing 
numbered  one  thousand  two  hundred  fifty-nine. 

Applications  for  graduates  of  the  School  to  fill  institutional  and 
visiting  nursing  positions  numbered  ninety-seven. 
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Applications  from  graduates  of  other  schools  who  wish  to  enter 
this  hospital  for  added  experience  numbered  one  hundred  and  forty- 
four. 

Registry  calls  filled  (for  private  cases) 1,621 

Calls  not  filled   142 

Total    1,763 

The  Visiting  Nursing  and  Social  Service  Department  has  com- 
pleted its  twelfth  year.  This  Department  is  sustained  by  a  liberal 
gift  from  Mrs.  William  K.  Vanderbilt,  Sr.,  and  in  conjunction  with 
the  relief  work,  valuable  training  has  been  given  to  two  hundred 
and  sixteen  student  nurses. 

The  revised  regulations  of  our  Hospital  have  naturally  effected 
a  change  in  the  work  of  this  Department. 

Three  workers  have  been  added  to  the  staff,  one  graduate  nurse 
for  Surgical  "Follow-up  Work,"  a  visiting  dietetian  and  a  social  ser- 
vice secretary,  thus  increasing  our  material  efficiency  and  therefore 
our  usefulness. 

During  the  year  3,951  new  patients  were  referred  to  the  Depart- 
dent;  1,535  of  these  cases  were  for  surgical  follow-up,  necessitating 
many  visits  to  the  homes,  learning  the  prognosis  of  cases  where 
the  patients  were  unable  to  come  to  the  clinic,  giving  advice  under 
the  doctor's  supervision,  and  inducing  those  physically  able,  to  return 
on  specified  dates  for  examination  and  advice. 

Eleven  thousand  six  hundred  and  fifty  nursing  and  social  serv- 
ice home  visits  were  made,  two  graduate  nurses  and  three  nurses  in 
training  assuming  responsibility  toward  the  physical  and  social  con- 
ditions of  these  families. 

Nine  thousand  two  hundred  and  eighty-two  consultations  were 
held  with  patients  and  social  agencies;  5U1  patients  were  placed  in 
suitable  Convalescent  Homes  or  Homes  for  Incurables. 

From  March  1st  to  October  1st  the  Visiting  Dietetian  made 
one  thousand  and  fifty-six  home  visits  giving  demonstrations  in  cook- 
ing, general  hygiene  and  teaching  the  value  of  economy  of  strength  as 
well  as  time  and  money  and  how  to  buy  proper  nourishing  food. 
Many  hot  nutritious  meals  have  been  prepared  for  the  bread  winner 
and  children  in  families  where  the  mother  was  temporarily  too  ill 
to  do  the  cooking.  These  visits  have  been  much  appreciated  by  the 
families  and  the  new  work  has  proved  its  value  and  usefulness  in 
the  physical  and  mental  improvement  of  the  patients  returning  to 
our  tuberculosis  clinic. 

The  addition  of  staple  groceries  and  vegetables  to  our  diet 
kitchen  has  helped  considerably  in  making  this  work  a  success  in 
those  homes  where  the  wherewithal  for  cooking  and  demonstration 
were  not  available. 

Hill  Top  Camp  at  Hawthorne,  N.  Y.,  designed  to  give  the  chil- 
dren of  tuberculous  parents  a  month's  stay  in  the  open  country,  began 
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its  fifth  season  June  1st  and  closed  September  10th,  Ninety-seven 
children  were  received  at  the  Camp  during  these  three  months.  Of 
these  fourteen  were  chronic  cardiacs,  who  derived  great  benefit  from 
the  fresh  air,  rest  and  discipline.  The  average  gain  in  weight  was 
three  pounds.  All  seemed  happy  and  content  in  this  new  environ- 
ment, where  play,  work  and  training  help  in  making  them  more 
physically  fit  and  therefore  more  intelligent  and  useful  citizens. 

The  "Four  Murphys"  again  enjoyed  the  privileges  of  the  Camp, 
the  money  for  their  support  having  been  contributed  by  Mrs.  Na- 
thaniel R.  Norton  and  a  friend  through  Miss  Houlder. 

Mrs.  Herbert  S.  Carter  generously  supplied  the  Camp  with  fruit 
and  vegetables,  and  Mrs.  Norton  gave  ice  cream. 

The  expenses  of  the  Camp  during  the  past  season  maintained 
by  the  "Kinderfest  Fund"  amounted  to  one  thousand  six  hundred  and 
eighty-five  dollars  and  eighty-seven  cents.  The  total  receipts  re- 
ceived to  be  credited  to  the  Kinderfest  Fund  during  the  same  period 
amounted  to  one  thousand  five  hundred  and  ninety-nine  dollars  and 
forty-six  cents. 

"The  Kinderfest  Club"  held  a  Fair  for  children  at  Florence 
Nightingale  Hall,  realizing  one  thousand  eighty-seven  dollars  and 
twenty  cents.  This  sum  was  increased  by  the  gift  of  twelve  dollars 
from  the  grandchildren  of  Mrs.  Edgar  S.  Auchincloss,  who  gave 
an  entertainment,  donating  the  proceeds,  and  by  gifts  from  Mr. 
John  A.  Gade  and  Dr.  Herbert  S.  Carter. 

We  are  especially  grateful  to  these  young  people  for  their  ef- 
forts in  behalf  of  the  less  fortunate  children  of  our  city,  and  to  the 
other  friends  who  gave  liberal  donations  to  this  important  cause. 

Through  the  kindness  and  generosity  of  Miss  Emily  Tucker- 
man,  six  children,  aged  5  to  12,  were  sent  to  Stockbridge,  Mass.,  for 
four  months.  These  children  were  chosen  because  of  their  poor 
physical  condition  and  unwholesome  home  enviroimient.  They  lived 
as  a  family  of  seven  under  the  care  of  a  trained  nurse,  assisted  by 
one  general  servant.  The  personal  interest  and  influence  of  Miss 
Tuckerman,  the  effect  of  regular  life  and  discipline  through  which 
the  children  discovered  a  joy  in  work,  as  well  as  in  play,  were  quite 
noticeable  on  their  return  to  the  city. 

The  result  of  the  doctors'  examination  showed  mental,  moral 
and  physical  improvement  in  each  and  every  case  and  proved  the 
success  of  Miss  Tuckerman's  constructive  experiment  in  concen- 
trating effort  on  a  few  children  for  a  longer  period  of  time. 

The  Christmas  entertainment  and  tree  were  joyfully  appreciated 
by  about  four  hundred  of  our  dispensary  patients. 

We  are  indebted  to  Mrs.  A.  Carter,  who  furnished  the  refresh- 
ments, and  to  the  Ladies'  Committee,  Mrs.  Herbert  Swift  Carter, 
Mrs.  Forbes  Hawkes,  Mrs.  J.  Gamble  Eogers,  Mrs.  Phillip  Rollins, 
Mrs.  F.  J.  Barrett,  Mrs.  Eli  Long,  Mrs.  David  Bovaird,  Mrs.  Hugh 
Auchincloss,  Mrs.  Charles  Sabin,  Mrs.  George  E.  Brewer,  Mrs.  Ernest 
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T.  Carter,  Mrs.  Nathaniel  K.  Norton,  Mrs.  J.  C.  McCoy,  Miss  Mar- 
garet Taylor  and  many  other  friends,  who  generously  filled  six  hun- 
dred stockings  and  assisted  at  the  entertainment. 

"The  Katie  Geitz  Kitchen,"  established  in  the  East  Eiver  Homes, 
supplements  the  doctors'  prescriptions  and  is  self  supporting. 

Dispensed 

Quarts  of  milk  36,313 

Portions  of  soup    21,594 

Quarts  of  milk    (free) 19,627 

Portions  of  soup    (free) 2,994 

Quarts  of  milk    (sold) 16,686 

Portions  of  soup   (sold) 18,600 

Quarts  of  milk  through  N.  Y.  Diet  Kitchen  Asso. 

(free)    5,430 

Mrs.  Ogden  Mills  gave  us  a  liberal  donation  of  three  hundred 
dollars  for  milk  for  our  tuberculous  patients,  for  which  we  are  most 
grateful. 

To  Mrs.  William  K.  Vanderbilt,  Sr.,  who  contributed  forty 
quarts  of  milk  daily  from  July  7th  until  the  end  of  August  we 
are  deeply  indebted. 

The  Walker  Gordon  Laboratory  sent  a  daily  supply  of  fifteen 
quarts  of  milk. 

The  Out-patient  Staff  have  been  most  cordial  in  support  of  the 
work  and  have  rendered  valuable  service  in  the  homes  when  called 
upon  for  advice. 

We  gratefully  acknowledge  our  indebtedness  for  co-operation  to 
the  churches  and  many  convalescent  homes  and  charitable  agencies, 
the  Day  Camp  "Middletown,"  the  New  York  Diet  Kitchen  Asso- 
ciation and  to  Mr.  William  Sloane  Coffin  for  the  convalescent  home 
at  Pine  Bush,  New  York,  designed  for  the  care  of  men. 

"The  Eliza  DeWitt  Memorial  Room,"  endowed  by  Mrs.  Morris 
K.  Jesup  in  memory  of  her  mother,  is  available  to  any  graduate 
nurse  needing  hospital  care. 

Our  students  have  been  favored  with  numerous  entertainments 
through  the  kindness  of  friends  who  have  sent  tickets  for  which  we 
cordially  thank  them  and  different  groups  have  enjoyed  a  week-end 
at  the  Camp,  so  generously  offered  by  Mr.  and  Mrs.  J.  Kennedy  Tod, 
at  Innes  Arden,  their  Connecticut  home. 

We  wish  to  make  acknowledgment  to  the  Attending  Staff,  the 
staff  of  lecturers,  to  Dr.  Tuttle  and  Dr.  Lamb  for  their  devoted  serv- 
ice to  the  School. 

Respectfully  submitted, 

ANNA  CAROLINE  MAXWELL,  R.  N., 

Director,  School  of  Nursing. 


SCHOOL  OF  NUBSIN6.  61 


GEADUATES,  CLASS  '94 

Anistie  Eixiott  Leonabd,  now  Mrs.  CoUery,  Ireland. 

Sakah  Keys  Davis,  deceased. 

Julia  Baillie  Rose,  now  Mrs.  F.  Harris  Shipman,  Providence,  R.  I. 

Josephine  Cobdelia  Majbtin,  at  home,  Ireland. 

Camilla  Salling,  at  home,  Roekaway  Park,  N.  Y. 

M.  Sydnie  Blanchard,  now  Mrs.  Gosse. 

Maegaeet  Nichol  Theelkeld,  now  Mrs.  Stephen  Ailing,  Pittsford,  N.  Y. 

Emma  Elizabeth  Tygee,  at  home,  New  Germantown,  N.  J. 

Ida  Geetbude  Iliff,  at  home,  New  Germantown,  N.  J. 

Gerteude  Evelyn  Kilpateick,  now  Mrs.  A.  W.  Trotter,  New  York,  N.  Y. 

Edith  Maegaeet  Ambeose,  Social  Service,  Boston,  Mass. 

Jennie  L.  Parsons,  deceased. 

Amy  Elizabeth  Pope,  Instructor,  St.  Luke's  Hospital,  San  Francisco,  Cal. 

Lillian  Welsh,  at  home.  Basking  Ridge,  N.  J. 

Feances  Abbett  Stone,  Secretary  of  the  Hospital  and  Nursing  Division  of 

the  Thomas  Thompson  Trust,  Boston,  Mass. 
Haeeiet  Beatbice  Gibson,  at  home,  Roekaway  Park,  N.  Y. 
Alvina  McDade,  deceased. 

Louise  Laekin,  now  Mrs.  David  Bovaird,  New  York,  N.  Y. 
Feances  AVabd  Caepentee,  private  duty.  New  York,  N.  Y. 
Janet  Goedon  Geant,  Superintendent,  Moses  Taylor  Hospital  and  Training 

School,  Scranton,  Pa. 
Haeeiet  Eliza  Bubtis,  deceased. 

GRADUATES,  CLASS  '95 

Almina  Veedeb,  private  duty,  New  York,  N.  Y. 

Emma  Anna  Kueioski,  Assistant  Secretary,  Corlears  District,  Charity  Or- 
ganization Society. 

Aeaminta  Whiteley  Beatty,  private  duty,  New  York,  N.  Y. 

Alice  May  Peeeigo,  now  Mrs.  Ralph  Hayhurst,  New  York,  N.  Y. 

Sabah  Fedelia  Peabsall,  now  Mrs.  Harry  D.  Curtis,  Watertown,  N.  Y. 

Anna  Geote,  now  Mrs.  J.  Colditz,  Bogota,  N.  J. 

Haeeiet  Feances  MacAbthub,  private  duty.  New  York,  N.  Y. 

Helen  Gaethwaite  Pieeson,  now  Mrs.  E.  Bull,  Jr.,  Stonyford,  N.  Y. 

Rena  Adelia  Case,  now  Mrs.  Fowler,  Omaha,  Neb. 

Alexandeia  Simpson,  private  duty,  New  York,  N.  Y. 

Amelia  Jean  Inglis  Young,  now  Mrs.  Walter  A.  Dunkel,  New  York,  N.  Y. 

Henbietta  Van  Cleft,  Visiting  Nursing,  Lakeville,  Conn. 

Josephine  Wheeler  Hildbup,  M.D.,  at  home,  Philadelphia,  Pa. 

Edith  Hosfoed  Stone,  private  duty,  New  York,  N.  Y. 

Geace  Rogee  Tinkee,  now  Mrs.  James,  Hartford,  Conn. 
GEADUATES,  CLASS  '96 

Lottie  Seaele  Jones,  now  Mrs.  Bernard  J.  Richardson,  Montclair,  N,  J. 

Sophie  Edwabds  Spenceb,  now  Mrs.  Donald  Cammann,  New  York,  N,  Y. 

Feances  Agnes  White,  at  home,  New  York,  N.  Y. 

Charlotte  Emma  Gebow,  now  Mrs.  F.  Irving,  Findlay,  Ohio. 

Emmeline  Black  Hughes,  private  duty,  New  York,  N.  Y. 

Annie  Dbavo  Van  Kirk,  now  Mrs.  William  Kendall  Gillett,  at  home,  Pel- 
ham  Manor,  N.  Y. 

Ethel  May  Read,  now  Mrs.  C.  C.  Bennett,  Kingston,  Ont.,  Canada. 

Beetha  Feedeeica  Wabman,  now  Mrs.  Eli  Long,  New  York,  N.  Y. 

Geace  Wiltsie,  now  Mrs.  H.  S.  Howland,  New  Rochelle,  N.  Y. 

Beatrice  Landon   Gxjodeich,   now   Mrs.   Merle   F.   Murphy,   New  Canaan, 
Conn. 
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Elizabeth  Fehbmann,  at  home,  Switzerland. 

Helen  Sill,  California. 

Kate  Linden  Rippakd,  now  Mrs.  R.  W.  Sharer.  Huntsville.  Pa. 

Mary  Geobgina  Bates,  private  duty,  Walpole,  New  Ilamrsliine. 

Julia  Christina  Grant,  now  Mrs.  James  L.   Lawson,   Alaiuogordo.  New 

Mexico. 
Joan  Robertson,  now  Mrs.  Winthrop  Daniels.  Washington.  D.  C. 
Gertrude  Odell,  deceased. 

E)lizaretii  Stewart,  private  duty.  New  York.  N.  T. 
LiLLAS  Fraseb  Savage,  private  duty.  New  York.  N.  1". 

GRADUATES,  CLASS  '97 

Elizabeth  Russell.  European  AVar.  Canadian  Army  Medical  Corps. 

Grace  Stebbins,  "Sister  Grace."  All  Saints  Home,  baltimore,  Md. 

Georgiana  Scranton  Collester.  Mrs.  Johnson,  deceased. 

Margaret  Sutherland  Hamilton,  at  home,  St.  John,  N.  B. 

Anna  Adelia  Davidson,  deceased. 

Meriel  Richards  White,  private  duty.  New  York.  N.  Y. 

Merica  p.  Schetky,  now  Mrs.  Coon. 

Rye  Mobley.  Superintendent,  Nursery  and  Childs  Hospital,  New  York, 
N.  Y. 

Constance  Baillie  Rose,  now  Mrs.  Louis  A.  Ripley,  New  York,  N.  Y. 

Frances  Richards  White,  at  home.  New  York,  N.  Y. 

Kathleen  DePuy  Nichols,  now  Mrs.  Richard  K.  Southgate,  Good  Ground, 
L.  I. 

jELA^NNETiE  Grace  Bonner,  Mrs.  Schooumaker.  deceased. 

Agnes  Elizabeth  Hatton,  now  IMrs.  Harry  B.  Higinbotham,  Japan. 

J.  Rutherford  Oliver,  at  home,  Detroit,  Michigan. 

Chari.otte  Cowdry,  now  Mrs.  Samuel  A.  Brown.  New  York,  N.  Y. 

Mary  Magoun  Brown,  at  home.  New  York,  N.  Y. 

Amy  Aims  Chambb31ia.in.  now  Mrs.  James  McGuinness.  Chester,  N.  Y. 

Jessie  Wilson  Mewhort.  now  Mrs.  Benjamin  H.  Gray,  Richmond,  Va. 

Mary  Winfred  Chisholm,  now  Mrs.  G.  H.  Needier,  Toronto,  Canada. 

Anna  Beatrice  Fletcher,  at  home.  Vancouver,  B.  C. 

Nancy  Elizabeth  Cadmus.  Superintendent.  Manhattan  Maternitv  Hospi- 
tal, New  York,  N.  Y. 

GEADUATES,  CLASS  '98 

Florence  Isabel  Brown,  now  Mrs.  Hamilton  Byers,  Nelson,  British  Co- 
lumbia. 

Annie  Maud  Deinstadt.  now  Mrs.  Walter  Wellington.  New  York,  N.  Y. 

Martha  McClure,  deceased. 

Annie  Lora  Hyde.  Paris,  France. 

Alice  Deforest  Seaborne,  now  Mrs.  Benjamin  Bayley,  London,  Out., 
Canada. 

Charlotte  Makcella  Webster,  private  duty,  New  York,  N.  Y. 

Annie  Paton  Letham,  deceased. 

Inez  Avery  Newman,  Visiting  Nursing,  Bethany  Congregational  Church, 
New  York,  N.  Y. 

Gertrude  Emily  Strain,  now  Mrs.  James  Garrison.  New  York,  N.  Y. 

Janet  Banfobd  Christie.  Assistant  Director,  School  of  Nursing,  Presby- 
terian Hospital,  New  York,  N.  Y. 

Jessie  MacKeller  Fergusson,  Superintendent,  Davenport  Girls  Home, 
Bath,  N.  Y. 
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Emily  Clatworthy,  private  duty,  New  York,  N.  Y. 

Katheeine  D.  Stephanova,  now  Mrs.  Gregory  Tsilka,  Elbasan,  Albania, 
European  Turkey. 

Maby  Gilfillan,  at  home,  St.  Paul,  Minn. 

Lucy  Fidelia  Ryder,  Superintendent,  Day  Camp  Rutherford,  for  tubercu- 
lous patients,  Brooklyn,  N.  Y. 

Georgia  Wadswoeth  Bellinger,  at  home,  Stamford,  Conn. 

Grace  Ieving  Cameeon,  Matron,  Out  Patient  Department,  Presbyterian 
Hospital,  New  York,  N.  Y. 

Edith  Johnson  Wyman,  Mrs.  H.  Rodman,  deceased. 

Carrie  Stryker,  private  duty,  New  York,  N.  Y. 

GEADUATES,  CLASS  '99 

Grace  Elrida  Moore,  now  Mrs.  Jacob  L.  Potter,  Ottawa,  Ont.  Canada. 
Laura  Antoinette  Hesselbltsg,  private  duty.  New  York,  N.  Y. 
Helen  Catherine  Claxton,  European  War.  Canadian  Contingent. 
Louise  Mitchell  Fobes,  private  duty.  New  York,  N.  Y. 
George  Waldo  Vinton,  now  Mrs.  Roderick  Byington,  Brookl5m,  N.  Y. 
Cornelia  Emmell  Vorhees,  now  Mrs.  P.  C.  Field,  U.  S.  A.  War  Depart- 
ment, Washington,  D.  C. 
Jessie  Leonard  Clausen,  deceased. 

Cordelia  Newland  Townsend,  District  Nursing,  New  York,  N.  Y. 
Mabel  Walkee,  now  Mrs.  N.  F.  Ferris,  Portland,  Oregon. 
Stella  Moore,  now  Mrs.  James  W.  Thayer,  Scarsdale,  N.  Y. 
Alice  Jayne,  at  home,  Tarrytown,  N.  Y. 
Elizabeth  Thompson  Davison,  at  home,  Baltimore,  Md. 
Haeriet  Davis  DeBaed,  General  Hospital,  Cincinnati,  Ohio. 
Ida  Elizabeth  Coull,  private  duty.  New  York,  N.  Y. 

Ruth  Gardner  Claek,  Superintendent,  Hudson  City  Hospital,  Hudson,  N.  Y. 
Katheeine  Bunce  Spenoee.  at  home.  New  York,  N.  Y. 
MiNA  Betsey  Bebee,  now  Mrs.  Sutherland  D.  Twining,  Springfield,  Mass. 
I}tha  Etta  Pearce.  at  home.  New  York,  N.  Y. 
Rose  Hoffman,  Mrs.  Edwin  Lobenstein,  deceased. 
Winfred  Estella  Vaux,  at  home,  Canada. 
Charlotte  Estell  Dunning,  at  home.  Auburn.  N.  Y. 
Astrid  Englested  Lund,  now  Mrs.  O.  W.  Erdal.  abroad. 
Henrietta  Lillian  Weiss,  private  duty.  New  York,  N.  Y. 
Maegabthe  Schioler,  now  Mrs.  Hans  Koch,  Copenhagen,  Denmark. 

GRADUATES,  CLASS  '01 

Florence  Mary  Grant,  now  Mrs.  Gorton  Wair  Allen,  Auburn,  N.  Y. 

Henrietta  Ltveemoee,  private  duty.  New  York,  N.  Y. 

Helen  Erskine  Laidlaw,  now  Mrs.  Henry  J.  Martin,  Toronto,  Canada. 

Sara  Homans  Strain,  office  and  hourly  nursing.  New  York,  N.  Y. 

Frances  Weatheeston,  private  duty,  Paris,  France. 

Edith  Granger,  Assistant  Supervisor  Nursing  Service,  Welfare  Depart- 
ment, Metropolitan  Life  Insurance  Co..  New  York,  N.  Y. 

Alice  Britton  Haughwout,  now  Mrs.  Preston  West,  Kindersley,  Saskatch- 
ewan, Canada. 

Katherine  Greenwood,  now  Mrs.  J.  K.  Reilly,  Flushing,  L.  I. 

Mary  Collins  Melville,  now  Mrs.  Alexander  Maclver,  Newport,  R.  I. 

Seveeina  Wilson,  private  duty.  New  York,  N.  Y. 

Anna  Louise  Hartwell,  Superintendent  New  Rochelle  Hospital  and  Train- 
ing School,  New  Rochelle,  N.  Y. 

Elsie  Thayer  Patterson,  U.  S.  Naval  Hospital,  Brooklyn,  N.  Y. 
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Edna  Whitexaw,  now  Mrs.  Henry  Kitchum.  Montclair,  N.  J. 
Glenna  Lindsay,  Bioexow,  American  Ambulance  Hospital,  Paris,  France. 
Gertrude  Reid  Smith,  in  charge  Nurses  Official  Registry,  Omaba,  Nebraska. 
Agnes  Louise  Warner,  European  War,  Ambulance  Service,  Belgium. 
Albekta  Maud  McKean,  now  Mrs.  John  Curry,  Montreal,  Canada. 

GRADUATES,  CLASS  '02 

Edith   Jane   L.    Clapp.    Superintendent   Englewood   Hospital,    Englewood, 

N.  J. 
Stella  Matilda  Andrews,  now  Mrs.  Arthur  W.  Lahey,  California. 
Mabel  Cynthia  Wharton,  now  Mrs.  Graham  Ryle,  New  York,  N.  Y. 
Irene  Wetmoue  Baldwin,  now   Mrs.   John   Berkeley   Hunter.   New   York, 

N.  Y. 
RowENA  Farmer,  now  Mrs.  Oscar  M.  Schloss,  New  York,  N.  Y. 
Marcella  Hunter  Urquhart,  abroad. 

Lida  Helen  Tarbox,  now  Mrs.  Paul  W.  Orvis,  New  York,  N.  Y. 
Emily  Belle  Hastings,  now  Mrs.  Edwin  Bebee,  Buffalo,  N.  Y. 
Anna  Hebblewhite,  at  home,  Bradford,  Pa. 
Kathro  Montague  Mason,  private  duty.  New  York,  N.  Y. 
Anna  Jane  Culgin,  hourly  nursing.  New  York,  N.  Y. 
Helen  Bridgetns  Cunningham,  private  duty.  New  York,  N.  Y. 
Mary  Elizabeth  Turner,  now  Mrs.  Thomas  O.  Rumsay,  Akron,  Ohio. 
Elizabeth  Van  Rensselaer,  now  Mrs.  Ben.ianiin  Arnold.  Albany,  N.  Y. 
Margaret  Anne  Be%vley,  at  home,  Lockport,  N.  Y. 
Alice  Henrietta  Kershaw,  now  Mrs.  Charles  D.  Fowler,  Ireland. 
Augusta  Angeline  Graves,   Social  Service,  Hartford  Hospital,  Hartford, 

Conn. 
Alice  Brown  Class,  now  Mrs.  William  W.  Conley,  New  York,  N.  Y. 
Jessie  Anna  Allen,    Visiting  Nursing,  Tuberculosis   Work,    Presbyterian 

Hospital,  New  York,  N.  Y. 
Chebrie  Morton  French,  now  Mrs.  James  B.  Crane,  Somers,  N.  Y. 
Elizabeth  Maywood  Ashe,  Neighborhood  Settlement,  San  Francisco,  Cal. 

CtEADUATES,  CLASS  '03 

Frances  Cornelia  Com  stock,  now  Mrs.  H.  R.  Brown,  Syracuse.  N.  Y. 
Josephine  Adelia  Groht,  now  Mrs.  Theodore  Wood  Cady,  Albequerque, 

New  Mexico. 
Edith  Lucy  Beatty,  Mrs.  George  N.  Hoffman,  deceased. 
Viva  Emily  Lawless,  now  Mrs.  Albert  Oldroyd.  East  Norwalk.  Conn. 
Maria  Hoffman  Ludlum,  at  home,  Bridgeport.  Conn. 
Georgia  Isabelle  Barnes,  private  duty,  New  York,  N.  Y. 
AucE  Hortence  MacClellan,  private  duty,  New  York,  N.  Y. 
Marion   Love  Skiff,   in  charge.  Welfare  Work,   National  Lamp  Division, 

General  Electric  Co.,  Cleveland,  Ohio. 
Elizabeth  Hyde  Durston,  now  Mrs.  William  Churchill,  Corning,  N.  Y. 
CoNYERS  Pritchett,  uow  Mrs.  Lafayette  B.  Hedge,  East  Ely,  Nevada. 
Lelia  Richardson  Bennett,  private  duty,  Kalispell,  Mont. 
Alice  Gertrude  Field,  private  duty.  New  York,  N.  Y. 
Jessie  Marion  Giddings,  now  Mrs.  Stanley  B.  Thomas.  Brooklyn,  N.  Y. 
Ruth  Havens  Prime,  deceased. 
Katherine  Wheeler,  now  Mrs.  Frederick  C.  Craig.  Short  Hills,  N.  J. 

GRADUATES,  CLASS  '04 

Sara  Belle  Mounce,  private  duty,  New  York,  N.  Y. 
Catherine  Munro  Forrest,  at  home.  Columbus.  Ohio. 
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Mary  Wood  Guion,  now  Mrs.  Samuel  D.  Newton,  Jamestown,  N.  Y. 

Augusta  Hobeet  English,  "Sister  Augusta,"  Sisterliood  of  St.  Margaret, 
Boston,  Mass. 

Marion  Elizabeth  Hesseltine,  Head  Nurse,  Presbyterian  Hospital,  New 
York,  N.  Y. 

Sylvia  Haetston  Davis,  "Sister  Mary  Sylvia,"  St.  Mary's  Convent,  Peeks- 
kill,  N.  Y. 

Ethel  Marie  Darling,  at  home,  Thompsonville,  Conn. 

Margaret  Allen  Cruise,  now  Mrs.  Charles  S.  Seawell,  Asheville,  N.  C. 

Jean  Cleland,  private  duty.  New  York,  N.  Y. 

Edith  Virginia  Gaediner,  European  War. 

Anna  Oleondea  Becker,  now  Mrs.  James  W.  Jameson,  New  York,  N.  Y. 

Ethel  Irene  Fullee,  at  home,  Vancouver,  Canada. 

Jessie  May  Welch,  now  Mrs.  Frederick  B.  Morlok,  Richmond,  Va. 

Julia  Caroline  Hicks,  hourly  nursing.  New  York,  N.  Y. 

Margaret  Elizabeth  Baker,  private  duty.  New  York,  N.  Y. 

Maey  Maud  Tennant,  private  duty,  New  York,  N.  Y. 

Catherine  Clark  Mooney,  now  Mrs.  W.  Pierpont  Williams,  New  York, 
N.  Y. 

Alice  Shove  Wood,  Thrall  Hospital,  Middletown,  N.  Y. 

GRADUATES,  CLASS  '05 

Elsie  Harper  Bonnell,  at  home,  New  York,  N.  Y. 

Laura  Kjeldsen,  private  duty.  New  York,  N.  Y. 

Helen  Louise  Deming,  now  Mrs.  John  S.  Martino,  Brooklyn,  N.  Y. 

Elizabeth  Morton  Daniel,  private  duty.  New  York,  N.  Y. 

Adele  Louise  Faure,  in  charge  French  Red  Cross  Hospital,  France. 

Jean  Louise  Wales,  now  Mrs.  J.  Norton,  Winnetka,  111. 

Winnefred  Louise  Nye,  now  Mrs.  Royal  S.  Haynes,  New  York,  N.  Y. 

Hannah  Pacific  Scott,  Sccial  Service,  Sano  Mateo,  Cal. 

Martha  Lamson,  private  duty,  New  York,  N.  Y. 

Grace  Elting  Oveeton,  now  Mrs.  Alfred  J.  Brown,  New  York,  N.  Y. 

Helen  May  Cahoone,  Night  Supervisor,  Presbyterian  Hospital.  New  York. 

N.  Y. 
Adele  Cutts  Williams,  now  Mrs.  B.  Van  D.  Hedges,  Plainfield,  N.  J. 
Cora  Emilia  Crowdee,  now  Mrs.  C.  M.  Bennett,  Lynhaven,  Va. 
Eleanor  Josephine  Ceawfoed,   Secretary,  Central  Club  for  Nurses,  New 

York,  N.  Y. 
Clara  Keyes  Fuller,  now  Mrs.  Julius  R.  Rogers,  Binghamton,  N.  Y. 
Carrie  Giddings  Feey,  at  home.  Palatine  Bridge,  N.  Y. 
Ida  Marguerite  Winters,  private  duty,  New  York,  N.  Y. 
Alice  Smith  Lee,  now  Mrs.  Thomas  H.  Ryland,  Lynchburg,  Va. 
Alice   Louise   Malcolmson,    Social    Service,    Presbyterian   Hospital,    New 

York,  N.  Y. 
Jean  Isabel  Gunn,  Superintendent  of  Nurses,  Toronto  General  Hospital, 

Toronto,  Canada. 
Annie  Mabel  Thomas,  Social  Service,  Presbyterian  Hospital,  New  York, 

N.  Y. 
Ravenna  Cecelia  Whitson,  private  duty.  New  York,  N.  Y. 
Edith  Belle  Finlayson,  private  duty,  New  York,  N.  Y. 
Eliza  McKnight,  Supervisor,  Municipal  and  Child  Hygiene  Department  of 

Public  Charities,  Philadelphia,  Pa. 
Chablotte  Foote  Sheerill,  now  Mrs.  John  D.  Kernan,  Jr.,  New  York,  N.  Y. 
Maey  Holmes  Greene,  now  Mrs.  Allen  T.  Gay,  Monrovia,  Cal. 
Edith  Maria  Goulden,  private  duty.  New  York,  N.  Y. 
Helen    Marie   Isabei    Kelley,    Head   Nurse,    Toronto    General    Hospital, 

Toronto,  Ont,  Canada. 
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GEADUATES,  CLASS  '06 

Isabella  Abbot  Steyens,  European  War. 

Elsie  May  Vandebbilt,  now  Mrs.  C.  Herbert  Howell,  New  York,  N.  Y. 

Anita  Bell,  now  Mrs.  B.  F.  Peek,  Moline,  111. 

Claba  Battey  Cobb,  now  Mrs.  John  L.  Murphy,  Providence,  R.  I. 

MABGABFr  Jean  Cadenhead,  Head  Nurse,  Toronto  General  Hospital, 
Toronto,  Ont.,  Canada. 

Maby  Leaycbaft  Stbong,  Social  Settlement,  Boston,  Mass. 

Helen  May  Mackie,  Hygienic  Institute,  New  York,  N.  Y. 

Laura  Richabds,  Visiting  Nursing,  Vanderbilt  Clinic,  New  York,  N.  Y. 

Agnes  Findlay,  private  duty.  New  York,  N.  Y. 

Alice  Jane  Liles,  at  home,  Columbus,  Ohio. 

Lucy  Morton  Branch,  now  Mrs.  John  Cator,  Gainesville,  Fla. 

Susan  Helen  Veitch,  at  home,  Waterbury,  Conn. 

Emma  Holmes  Bbockway,  now  Mrs.  Morris  Friedlander,  Brooklyn,  N.  Y. 

Grace  Emily  Towneb,  private  duty.  New  York,  N.  Y. 

Charlotte  Mahan,  now  Mrs.  M.  D.  Hazard,  Newport,  R.  I. 

Katherine  Mary  Banner,  Superintendent  New  York  State  Institute.  Buf- 
falo, N.  Y. 

Anna  Alberta  Webster,  private  duty.  New  York,  N.  Y. 

Gebtbude  Ethel  Davis,  now  Mrs.  Frank  Cowell,  Lackawanna,  N.  Y. 

Sibyl  Constance  Eden,  European  War,  Servian  Service. 

Esther  Allison  Bbown,  Superintendent,  Training  School.  St.  Luke's  Hos- 
pital, San  Francisco,  Cal. 

Lydia  Vernon  Smith,  European  War.  Canadian  Contingent. 

Harriet  Tremaine  Meiklejohn.  Superintendent,  Mountainside  Hospital, 
Montclair,  N.  J. 

Edith  Mary  Truman,  now  Mrs.  James  G.  Bethel,  New  York,  N.  Y. 

Anne  Huntington  Van  Ingen,  at  home.  New  York,  N.  Y. 

Cora  Nelson,  at  home.  New  York,  N.  Y. 

Blanche  Eleanore  Folsom.  private  duty,  Haquiam,  Washington. 

GRADUATES,  CLASS  '07 

Louise  Marion  Aveby,  now  Mrs.  Frederick  K.  Barrett.  New  York.  N.  Y. 

Elizabeth  Mecabe.  now  Mrs.  George  H.  Lathrop,  Morristown,  N.  J. 

Gbace  Vivien  Bixby,  now  Mrs.  Harry  B.  Justice,  Low  Moor,  Va. 

Maejorie  Hope  Ryder,  at  home,  Geneva,  Washington. 

Mabgarem  Gillis.  private  duty.  New  York,  N.  Y. 

Edith  Tilley  Hegan,  private  duty.  New  York,  N.  Y. 

Marie  Therese  Bonnet,  private  duty.  New  York,  N.  Y. 

Virginia  Caroline  Andeebubg.  European  War. 

SiLLA  Mabguebite  Cabb-Habbis.  European  War,  Canadian  Contingent. 

Rose  Ethel  Taylob,  now  Mrs.  Thomas  Brown  Cameron,  Chester,  N.  Y. 

Maby  Canfield  Myebs,  now  Mrs.  Frank  Rockwell,  Glen,  DeSota  Co..  Fla, 

Cabbie  Stabb  Cooley.  private  duty.  New  York,  N.  Y. 

Mabtha  Hunteb  Jones,  at  home,  Jamestown,  N.  Y. 

Constance  Bbaine  Fbench,  now  Mrs.  John  R.  Herrick,  Hempstead.  L.  I. 

Emma  DeVebeb  Clarke.  European  War.  Canadian  Contingent. 

Olive  Howell  Kirkby,  private  duty.  New  York,  N.  Y. 

Florence  Marguerite  Coddington,   now   Mrs.   William   S.   Petit,   Detroit, 

Michigan. 
Sibyl  Frances  Cady,  Mrs.  Robert  L.  Hutton,  deceased. 
Dorothy  Brown.  Board  of  Health.  New  York,  N.  Y. 
Margaret  Galt  Boise,  Johns  Hopkins  Hospital,  Baltimore,  Md. 
Alice  Eaton  Butrbeidge:,  now  Mrs.  Rudolph  Schumacher,  Santo  Domingo, 

W.  I. 
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Maby  Elizabeth  Monijell,  now  Mrs.  Alvin  Walter  Baird,  Portland,  Ore. 
Emma  Roswell  Kelley,  now  Mrs.  Richard  Pigeon,  Wellesley  Hills,  Mass. 
Mabion  Bissell  Agaed,  now  Mrs.  Henry  H.  Baker,  Hyannis,  Mass. 
Agnes  Evangeline  Maynaed,  Girls'  Industrial  School,  Honolulu,  Hawaii. 
Edith  Campbexl,  European  War,  Canadian  Army  Medical  Corps. 
Julia  Gebtbude  Hannan,  now  Mrs.  Alexander  W.  Samuels,  Tenafly,  N.  J. 
Mabgabet  Lateicia  Robinson,  at  home,  Bloomington,  111. 

GEADUATES,  CLASS  '08 

Ada  Frances  Benjamin,  private  duty,  New  York,  N.  Y. 

Annie  Elizabeth  Muebay,  Household  Nursing  Association,  Boston,  Mass. 

Alice  Bbadfoed  Boih'well,  now  Mrs.  George  N.  Pease,  Portland,  Oregon. 

Jessie  Wilson  Geant,  private  duty.  New  York,  N.  Y. 

Maby  Isabel  McCltve,  private  duty,  New  York,  N.  Y. 

Nancy  Ellen  Yost,  private  duty,  New  York,  N.  Y. 

Jean  Geobgina  Hayman,  Instructor,  Presbyterian  Hospital.  New  York, 
N.  Y. 

Alice  Maltd  Uppee,  now  Mrs.  Z.  G.  Lash,  Toronto,  Canada. 

Latjba  Washington  Todd,  at  home.  New  York,  N.  Y. 

Martha  Allen  Winant,  now  Mrs.  Allen  Frost,  Poughkeepsie.  N.  Y. 

Maegeby  Jeeatjld  Lewis,  private  duty.  New  York,  N.  Y. 

Gebtbude  Woodexjef  Deake,  American  Ambulance  Hospital,  Juilly,  France. 

Louise  Maeie  Maksh,  American  Ambulance  Hospital.  Paris,  France. 

Ethel  Dorothy  Patton,  now  Mrs.  G.  A.  Humphreys-Davies,  San  Fran- 
cisco, Cal. 

Louise  Neff  Couetbight,  now  Mrs.  Frank  Fearman,  Burlington,  Ont., 
Canada. 

Nellie  Meyebs,  now  Mrs.  Henry  Duflford  Spangenberg,  Brooklyn,  N.  Y. 

Effie  Maud  Lee  Copeland,  at  home.  New  York,  N.  Y. 

Chabity  Wilson  Lyon,  private  duty.  New  York,  N.  Y. 

Maby  Olive  Boultee,  European  War,  Canadian  Contingent,  Army  Medical 
Corps. 

Caboline  Wack  Bell,  Head  Nurse.  Presbyterian  Hospital,  New  York,  N.  Y. 

Elizabeth  Maegabet  Phillips,  private  duty.  New  York,  N.  Y. 

Lillian  Meeeill,  now  Mrs.  John  H.  Knapp.  Brooklyn,  N.  Y. 

Maby  Mitchell,  private  duty,  New  York,  N.  Y. 

GRADUATES,  CLASS  "09 

Maby  Henrietta  McLean,  abroad. 

DoBOTHY  Ethel  Geeteltje  Bulmeb,  Mrs.  William  B.  Boyd,  deceased. 

Bebtha  Bentley,  now  Mrs.  E.  Cooke,  New  York,  N.  Y. 

Helen  Clarissa  Powell,  private  duty.  New  York,  N.  Y. 

Helen-  Glen  Rae  Locke,  Assistant  Superintendent,  Training  School  Toronto 
General  Hospital,  Toronto,  Canada. 

Elspeth  Anna  Gould,  Second  Assistant  Director,  School  of  Nursing,  Pres- 
byterian Hospital,  New  York,  N.  Y. 

Edith  Mubbay  McClung.  now  Mrs.  John  LeRoy  Sawyer,  Hudson,  N.  Y. 

Alice  Maeie  LeVan  Cowell,  now  Mrs.  William  Beverly  Robinson,  Say- 
ville,  N.  Y. 

Sarah  Fbances  Duncan,  now  Mrs.  George  Del  Toro,  San  Juan,  Porto  Rico. 

Claudia  Mart  a  O'Neill,  private  duty.  New  York,  N.  Y. 

Bessie  Walkee  Rylands,  now  Mrs.  Arthur  Ingraham  Piatt,  Bridgeport, 
Conn. 

Helen  Jean  Young,  now  Mrs.  William  Shields,  Scranton,  Pa. 

Emily  Wilhelmina  Bauer,  at  home,  Keyport,  N.  J. 
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Bessie  Adelaide  Decker,  private  duty.  New  York,  N.  Y. 

Agnes  Logan  MacKay,  private  duty.  New  York,  N.  Y. 

Laura   Charlotte  Munck.   Superintendent   Training    School ,    Bispebyerg 

Hospital,  Copenhagen,  Denmark. 
Florence  Lena  Weigand,  private  duty.  New  York,  N.  Y. 
Louise  Stephen na  Merritt.  now  Mrs.  J.  L.  GreLser,  Pontiac,  III. 
Anna  Elizabeth  Pierson,  private  duty.  New  York,  N.  Y. 
Lillian  May  Davey,  now  Mrs.  Hamilton  P.raine,  Brooklyn.  N.  Y. 
Theo  Woodruff,  i)rivate  duty.  New  I'ork.  N.  Y. 
Ella  Elizabeth  Benson,  private  duty,  New  York,  N.  Y. 
Susan  Gansevoort  Cooke,  now  Mrs.  Alfred  E.  Hitchner,  Philadelphia.  Pa. 
Nellie  Ruth  Simpson,  private  duty.  New  York,  N.  Y. 
Katherine  Cecil  Stevens,  at  home.  Morristown,  N.  J. 
Bessie  Kingsbury  Pitcher,  office  nurse,  New  York,  N.  Y. 

GRADUATES,  CLASS  '10 

Khoda  Charlotte  ;Mary  Armstrong,  private  duty.  New  York.  N.  Y. 

Lennis  Augusta  Atkins,  now  Mrs.  Harrie  P.  Leonard,  New  York.  N.  Y. 

Rbibecca  Luella  Conroy,  now  Mrs.  Eugene  F.  Russell.  Tarrytown,  N.  Y. 

Marie  Frances  Dravo.  now  Mrs.  Robert  K.  Aiken,  New  Castle,  Pa. 

Pauline  Mazubie  DeIesi,  now  Mrs.  John  A.  Lockwood,  Montclair,  N.  J. 

Alice  Halstead,  private  duty.  New  Rochelle,  N.  Y. 

Amy  Catherine  Caroline  Laubach,  now  Mrs.  B.  L.  Johnson,  Paris,  France. 

Bessie  Sophia  L'Ecluse,  now  Mrs.  Shepard  R.  Saxton,  Blue  Point,  L.  I. 

Martha  May  Norton,  at  home,  Lakeville,  Conn. 

Mary  Cleland,  private  duty.  New  York,  N.  Y. 

Ruth  Brown  Folsom,  at  home,  Kent,  Maine. 

Emily  Louise  Fellows,  private  duty,  New  York,  N.  Y. 

Lulu  Geil,  Night  Superintendent,  St.  Luke's  Hospital,  San  Francisco,  Cal. 

Georgina  Heath  field  Gordon  Grant,  private  duty.  New  York,  N.  Y. 

Martha  Stromer  Houlder.  Hill  Top  Camp.  Hawthorne,  N.  Y. 

Mary  Augusta  Kingstone,  Public  School  Nursing,  Toronto,  Canada. 

Helen  Linderman,  private  duty.  New  York,  N.  Y. 

Alice  Barbara  Mow  at,  now  Mrs.  George  L.  McCrea,  Campbellton.  N.  B. 

Mildred  Florence  Parkins,  European  War,  Canadian  Contingent. 

Marie  Louise  Thompson.  European  War,  Juilly,  France. 

GRADUATES,  CLASS  '11 

Dora  Anderson,  private  duty.  New  York,  N.  Y. 
Ethel  May  Bellamy,  private  duty.  New  York,  N.  Y. 
Meta  Butler,  private  duty,  Morristown,  N.  J. 

Mary  Lane  Davis,  Head  Nurse,  Presbyterian  Hospital,  New  York,  N.  Y. 
Ruth  Margaret  Eddy,  Missionary  Nurse,  Egypt. 
Charlotte  Emma  Ellis,  deceased. 

Marion  Rebecca  Fernald.  now  Mrs.  Arthur  Bristol.  Glen  Ridge,  N.  J. 
Rose  Erin  Griffith,  private  duty.  New  York,  N.  Y. 
Suzanne  Haliburton,  at  home,  Annapolis  Royal,  N.  S. 
Lyllis  Halsey,  now  Mrs.  Oliver  Y.  Leonard,  Montclair,  N.  J. 
Helen  Carol  Howes.  Superintendent  Training  School,  St.  Barnabas  Hos- 
pital, Newark,  N.  J. 
Mary  Anna  Johnson,  at  home,  Kew  Gardens,  L.  I. 
Alice  Maud  Jordan,  private  duty.  New  York,  N.  Y. 
Gertrude  Lightbound,  European  War,  England. 
Maby  Helena  McBean,  now  Mrs.  Edward  R.  Evans,  Utica,  N.  Y. 


SCHOOL  OF  NTJKSING,  69 


Annabel  Winnefked  McClung,  now  Mrs.  Antliony  C.  Freeman,  New  York, 

N.  Y. 
Elisabeth  Vincent  Millee,  private  duty,  New  York,  N.  Y. 
Rose  Mullee,  American  Ambulance  Hospital,  Paris,  France. 
Edith  Mabgaeet  Matthew,  private  duty.  New  York,  N.  Y. 
Heneietta  Frances  O'Neil,  now  Mrs.  George  Berpeau,  New  York,  N.  Y. 
Agnes  Mercer  Shufoed,  private  duty,  New  York,  N.  Y. 
Helen  Jeannette  Snare,  now  Mrs.  Frederick  A.  Stanwood,  Wellesley,  Mass. 
Nellie  Thomas,  private  duty.  New  York,  N.  Y. 
Ruth  B.  Wood,  Assistant  Superintendent  Hudson  City  Hospital,  Hudson, 

N.  Y. 
Charlotte  Van  Duzoe,  Social  Service  Work,  Grand  Rapids,  Micliigan. 

GBADIJATES,  CLASS  ^12 

Lela  Rebecca  Blaine,  at  home,  Council  Bluffs,  Iowa. 

Margaret  Rutheefoed  Brown,  Assistant  Superintendent,  Samaritan  Hos- 
pital, Troy,  N.  Y. 

Bessie  May  Carter,  Head  Nurse,  Englewood  Hospital,  Englewood,  N.  J. 

Anna  Lois  Dickinson,  at  home,  Lunenburg,  Mass. 

Madeline  Evans,  Industrial  Nursing,  Western  Electric  Co.,  New  York,  N.  Y. 

Hazel  Feances  Gillean,  European  War,  Canadian  Contingent. 

Mueiel  Kay,  now  Mrs.  Arthur  Howey  Ross,  Montreal,  Canada. 

Dorothy  Catheeine  Knox,  now  Mrs.  Waldemar  Christensen,  Eugene,  Ore. 

Edith  Anning  Leavens,  private  duty.  New  York,  N.  Y. 

Emily  Hookee  Mann,  Superintendent  Morristown  Memorial  Hospital,  Mor- 
ristown,  New  Jersey. 

Helen  Maegaret  Maex,  at  home,  Elmira,  New  York. 

Naomi  Frances  Meiklejohn,  European  War.  Canadian  Contingent. 

Jessie  Mundie,  private  duty,    New  York,  N.  Y. 

MiLDEED  Maeot  Purves,  now  Mrs.  Ellinwood  Alden  Frost,  Summit,  N.  J. 

Gwendolen  Conant  Smith,  now  Mrs.  John  M.  Hanford,  New  York,  N.  Y. 

Mae  Edithe  Beeckon,  private  duty.  New  York,  N.  Y. 

Gertrude  Emma  Clark,  American  Ambulance,  Hospital,  Paris,  France. 

Ivy  May  Coulson,  at  home,  New  York,  N.  Y. 

Ruby  Hannah  Emeey,  private  duty.  New  York,  N.  Y. 

Mabel  Oeland  Foedham,  private  duty,  New  York.  N.  Y. 

Ethel  Mildeed  Goldsmith,  at  home.  New  York,  N.  Y. 

Mary  Baetlett  Howland,  private  duty,  New  York,  N.  Y. 

Feances  Lewis  Johnson,  European  War,  France. 

Mary  Jane  Rossington  McGoodwin,  at  home,  New  York,  N.  Y. 

Anne  Penland,  Anesthetist,  Presbyterian  Hospital,  New  York,  N.  Y. 

Catherine  Isabel  Scoble,  European  War,  Canadian  Contingent. 

Elspeth  Jean  Sutherland,  European  War,  England. 

Maey  Feedeeica  Tayloe,  European  War,  Canadian  Contingent. 

Helen  Young,  Head  Nurse,  Presbyterian  Hospital,  New  York,  N.  Y. 
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Haeeiet  Pence  Dunlap,  Head  Nurse,   Presbyterian  Hospital,   New  York, 

N.  Y. 
Kate  Elizabeth  Goodeich,  at  home,  Leavenworth,  Kansas. 
Helen  Fletchee  Latimee,  American  Ambulance  Hospital,  Paris,  France. 
Ruth  Jane  MacClelland,  student,  Cornell  University,  Ithaca,  N.  Y. 
Hilda  Haveegal  MacDonald,  at  home,  Saskatchewan,  Canada. 
Geoegina  Albeeta  Moeeison,  private  duty.  New  York,  N.  Y. 
Elinoe  Posey,  now  Mrs.  William  B.  Ewing,  New  York,  N.  Y. 
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Jennie  Isabel  Rignel,  Industrial  Nurse,  General  Electric  Company. 

Ednah  Childs  Smith,  private  duty,  Santa  Rosa,  Cal. 

Ele:anor  Doty  Smith,  now  Mrs.  Slekirk  Owen,  Boonton.  N.  J. 

Phoebe  Frances  Taylor,  American  Ambulance  Hospital,  Paris,  France. 

Nellie  Louise  Winey.  private  duty.  New  York,  N.  Y. 

Florence  Olive  Zetterstbom.  now  Mrs.  Arthur  Nilsen,  New  York.  N.  Y. 

Anna  Marie  Balen,  private  duty,  New  York,  N.  Y. 

Ada  Boone  Coffey,  Head  Nurse,  I^ane  Hospital.  San  Francisco.  Cal. 

Helen  Burnette  Curtis,  private  duty,  New  York,  N.  Y. 

Jessie  Katherine  Davis,  private  duty.  New  York,  N.  Y. 

Euzabeth  Whipple  Heni^y,  American  Ambulance  Hospital,  Juilly.  France. 

Elise  IIillyer.  Head  Nurse.  Presbyterian  Hospital,  New  York,  N.  Y. 

Sarah  Helena  Hughes,  private  duty.  Portland.  Oregon. 

Katherine  Kerr,  Hospital  Furnishings,  New  York.  N.  Y. 

Ruth  Elizabeth  Lambert,  private  duty,  New  York,  N.  Y. 

Anna  Lurana  Leonard,  Operating  Room,  Buflfalo  General  Hospital.  Bufifalo. 
N.  Y. 

Jessie  Mabet.  Marks,  private  duty.  New  York.  N.  Y. 

Grace  Anista  Meeker,  private  duty,  New  York,  N.  Y. 

Violetta  Carroll  Mercer,  American  Ambulance  Hospital.  Juill.v,  Franc?. 

Ethel  Georgene  Minnes,  now  Mrs.  John  Kellock  Robertson,  Kingston.  Ont., 
Canada. 

Ethel  Loper  Moon.  Night  Superintendent.  Mt.  Vernon  Hospital.  Mt.  Vernon, 
N.  Y. 

IvOuiSE  Chilton  Shelley,  abroad. 

Nellie  Frances  Sherman,  now  Mrs.  Henry  Douglas  Eaton.  Stockbridge, 
Mass. 

Lily  Mary  Thom,  at  home,  Burlingame,  Cal. 

Mabel  Drummond  Ward,  Head  Nurse,  Presbyterian  Hospital.  New  York, 
N.  Y. 

Nancy  Whitman,  now  Mrs.  Guy  Hamilton  Scull.  New  York.  N.  Y. 

Harriet  Edith  Wilson,  Head  Nurse,  Operating  Room,  Presbyterian  Hos- 
pital, New  York,  N.  Y. 
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Mabjobie  Parker  Armstrong,  private  duty.  New  York,  N.  Y. 

Agnes  Browning  Baibd.  Europoan  War.  Canadian  Contingent. 

Anne  Bauer,  private  duty.  New  York.  N.  Y. 

Johanna  von  Brandis,  private  duty,  New  York,  N.  Y. 

Jane  Marion  Durham,  Office  Nurse.  New  York.  N.  Y. 

Myrtle  Rebecca  Gould,  private  duty.  Detroit,  Michigan. 

Natalie  Allien  Johnson,  private  duty.  New  York,  N.  Y. 

Olhe  Milroy.  Office  Nurse,  New  York,  N.  Y. 

Margaret  Lester  Neales,  now  Mrs.  James  Shriver,  Dedham.  Mass. 

Florence  Belle  Owen,  private  duty,  New  York,  N.  Y. 

Frances  May  Scott,  private  duty,  New  York.  N.  Y. 

Katherine  Scott,  private  duty,  New  York,  N.  Y. 

Maude  Mary  Strong,  private  duty.  New  York,  N.  Y. 

Constance  Adele  Thorpe,  now  Mrs.  Howard  Hamilton  Scott.  Saranae  Lake, 

N.  Y. 
Hjordis  Todsen,  at  home,  Norway. 
Mary  Eleanor  Ardell.  private  duty,  New  York,  N.  Y. 
Laura  Wood  Coons,  European  War.  American  Red  Cross. 
Ruth   Tisdale  Dean,  Assistant,  Operating  Room,  Presbyterian   Hospital. 

New  York.  N.  Y. 
Grace  Flint  Duncan,  private  duty.  New  York,  N.  Y. 
Ethel  DeRonde,  at  home,  New  York,  N.  Y. 
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Louise  Caeoune  Foote,  private  duty,  New  York,  N.  Y. 
Elizabeth  Stirling  Frost,  private  duty,  New  York,  N.  Y. 
F1.0BEKCE  Aniste  Geablam,  at  home.  Glen  Ridge,  N.  J. 
Ruth  Hovey,  private  duty,  New  York,  N.  Y. 
Pauline  Amelia  Ivey,  European  War,  Canadian  Contingent. 
Clabissa  Oedway  Johnson,  Visiting  Nursing,  Maine. 

Agnes  Evelyn  McIlweaith,  Assistant  Operating  Room,  Presbyterian  Hos- 
pital, New  York,  N.  Y. 
Ruth  Bell  Nethebcut,  at  home,  Wauwatosa,  "Wisconsin. 
Helen  Campbell  Niven,  private  duty,  New  York,  N.  Y. 
DoEOTHY  Waller  Pare,  private  duty.  New  York,  N.  Y. 
Susan  Chapman  Peacock,  private  duty,  New  York,  N.  Y. 
Emile  Gesnee  Robson,  Head  Nurse,  Presbyterian  Hospital,  New  York,  N.  Y. 
Frances  Wilhelmina  Rolfe,  private  duty,  New  York,  N.  Y. 
Maey  Isabel  Cocheane  Turner,  at  home,  Toronto,  Canada. 
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Bessie  Church  Brown,  at  home,  Carleton  Place,  Ont.,  Canada. 

Statira  Cbawfoed,  at  home,  Columbia,  South  Carolina. 

Elizabeth   Maud  Culver,   Visiting  Nursing,   Presbyterian   Hospital,   New 

York,  N.  Y. 
Mabel  Davies,  Head  Nurse,  Presbyterian  Hospital,  New  York,  N.  Y. 
Anne  Stanclifpe  Foster,  Metabolism,  Presbyterian  Hospital,  New  York, 

N.  Y. 
Lucy  C.  Matthew,  at  home,  New  Brunswick,  Canada. 
ROBENA  Monica  Millar,  Assistant,  Operating  Room,  Presbyterian  Hospital, 

New  York,  N.  Y. 
Elsie  Whittemore,  at  home,  Boston,  Mass. 
Anne  Katherine  Williams,  private  duty.  New  York,  N.  Y. 
Margaret  Virginia  Barns,  Social  Service,  Presbyterian  Hospital,  New  York, 

N.  Y. 
Delia  May  Battles,  Missionary  Nurse,  Methodist  Mission  Hospital,  Haiyu, 

Korea. 
Et.t.a  May  Bongard,  Presbyterian  Hospital,  New  York,  N.  Y. 
Elizabeth  Rock  Brackett,  at  home,  Ridgewood,  N.  J. 
Maejorie  Elsie  Conover,  at  home.  Greenwich,  Conn. 
Helen  Avis  Corwin,  at  home,  Titusville,  N.  J. 
Myea  Ross  Haokett,  at  home.  Sunbury,  Pa. 
Miriam  Ruxton  Heath,  private  duty,.  New  York,  N.  Y. 
Elsie  McClive.  at  home,  St.  Catherines,  Ont.,  Canada. 
Martha  Carter  Martin,  at  home,  Columbus.  Georgia. 
Lilian  Valentine  Obbison,  at  home.  New  York,  N.  Y. 
Theodora  Crawford  Penfield.  at  home,  Jamestown,  N.  Y. 
Retta  L.  Pinney,  at  home,  Sheffield,  Warren  Co.,  Pa. 
Marion  Catherine  Miller  Shanks,  at  home.  Fitchburg,  Mass. 
Ethel  Maegueeite  Sleicheb,  Presbyterian  Hospital,  New  York,  N.  Y. 
Alice  Obme  Smith,  at  home,  Normal,  111. 
Lucy  Mary  Smith,  at  home,  Arlington,  N.  Y. 
Kathryn  Tebeiberry,  at  home,  Paterson,  N.  J. 

Elizabeth  Penfield  Van  Petten.  Presbyterian  Hospital,  New  York,  N.  Y. 
ISABEixE  Stridibon  WOODS,  at  home.  Brooklyn,  N.  Y. 
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SUMMARY. 

Superintendents  of  Hospitals,  Schools  of  Nursing  and  other  Hospital 

Positions 63 

Anaesthetist 1 

Visiting  Nursing,  Social  Service  and  Welfare  Work 26 

European  War  Service 35 

Private  Nursing 120 

Married 145 

At  Home 84 

Died 18 

Total    402 
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EEPOET  OF  DIEECTOE  OF  MEDICAL  SEEYICE 

October  U,  1915. 
To  THE  Board  of  Managees^  Peesbyterian"  Hospital. 

Gentlemen: — I  have  the  honor  to  submit  the  following  report 
from  the  Medical  Service: 

During  the  last  year  the  work  in  the  Medical  Service  has  been 
carried  on  under  excellent  conditions  and  has  proved  most  satis- 
factory. 

The  care  and  control  of  patients  suffering,  especially  with 
chronic  diseases,  has  been  facilitated  and  improved  as  it  has  never 
been  before,  through  the  close  co-operation  of  the  medical  dispensary 
with  the  medical  wards,  together  with  the  increasing  efficiency  of  the 
social  service  department.  In  almost  no  instances  have  patients  re- 
ferred from  the  wards  to  the  dispensary  failed  to  appear  at  the 
dispensary  for  treatment.  The  Director  and  Visiting  Physicians 
each  spend  one  afternoon  a  week  in  consultation  with  the  dispensary 
staff,  at  which  time  they  see  groups  of  patients,  whose  conditions 
they  are  studying  with  special  care.  Frequently  patients,  though 
feeling  in  good  health,  will  return  on  such  days  for  examination 
and  advice  as  to  prophylactic  measures,  which  are  necessary  to  pre- 
vent the  recurrence  of  their  diseases.  In  this  way  a  clinic  for  the 
care  of  cardiac  patients  has  developed,  another  for  rheumatic  pa- 
tients, etc. 

One  of  the  most  valuable  developments  in  the  hospital  work  has 
been  the  growth  of  the  metabolism  clinic  started  with  the  help  of 
the  School  of  Nursing.  Through  the  assistance  of  a  carefully 
trained  nurse  and  the  work  of  one  or  two  members  of  the  Medical 
Staff,  it  has  been  possible  to  care  for  patients  suffering  with  diabetes 
and  other  disturbances  of  metabolism,  as  it  has  never  been  possible 
to  do  before. 

Under  the  direction  of  Dr.  Swift,  three  beds  have  been  ap- 
propriated for  the  care  and  treatment  of  cases  of  cerebrospinal 
syphilis.  These  patients  are  admitted  for  a  period  of  twenty-four 
to  forty-eight  hours,  to  receive  their  treatment  at  intervals  of  one  to 
two  weeks.  In  this  way  it  is  possible  to  care  for  and  follow  care- 
fully a  large  number  of  patients  with  least  expense  and  greatest 
economy  of  space  to  the  Hospital. 

Through  the  kindness  of  Mrs.  Frederick  S.  Coolidge,  two  fel- 
lowships in  Medicine  have  been  established  in  the  Department  of 
Practice  of  Medicine  at  Cokmibia  University.  This  made  it  pos- 
sible to  add  two  assistants  in  the  medical  laboratories  of  the  Hos- 
pital, who  devote  their  time  to  the  hospital  and  the  study  of  prob- 
lems connected  with  the  diagnosis  of  disease  and  the  care  and  cure 
of  the  sick  patient. 
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The  work  in  the  medical  laboratories  has  so  increased  in  this 
connection  that  an  addition  has  been  built,  forming  a  laboratory  over 
one  corridor,  with  excellent  lighting  for  microscopic  work.  This  will 
afford  room  for  at  least  four  or  five  workers. 

For  the  Director,  who  is  the  Professor  of  Practice  of  Medicine 
at  Columbia  University,  and  his  first  assistant,  who  is  Associate 
Professor  of  Practice  of  Medicine,  otfices  near  the  Janeway  Library 
have  been  arranged  and  equipped,  and  accessible  to  each  is  an  ex- 
amining room  where  private  patients  may  be  seen  in  consultation. 
Under  these  conditions  the  Director  and  the  Associate  Professor  of 
Practice  of  Medicine  spend  their  entire  day  at  the  hospital. 

The  teaching  methods  have  been  variously  changed  and  im- 
proved. The  careful  training  of  the  clinical  clerks  which  was  car- 
ried out  more  completely  last  year  than  ever  before,  led,  among 
other  things,  to  the  statistical  study  by  clinical  clerks  of  various 
groups  of  diseases  admitted  to  the  hospital  during  the  year.  A 
very  valuable  and  detailed  compilation  was  made  in  this  way  of 
the  cases  of  pneumonia  admitted  to  the  hospital  during  this  time. 

The  "combined  rounds,"  made  one  afternoon  a  week  by  the 
entire  hospital  staff,  first  on  the  surgical  and  then  on  the  medical 
service,  have  proved  a  most  stimulating  addition  to  the  Hospital 
routine.  At  such  times  consultations  are  held  upon  specially  se- 
lected groups  of  patients  and  are  participated  in,  not  only  by  the 
Hospital  Staff,  but  frequently  by  visiting  physicians  from  other 
institutions  or  other  cities. 

Some  of  the  actual  work  by  members  of  the  medical  staff  has 
already  been  published,  and  in  the  future,  since  demands  are  con- 
stantly being  made  for  reprints  of  these  papers,  it  will  probably  be 
desirable  to  collect  at  the  end  of  each  year  reprints  of  these  pub- 
lications from  the  Medical  Clinic  of  the  Presbyterian  Hospital  and 
have  them  sent  to  various  institutions  and  individuals  throughout 
the  country. 

Respectfully  submitted, 

WARFIELD  T.  LONGCOPE,  M.  D., 

Director  of  Medical  Service. 


REPORT  OF  DIRECTOR  OF  SURGICAL  SERVICE 

To  THE  Board  of  Managers  of  the  Peesbtteeian  Hospital. 

Gentlemen: — I  have  the  honor  to  submit  the  foUowing  report 
on  the  Surgical  Department  of  the  Hospital. 

During  the  past  year,  the  first  since  the  reorganization  of  the 
surgical  service,  I  feel  that  the  treatment  the  patients  have  received 
in  our  wards  has  been  of  such  a  character  as  to  leave  little  to  be 
desired.  By  the  plan  we  have  adopted  of  referring  certain  groups 
of  cases  to  individual  members  of  the  staff  for  observation  and 
treatment,  it  would  appear  that  these  cases  have  received  in  most 
instances  rather  more  than  the  usual  amount  of  personal  attention 
and  study.  As  a  result  of  this  opportunity  of  studying  a  large  nimi- 
ber  of  cases  of  a  given  type  of  injury  or  disease,  the  members  of 
the  Attending  Staff  have  been  able  in  some  instances  to  develop  new 
and  improved  methods  of  operative  treatment  or  after  care,  and  the 
results  to  the  patients  have  been  correspondingly  satisfactory.  I  can 
certainly  testify  to  the  fact  that  the  plan  so  far  has  been  successful. 

We  hope,  during  the  coming  year,  to  present  to  the  Surgical 
Department  of  the  Medical  School  a  number  of  reports  on  the 
progress  thus  made. 

Our  system  of  weekly  ward  visits  by  all  the  members  of  the 
staff  and  the  subsequent  conferences  in  which  are  discussed  the 
various  problems  presented  by  the  patients,  has  attracted  the  at- 
tention of  hospital  surgeons  not  only  in  our  own  community,  but 
from  other  cities.  No  less  than  three  prominent  surgeons  from 
Boston  have  attended  these  exercises  and  as  a  result  of  the  favor- 
able impression  made  upon  one  of  these,  the  plan  has  been  adopted 
at  the  Massachusetts  General  Hospital.  Favorable  comments  on  the 
plan  have  also  been  made  by  at  least  a  dozen  surgeons  from  other 
cities  who  have  visited  our  clinic. 

I  am  pleased  to  report  that  the  success  of  our  '%llow-up  sys- 
tem" is  assured.  At  a  recent  meeting  of  a  surgical  society  made 
up  of  the  younger  hospital  surgeons  from  eastern  medical  centres, 
various  plans  for  bringing  about  this  result  were  presented  and  dis- 
cussed. The  consensus  of  opinion  was  that  the  plan  followed  in 
our  Hospital  was  the  most  complete  and  satisfactory  one  thus  far 
in  operation. 

The  following  is  a  report  of  our  efforts  in  this  department  from 
October  1,  1914,  to  October  1,  1915 : 

Total  number  of  cases  receiving  cards  when  leaving  the 
hospital,  asking  them  to  return  for  examination,  (in- 
cluding every  surgical  case  discharged  from  the  hospital)  2,278 

Total  number  of  letters  written  to  patients  not  returning  in 

accordance  with   instructions    on   card 1,107 

Subsequent  letters  of  inquiry  sent 956 
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Total  number  of  visits  by  Social  Service  Nurse 535 

Total  number  of  patients  personally  appearing  for  examina- 
tion at  hospital  in  response  to  cards  given   in  ward.  1,018 or   44.7% 

Total  number  returning  as  a  result  of  letter 52G  or   23.1% 

Total  number  responding  to  Social  Service  Nurse 213  or     9.4% 

Total   api>earing  at   hospital    fx>r   re-examination 1,757  or    77.2% 

Definite  medical  information  obtained  directly  from  patient 

by    letter    44  or      1.9% 

Through   Social  Service  Nurse   33  or      1.4% 

Making  a   total   of 77  or     3.3% 

Information  regarding  patients  general   condition,  earning 
capacity,    etc.    obtained    by    inquiries    from    patients, 

friends  and  neighbors  by  Social  Service  Nurse 252  or    11.1% 

Making  a  grand  total  of  discharged  surgical  cases  about 

whom  some  definite  information  has  been  obtained . .  2,086  or    91.6% 


Of  the  192  cases  lost,  155  lived  out  of  the  city,  and  consequently 
could  not  be  followed,  and  only  37  lived  in  the  city  or  1.6  per  cent, 
could  not  be  reported  upon. 

As  a  result  of  this  rather  unexpected  success  in  the  first  year 
of  our  "follow-up  system"  and  the  greatly  increased  value  of  our 
records  from  the  added  notes  on  the  end  result,  general  health  and 
earning  capacity  of  the  patients,  and  as  a  result  also  of  the  excel- 
lence of  our  filing  system,  which  enables  one  to  refer  almost  im- 
mediately to  the  history  of  any  case  or  any  group  of  cases,  our 
record  room  during  the  past  year  has  been  visited  by  numerous 
delegations  and  committees  from  other  hospitals,  with  a  view  to 
studying  our  methods,  and  it  is  gratifying  in  this  connection  to 
report  that  no  less  than  twelve  hospitals,  including  some  of  the 
largest  and  best  known  in  this  city,  in  Boston,  Philadelphia,  Cleve- 
land and  St.  Louis,  have  adopted,  either  in  its  entirety  or  in  part, 
our  follow-up  plan  and  filing  system. 

During  the  past  winter  the  Department  of  Surgery  in  the 
Medical  School  has  provided  a  small  fund,  by  means  of  which  we 
have  been  able  to  send  two  members  of  our  staff  to  other  surgical 
clinics  for  a  period  of  ten  days'  or  two  weeks'  study. 

One  of  them  visited  the  clinic  of  Professor  George  W.  Crile, 
of  Cleveland,  with  a  view  to  studying  the  new  method  of  anoci- 
association  anaesthesia,  which  has  been  so  successfully  employed  at 
the  Lakeside  Hospital  in  that  city.  Dr.  Crile  afforded  our  repre- 
sentative every  opportunity  of  observing  the  method  and  acquiring 
the  technic,  as  well  as  visiting  the  patients  during  the  several  days 
following  operation  and  taking  notes  on  the  condition.  Another 
of  our  staff  visited  the  clinic  of  Dr.  Murphy,  of  Chicago,  to  study 
his  methods  of  treating  hopelessly  anchylosed  joints. 

Each  of  these  men,  after  his  return,  presented  a  full  and  in- 
teresting report  of  his  visit  including  a  detailed  account  of  the 
methods  employed,  the  immediate  and  remote  results  observed,  and 
also  his  personal  impression  of  the  technic  and  general  team  work 
of   the   clinic   visited.     These   visits  have   been   stimulating  to   the 
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men  who  have  been  sent,  and  their  reports  intensely  interesting 
to  the  entire  staff.  They  have  also  led  to  certain  changes  in  our 
methods  and  technic. 

It  is  my  hope  that  a  larger  fund  will  be  at  my  disposal  during 
the  coming  year,  and  that  I  may  be  able  to  offer  these  short  educa- 
tional vacations  to  more  members  of  our  staff. 

During  the  past  year  the  following  changes  have  been  made  in 
our  staff.  Dr.  McWilliams  has  been  promoted  from  the  position 
of  First  Assistant  to  that  of  Associate  Surgeon;  Dr.  Corscaden, 
from  Second  to  First  Assistant  Surgeon;  Dr.  Burnap  was  appointed 
Second  Assistant  Surgeon  in  the  place  of  Dr.  Corscaden. 

By  a  recent  action  of  the  Medical  Board,  it  was  decided  that 
after  October  1st  of  this  year,  no  member  of  the  Attending  Staff 
above  the  rank  of  Second  Assistant  should  hold  an  official  posiiiou 
in  the  Out-Patient  Department.  This  will  deprive  the  clinic  of 
the  regular  services  of  Dr.  Auchincloss,  Dr.  Whipple  and  Dr.  Cors- 
caden, who  by  their  regularity,  promptness  and  conscientious  at- 
tendance have  done  much  to  build  up  the  department.  The  change, 
however,  seemed  wise,  inasmuch  as  the  ward  duties  of  these  men  were 
becoming  more  and  more  exacting,  and  the  necessity  for  prompt  and 
often  prolonged  attention  to  the  graver  cases  in  the  wards  made 
it  desirable  to  relieve  the  men  of  their  out-patient  duties.  We  will 
in  a  measure  compensate  both  the  men  and  the  out-patient  clinic 
for  this  necessary  change,  by  arranging  for  the  daily  attendance  at 
the  clinic  of  one  of  these  men  as  a  consultant,  after  the  plan  adopted 
in  the  Medical  Department. 

Before  closing  this  brief  report,  I  desire  to  express  my  thanks 
to  the  Board  of  Managers,  to  the  Superintendent  of  the  Hospital, 
and  to  the  Director  of  the  School  of  ISTursing  for  their  hearty 
co-operation  in  the  various  changes  in  the  hospital  routine  neces- 
sitated by  the  reorganization. 

GEORGE  E.  BREWER,  M.  D., 
Director  of  Surgical  Service. 


KEPOET  OF  DIRECTOR  OF  PATHOLOGICAL  SERVICE. 

Gentlemen: — I  have  the  honor  to  submit  the  following  report 
from  the  Pathological  Department  for  the  year  ending  September 
30,  1915. 

The  general  plan  of  administration  of  the  three  laboratories 
comprising  the  Pathological  Department  has  not  been  modihed  since 
our  last  report  was  submitted.  Several  changes,  however,  in  the 
staff  of  the  department  have  taken  place.  Dr.  Lamb  has  resigned 
the  position  of  Resident  Pathologist  to  devote  his  entire  time  to 
clinical  medicine;  Dr.  Coulter,  Resident  Bacteriologist,  has  been 
transferred  to  the  Pathological  Department  of  the  College  of  Phy- 
sicians and  Surgeons;  Dr.  Stillman,  Assistant  Pathologist,  has  re- 
signed to  accept  a  position  in  the  Rockefeller  Hospital,  The  va- 
cancies thus  created  have  been  filled  respectively  by  Dr.  R.  A.  Lam- 
bert from  the  Department  of  Pathology  of  the  College  of  Physi- 
cians and  Surgeons;  Dr.  Frank  A.  Evans,  from  Johns  Hopkins  Hos- 
pital, and  Miss  Miriam  Olmstead  from  the  Department  of  Health 
of  New  York  City.  These  changes  have  been  made  without  dis- 
turbing in  any  way  the  routine  work  of  the  laboratories. 

The  department  has  shown  during  the  year  a  healthy  growth, 
especially  in  the  greater  utilization  of  its  material  and  facilities  for 
teaching  purposes.  In  addition  to  the  weekly  Clinico-Pathological 
Conference,  held  in  association  w^ith  the  Department  of  Medicine, 
and  the  usual  autopsy  demonstrations,  the  following  elective  courses 
are  being  given  in  the  Pathological  Laboratory  in  conjunction  with 
the  Department  of  Pathology  of  the  College  of  Physicians  and 
Surgeons:  "Pathology  of  certain  Common  Diseases,"  "Gynecological 
Pathology"  and  "Microscopic  Study  of  Autopsy  Material."  The 
number  of  students  applying  for  these  courses  was  at  least  double 
the  number  that  could  be  satisfactorily  accommodated.  This  fact 
suggests  an  early  pressing  need  for  increasing  the  facilities  of  the 
department.  Probably  the  most  useful  teaching  service  consists  in 
supplying  an  opportunity  for  research  and  special  study  to  indi- 
vidual students  and  recent  graduates  of  the  Hospital  and  Medical 
School.  At  the  present  time  there  are  four  volunteer  workers  in 
the  Pathological  Laboratory.  The  use  of  the  department  for  work 
of  this  kind  has  demonstrated  most  clearly  the  great  value  of  our 
carefully  preserved  material  and  complete  records. 

The  total  number  of  autopsies  performed  during  the  year  was 
98.  Although  this  number  is  ten  below  that  of  last  year,  a  com- 
parison with  the  number  of  deaths,  which  fell  from  309  during  1914 
to  266  during  1915,  shows  that  the  percentage  of  autopsies,  36.8, 
was  the  highest  obtained  in  the  last  five  years.  It  is  of  interest  to 
note  also  that  this  percentage  is  higher  than  that  of  any  other  of 
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the  hospitals  in  New  York  City,  a  fact  which  reflects  credit  on  the 
interest  and  energy  of  the  House  Staff  of  the  Hospital. 

The  Library  in  the  Pathological  Laboratory,  which  has  proved 
extremely  useful  for  ready  reference,  has  been  rearranged  and 
all  books  and  pamphlets  are  being  catalogued.  The  Library  is  used 
considerably  by  members  of  other  departments,  since  most  of  the 
journals  subscribed  for  are  not  duplicated  by  the  other  libraries  of  the 
Hospital. 

In  the  Bacteriological  Laboratory  6,770  examinations  were  car- 
ried out  during  the  year,  exclusive  of  2,179  Wassermann  reactions. 
These  figures  do  not  indicate  fairly  the  growth  of  the  department 
since  the  scope  of  the  Laboratory  has  been  widened  in  certain  re- 
respects  and  several  new  methods  introduced,  which  have  added  con- 
siderably to  the  labors  of  the  staff.  For  example  gonococcus  and 
streptococcus  complement-fixation  tests,  formerly  performed  for  the 
Hospital  by  the  Department  of  Health,  are  now  being  done  in  the 
Laboratory.  In  carrying  out  the  Wassermann  reaction  two  methods 
are  now  used  instead  of  one,  thus  nearly  doubling  the  labor  in- 
volved. All  blood  cultures  during  the  past  year  have  been  made  by 
the  laboratory  staff  whereas  in  previous  years  this  work  was  done 
by  the  Hospital  Internes.  This  new  arrangement,  while  adding  to 
the  work  of  the  department,  has  proven  in  every  other  way  dis- 
tinctly advantageous,  as  indicated  in  part  by  the  higher  percentage 
of  successful  blood  cultures  obtained.  The  Schick  Test  for  de- 
termining the  degree  of  resistance  of  persons  to  diphtheria  has  been 
introduced  and  its  usefulness  in  two  small  epidemics  demonstrated. 
Finally  the  laboratory  has  performed  a  very  useful  service  in  main- 
taining for  general  use  a  list  of  ''Classified  Donors"  for  blood  trans- 
fusion. After  testing  the  blood  of  the  patient  to  be  transfused  a 
reference  to  this  list  gives  at  once  the  names  of  individuals  with 
suitable  blood  who  are  available  as  donors. 

The  work  in  the  Surgical  Pathological  Laboratory  has  been  con- 
ducted along  the  same  plan  indicated  in  our  last  report.  During 
the  year  1,325  specimens  were  examined  and  about  75  additions 
made  to  the  museum  collection  which  now  numbers  nearly  500 
specimens.  Through  the  more  general  use  of  frozen  sections  it  has 
been  possible  to  make  reports  more  promptly  than  heretofore. 

Yours  respectfully, 

W.  G.  MacCALLUM,  M.  D., 
Director  of  Pathological  Service. 


OUT-PATIENT  DEPARTMENT 
Report  of  the  Registrar 

To  THE  Board  of  Managers  of  the  Presbyterian  Hospital. 

Gentlemen: — The  report  of  the  Out-Patient  Department  for 
the  year  ending  September  30,  1915,  is  herewith  submitted.  There 
have  been  15,04:7  new  patients  admitted  to  the  benefits  of  the  Out- 
Patient  Department.  Adding  the  3,048  remaining  from  last  year  to 
these,  it  shows  that  18,095  people  received  treatment  during  the  year. 
The}  made  83,929  visits;  71,748  payments  were  made;  12,181  were 
treated  free,  and  304  were  vaccinated. 

The  following  will  show  the  birthplaces  of  new  patients  treated: 

Africa -  Fiulaud    26   Poland  75 

Armenia 10  France    4G  Porto   Rico 18 

Asia    2  Germany GIO  Portugal    5 

Australia   1  Greece   99  Roumania  58 

Austria    652  Holland 19  Russia    671 

Bavaria   3  Hungary    515  Scotland  118 

Belgium    15  India    1   South   America 17 

Bohemia 295  Ireland 1.776   Spain    19 

Bulgaria    4  Italy    621    Sweden    149 

Canada    43   Japan     4   Switzerland    38 

China   15  Mexico   2  Syria 5 

Cuba  11  Newfoundland   6  Turkey   41 

Denmark  27  New  York  City 6,657   United  States 1,833 

Egj'pt    2  JSorway    35  Wales  9 

England   284  Persia 1   West  Indies 207 

Their  occupations  were  as  follows: 

Actors    13  Dressmakers 119  Newsdealers 16 

Artists  2  Drivers    229  Nurses   30 

Bakers  51  Dyers   1  Office  boys 35 

Barbers   39  Electricians    83  Painters  108 

Barkeepers   27  Elevator   men 90  Peddlers    35 

Blacksmiths   17  Embroiderers 10  Photographers  3 

Bookbinders  9  i3:ngineers    42  I'ianomakers 10 

Boxmakers    14  i'^ngravers    7   Plasterers    23 

±>rewers 9  Factoi-y   hands 464  Plumbers   130 

Bricklayers    59  Farmers 5  Porters 119 

Butchers   66  Firemen  51  Printers   31 

Buttoumakers    9  Fishmeu 7  Railroad    men 49 

Cabinetmakers    ....  7  Housewives    2.235   Sailors   12 

Carpenters    76  Infants,    etc 2,161  Salesmen  and  sales- 

Carriagemakers    ...  1  Ironworkers 60       women    123 

Chauffeurs 109  Janitors  95   School  children 2,060 

Cigarmakers  120  Laborers    587  Shoemakers 27 

Clergymen  5  Lithographers 12  Stablemen 18 

Clerks 866  Machinists 75   Stoneworkers   19 

Coal  dealers 5  Mechanics  34  Students 103 

Conductors    42  Milliners   25  Tailors   62 

Dairymen   12  Motormen    38  Teachers   15 

Domestics   1,836  Musicians   16  Telegraph  operators  3 
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Telephone  operators     48  Unemployed   2,083  WheelwrigMs 2 

Tinsmiths   20  Upholsterers 12  Woodworkers   10 

Undertakers 3  Watchmen 25 

The  pharmacist  compounded  51,831  prescriptions;  50,307  dress- 
ings were  applied  by  surgeons.  The  table  of  occupations  will  give 
a  very  good  idea  as  to  the  class  of  people  seeking  charitable  relief. 
The  receipts  for  the  year  amounted  to  $9,638.97.  The  daily  aver- 
age number  of  patients  was  230. 

Thanks  are  due  to  all  of  those,  professional  or  otherwise,  who 
rendered  service  in  the  Out-Patient  Department,  for  the  successful 
work  of  the  year. 

Eespectfully  submitted, 

GEORGE  B.  LANDERS,  M.  D., 

Registrar. 

OUT-PATIENT  DEPARTMENT. 

Repoet  of  the  Physician-in- Chief  and  Suegeon-in-Chief 

To  THE  BOAED  OF  MaNAGEES  OF  THE  PeESBYTEBIAN  HOSPITAL. 

Gentlemen: — We  have  the  honor  of  submitting  the  following 
report  from  the  Out-Patient  Department  for  the  year  ending  Sep- 
tember 30,  1915. 

The  appended  table  shows,  as  usual,  the  number  of  new  patients 
admitted  to  the  department  during  the  year. 
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January  1915 
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20 
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76 

491 
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April 

83 

21 

498 

171 

30 

58 
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1334 
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67 

22 

550 

218 

32 

57 

421 
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57 
53 

384 
323 
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July 

1244 

August 

75 

29 

663 

189 

11 

54 

334 

1355 

September 

68 

14 

589 

197 

13 

68 

331 

1280 

Total 

788 

299 

6,354 

1,874 

331 

700 

4,701 

15,047 

Patients  admitted  to  the  Hospital,  683. 

The  above  table  shows  a  decrease  in  the  number  of  new  pa- 
tients, due  in  large  part  to  the  elimination  of  the  eye,  ear,  nose  and 
throat  work. 
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But  after  all,  it  is  not  the  number  of  new  cases  admitted  to  the 
Out-Patient  Department  that  is  of  importance.  It  is  the  care  and 
attention  which  the  patients  receive  that  stamp  the  work  as  good 
or  bad. 

The  aim  is  to  treat  as  large  a  number  of  patients  as  thoroughly 
as  is  possible  with  the  doctors  and  facilities  available.  We  trust 
that  the  day  of  large  totals  made  up  of  individual  cases  upon  each 
of  whom  not  more  than  two  or  three  minutes  have  been  spent  has 
passed   forever. 

While  there  has  been  some  decrease  in  the  number  of  new  pa- 
tients, there  has  been  a  corresponding  increase  in  the  total  number 
of  visits  made,  an  indication  that  more  of  the  patients  are  return- 
ing and  that  they  are  being  more  carefully  followed. 

It  should  be  remembered  in  the  above  connection  that  in  Gen- 
eral Medicine  new  admissions  have  been  limited  to  the  number  which 
can  be  adequately  handled.  We  do  not  know  a  single  instance  where 
any  harm  has  resulted  from  this  practice  and  we  have  found  that 
it  aids  greatly  in  promoting  efficiency.  Notwithstanding  this  limita- 
tion, the  number  of  new  cases  in  General  Medicine  was  practically 
the  same  as  during  the  preceding  year,  but  they  have  all  had  ade- 
quate histories  and  examinations  with  the  consequent  corollary  of 
intelligent  treatment. 

The  year  has  seen  many  changes.  One  of  the  most  important 
has  been  the  installation  of  a  Diagnosis  File  in  charge  of  a  special 
clerk.  The  classification  is  the  same  as  that  used  for  the  wards 
and  every  case  must  have  at  least  a  provisional  diagnosis.  The  re- 
sult has  been  to  transform  thousands  of  formerly  quite  inaccessible 
and  therefore  almost  useless  records  into  an  orderly  array  of  diseases 
which  can  be  instantly  found  and  used.  This  is  invaluable  for  the 
active  teaching  which  goes  on  in  the  Out-Patient  Department  and  for 
the  work  of  investigation  which  is  being  carried  on  by  various  mem- 
bers of  the  Attending  Staff.  It  has  also  added  greatly  to  the  efficiency 
of  history  taking  and  physical  diagnosis. 

All  of  the  rooms  in  the  Out-Patient  Department  have  been  re- 
painted during  the  year  and  many  new  facilities  and  much  new  ap- 
paratus have  been  added.  These  improvements  have  not  only  increased 
the  efficiency  of  the  work,  but  have  added  noticeably  to  its  pleasure 
and  satisfaction. 

A  salaried  clinical  pathologist  has  been  added  to  the  staff.  This 
work  is  becoming  increasingly  more  important  and  heavier. 


Eelation  to  the  Hospital  Wards 

There  has  been  considerable  progress  made  toward  consolidating 
the  ward  and  Out-Patient  Department  services.  One  of  the  Attending 
Staff  of  the  Hospital  is  present  in  the  Out-Patient  Department  for  an 
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hour  each  afternoon  for  consultation  and  to  supervise  the  work  of 
investigation  being  carried  on  by  the  Out-Patient  Department  Staff. 
This  practice  has  now  been  extended  to  include  the  Surgical  Out- 
Patient  Department  work. 

It  is  planned  to  have  two  days  during  the  coming  year  on  which 
the  combined  Medical  and  Surgical  Staffs  of  the  Hospital  substi- 
tute Out-Patient  Department  rounds  and  discussions  for  those  now 
held  in  the  wards. 

The  inclusion  of  several  of  the  Out-Patient  Department  doctors 
on  the  Hospital  Attending  Staff  aids  materially  in  unifying  the  work 
and  is  of  the  greatest  possible  service  in  inducing  patients  to  enter  the 
Hospital  and  to  return  to  the  Out-Patient  Department  after  discharge. 

The  Out-Patient  Department  doctors  are  invited  to  attend  the 
regular  rounds  of  the  Director  with  his  staff,  thus  affording  them  an 
opportunity  of  seeing  the  ward  work  and  of  following  cases  in  whom 
they  take  an  interest. 

Many  of  the  doctors  are  following  and  investigating  certain 
groups  of  diseases,  and  in  several  instances  they  are  enabled  to  in- 
clude hospital  cases  in  their  series. 


Admission  of  Cases  to  the  Hospital 

At  the  beginning  of  last  year  there  were  found  on  file  in  the 
office  a  large  number  of  cases  who  had  been  admitted  to  the  hos- 
pital from  the  Out-Patient  Department,  but  who  had  never  entered 
the  wards.  These  cases  represent  wasted  time  not  only  to  our  hospital, 
but  also  to  other  institutions  where  all  of  this  preliminary  work  of 
examination  had  to  be  repeated.  To  obviate  this  defect  a  simple  sys- 
tem was  started  and  is  now  working  well,  whereby  all  cases  admitted 
to  the  hospital  are  automatically  followed  until  they  enter  the  wards 
or  until  their  ultimate  destination  is  known. 

During  the  year,  310  medical  cases  were  admitted  from  the 
Out-Patient  Department.  Of  these  294  or  94.8  per  cent,  entered  the 
wards.  Of  the  remaining  16,  3  went  to  other  hospitals,  2  were  trans- 
ferred on  account  of  lack  of  room,  1  is  still  under  investigation,  and 
10  could  not  be  found  at  the  addresses  given. 

The  Out-Patient  Department  doctors  are  notified  to  which  ward 
each  patient  goes  and  are  thus  enabled  to  follow  the  subsequent  course 
of  the  case  if  they  so  desire. 

When  a  case  is  admitted  to  the  ward  his  Out-Patient  Department 
history  accompanies  him  and  remains  with  the  hospital  record  until 
discharge.  At  this  time  a  resume  of  the  patient's  course  in  the  hos- 
pital is  added  to  the  Out-Patient  Department  history  and  the  record 
is  returned  to  the  Out-Patient  Department  where  it  is  ready  for  the 
patient's  return  there. 
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Referring  Hospital  Cases  to  the  Out-Patient  Department. 

Up  to  the  beginning  of  last  year  cases  were  referred  sporadically 
from  the  wards  to  the  Out-Patient  Department.  No  one  knew  how 
many  of  these  cases  returned.  When  one  did  return  the  only  person 
who  knew  about  his  subsequent  course  was  the  Out-Patient  Depart- 
ment doctor  who  happened  to  meet  him  in  the  Out-Patient  Depart- 
ment. It  has  at  last  become  generally  recognized  that  one  of  the  most 
valuable  things  in  hospital  medicine  is  for  the  Attending  Staff  to 
know  the  ultimate  outcome  of  the  cases  which  they  have  discharged 
as  cured,  improved  or  unimproved.  In  order  to  remedy  these  defects, 
several  things  have  been  done.  All  Out-Patient  Department  cases 
treated  in  the  hospital  return  automatically  to  the  Out-Patient  De- 
partment on  discharge.  In  addition,  all  ward  medical  cases  needing 
subsequent  treatment  or  observation  are  sent  to  the  Out-Patient  De- 
partment. In  either  case  an  Out-Patient  Department  history  is  filled 
out  and  is  kept  in  the  Out-Patient  Department  against  that  patient's 
return.  Ward  cases  are  referred  back  to  the  Out-Patient  Department  on 
the  day  on  which  the  Attending  Physician  in  that  ward  has  his  consul- 
tation hour  in  the  Out-Patient  Department  so  that  he  may  see  the  case 
if  he  so  desires.  The  Physician-in-Chief  of  the  Out-Patient  Depart- 
ment sees  the  patients  in  all  of  the  wards  and  on  their  return  to  the 
Out-Patient  Department  sees  that  they  are  properly  cared  for.  This 
continuity  helps  greatly  in  the  return  of  cases.  The  patients  see  some 
one  whom  they  know  and  feel  is  interested  in  them  instead  of  return- 
ing to  a  strange  place  filled  with  strange  doctors. 

At  the  beginning  of  last  year  there  were  on  file  in  the  Out-Patient 
Department  298  abstracts  of  cases  who  had  been  referred  to  the  Out- 
Patient  Department  during  the  past  few  years  and  had  never  returned. 
For  the  past  year  all  the  cases  referred  to  the  Out-Patient  Department 
were  followed.  There  were  429  such  cases.  Of  these  403,  or  93.9  per 
cent.,  returned.  Of  the  26  who  failed  to  return,  14  could  not  be 
found  and  on  12  definite  information  was  obtained  and  added  to  the 
records.  There  was  no  very  great  effort  used  in  obtaining  these 
results.  Thus  308  cases  returned  automatically,  74  returned  in 
answer  to  postals,  while  the  Social  Service  workers  were  successful  in 
getting  21  to  return.  The  remaining  26  were  visited  by  the  Social 
Service. 

Social  Service 

The  work  in  this  department  is  becoming  constantly  more  im- 
portant. Without  the  efficient  work  of  the  Social  Service  the  follow- 
up  work  would  be  impossible.  There  is  constantly  more  investigation 
of  needy  patients  with  intelligent  relief  and  very  important  aid  is 
given  in  visiting  cases  who  are  ill  at  home. 
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The  work  is  also  being  enlarged  by  the  time  and  attention  given 
to  certain  groups,  such  as  the  rheumatic  and  cardiac,  which  are 
being  investigated  by  the  Out-Patient  Department  doctors. 

ALBEET  R.  LAMB,  M.  D., 

Physician-in-Chief. 

HUGH  AUCHINCLOSS,  M.   D., 

Surgeon-in-Chief. 


THE    ALUMNAE     ASSOCIATION     OF    THE     PRESBY- 
TERIAN   HOSPITAL    TRAINING    SCHOOL   FOR 
NURSES  IN  THE  CITY  OF  NEW  YORK 


EXECUTIVE  COMMITTEE 


Term  expires  1916  Term  expires  1917 

Mbs.  Janet  B.  Christie  Nancy  Cadmus 

Jean  G.   Hayman  Emma  Kuboski 

Mrs.  Wm.  B.  Ewing  Ele^anor  Crawford 
Mrs.   a.  W.  Trotter 


Term  expires  1918 
Ann  Penland 
Sara  H.  Strain 
Edith  Granger 
Anna  J.  CtrLOiN 


OFFICERS 
President  :     Nancy  E.  Cadmus 

Vice-President:     Sara  H.  Strain 

Treasurer  :     Janet  B.  Christie 

Secretary    Pro   Tem  :     Emma    Kuboski 


Frederick  Sturqes 
MoREAU  Delano 


ADVISORY  BOARD 

Charles  K.  Briddon,  M.  D. 
C.  Irving  Fisher,  M.  D. 
William  Sloane 


FINANCE  COMMITTEE 
Janet  B.  Christie  William  V.  S.  Thorne 

Nancy  E.  Cadmus,  ex-offioio.  C.  Irving  Fisher,  M.  D. 

BENEFIT  COMMITTEE 
To  Serve  until  Annual  Meeting,  1916 

Sara  H.  Strain 
To  Serve  until  Annual  Meeting,  1917 

Janet  B.  Christie 

To  Serve  until  Annual  Meeting,  1918 

Margaret  A.  Bewley 

CHAIRMEN  OF  COMMITTEES 

Membership — Mabel  D.  Ward 

Social — Mrs.  Wm.  B.  Ewing 

Red  Cross — Miss  Helen  Young 

Pension  Fund,  Ways  and  Means — Harriet  F.  MacArthur 

MEMBER  OF  THE  CENTRAL  REGISTRY  GOVERNING  BOARD 

Nancy  E.  Cadmus 


Emma  A.  Kuroski 


AUDITING  COMMITTEE 

Eleanor  J.  Crawford 


PERMANENT  MEMBERS  OF  THE  AMERICAN  NURSES' 
ASSOCIATION 

Nancy  E.  Cadmus  Janet  B.  Christie 

Mrs.  B.  H.  Gray  Rye  Morley 

Margaret  A.  Bewley  Mrs.  Frederick  B.  Moblok 

Edith  Ambrose  Helen  C.  Howes 


Acting 
Janet  B.  Christie 
Mrs.  a.  W.  Trotter 


DELEGATES 

Alternating 
Nancy  E.  Cadmus 
Helen  C.  Howes 


The  President  is  Ex-Ofjicio  a  member  of  all  Committees. 
86 


ALUMNAE  ASSO.   PBESBYTEEIAN   HOSPITAL  TBAINIjSTG   SCHOOL  FOE   iNUESES.    87 


To  the  Board  of  Managers  of  the  Presbyterian  Hospital  in  the  City 
of  New  York. 

GEJfTLEMEJ^ : — I  have  the  honor  to  present  to  you  for  publication 
in  the  Forty-seventh  Annual  Eeport  of  the  Presbyterian  Hospital  for 
the  first  time  a  report  of  The  Alumnae  Association  of  the  Presbyterian 
Hospital  Training  School  for  Nurses  in  the  City  of  New  York. 

An  Act  incorporating  the  said  Association  became  a  law  March 
10,  1899.    The  objects  and  purposes  of  said  Association  being: 

(1)  "To  promote  a  common  fellowship  among  graduate  nurses." 

(2)  "To  advance  in  every  way  the  interests  of  all  graduate 

nurses." 

(3)  "To  provide  a  benefit  or  loan  fund  for  its  members  when 

ill  or  otherwise  in  need;,  and  to  tender  pecuniary  and 
other  assistance." 

(4)  "To  secure  a  permanent  home  or  club  house  for  its  mem- 

bers." 

The  corporate  membership  of  the  Association  consisted  of  eleven 
(11)  members.    To-day  there  are  425  members  enrolled. 

The  affairs  of  this  Association  are  administered  by  an  Executive 
Committee  composed  of  eleven  (11)  members  who  meet  monthly. 
There  are  two  (2)  general  and  one  (1)  annual  meetings  held  each 
year. 

In  the  sixteen  (16)  years  of  its  history  this  Association  has  accom- 
plished much  in  some  respects.  Eeference  is  made  to  the  financial 
successes:  The  Association  now  handles  three  (3)  separate  funds, 
namely,  the  General  Fund,  the  Benefit  Fund  and  the  Pension  Fund. 
The  first  is  devoted  to  the  general  running  expenses  of  the  Association, 
as,  for  example,  delegates'  expenses,  fees  and  dues  to  affiliated  or  allied 
organizations,  the  printing  of  the  Alumnae  Quarterly  Magazine  and 
frequent  contributions  to  nursing  interests,  such  as  scholarship  funds, 
relief  work,  et  cetera. 

The  Benefit  Fund  which  has  been  secured  partly  through  the 
efforts  of  the  members  and  very  largely  through  the  generous  contri- 
butions and  legacies  of  friends  of  the  School  and  Hospital  now 
amounts  to  $49,800,  from  the  income  of  which  loans  and  benefits 
have  been  and  are  being  made  to  the  members. 

Since  the  origin  of  this  fund,  eleven  thousand  four  hundred  and 
fifty-eight  dollars  ($11,458),  have  been  paid  in  benefits  and  six  thou- 
sand fifty-five  dollars  ($6,055)  have  been  loaned  at  3  per  cent,  interest. 

In  the  majority  of  cases  the  loans  are  repaid,  but  where  death  or 
permanent  incapacity  to  work  has  occurred,  the  Association  has  been 
able  to  carry  the  matter. 

The  Pension  Fund,  our  youngest  activity,  has  so  far  been  purely 
a  question  of  accumulating  money.  The  general  opinion  is  that  no 
plan  for  the  payment  of  pensions  should  be  formulated  until  the 
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fund  has  a  capital  of  $100,000.  As  the  Association  has  given  organ- 
ized effort  to  the  swelling  of  this  fund  for  the  past  five  (5)  years  and 
have  as  yet  secured  $18,604.40  the  inadvisability  of  entertaining  great 
expectations  in  the  matter  of  the  payment  of  pensions  in  the  near 
future  is  obvious. 

The  publication  of  The  Quarterly  Magazine — the  last  issue  being 
Number  1  of  Volume  10 — has  been  one  of  our  achievements  which 
provides  for  a  means  whereby  every  member  may  keep  in  touch  with 
the  affairs  of  the  Association. 

Of  the  many  unconscious  influences  exerted  no  one  can  speak, 
but  the  membership  earnestly  hope  that  we  have  not  failed  to  make 
plain  to  the  public  our  never  failing  appreciation  of  the  benefits  so 
graciously  and  generously  bestowed  upon  us  as  members  of  the  Pres- 
byterian Hospital  School  of  Nursing. 

Submitted : 

Nancy  E.  Cadmus,  R.  N., 

President. 

REPORT  OF  THE  TREASURER  OF  THE    ALUMNAE   ASSOCIATION 

OF  THE  PRESBYTERIAN  HOSPITAL  TRAINING  SCHOOL  FOR 

NURSES  IN  THE  CITY  OF  NEW  YORK. 

For  Twelve  Months  ending  September  30,  1915. 

CURRENT  EXPENSES. 

Alumnae  Pins   $12.00 

Accountant's   Salary    150.20 

Bank  Exchange  on  Checks 2.98 

Delegates'  Expenses  to  Convention  at  Syracuse,  N.  Y..  32.05 
Delegates'  Expenses  to  American  Nurses'  Association 

San    Francisco    250.00 

Special    contribution    in    connection    with    American 

Nurses'  Association,  San  Francisco 250.00 

Entertainment  to  Graduating  Class 150.00 

Floral   Tributes   to   Deceased   Members 22.00 

Fruits,  etc.,  for  Nurses  Embarking  for  the  War 55.50 

American  Nurses'  Association  Dues 63.75 

New  York  County   Association   Dues 72.00 

Stationery,  Printing  and  Postage 93.17 

Quarterly   Magazine,   Printing 342.00 

Rent  of  Safe  Deposit  Box 5.00 

Miscellaneous    30.98 

Total $1,531.63 

Benefits  paid  to  members  of  The  Alumnae  Association 

from  income  of  the  Benefit  Fund 4,704.00 

Grand  Total  Current  Expenses .$6,235.63 

Excess  Current  Revenue  over  Current  Expenses..  $202.92 

Total $6,438.55 
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REPORT  OF   THE   TREASURER— Continued. 

CURRENT  REVENUE. 

Initiation  Fees  and  Dues 

Income  from   General  Fund 

Miscellaneous 

Appropriation  from  Income  of  Benefit  Fund  account 
Benefits  paid  and   minor  miscellaneous   expenses 

connected  therewith 

Total 


$985.10 

592.66 

18.71 


4,847.08 
$6,438.55 


STATEMENT  OF  INCREASES  OR  DECREASES  OF  CAPITAL 

RESERVE  FUNDS. 

For  year  ending  September  30,  1915. 


Amount 
Sept.  30, '14 

Received 

Expended 

Amount 
Sept.  30, '15 

Increase 

Decrease 

jeneral  Fund... 

$13,235.86 
50,000.00 

9,611.26 
16,150.61 

145.05 

*$1,924.00 
*200.00 

4,847.08 

$11,311.86 
49,800.00 

8,176.29 
18,604.40 

145.05 

$1,924.00 

Benefit  Fund.... 

200.00 

ncome  from 
Benefit  Fund. . 
Pension  Fund... 

$3,412.11 
2,453.79 

$2,453.79 

1,434.97 

Scholarship 
Fund 

Total.  . . . 

$89,142.78 

$5,865.90 

$6,971.08 

188,037.60 

11,105.18 

♦Note. — ^These  amounts  which  have  been  charged  off  represent  the  dif- 
ference between  the  market  value  Sept.  30,  1915,  and  the  par  value  of 
securities  held  in  the  General  and  Benefit  Funds.  When  records  of  some 
of  these  securities  were  originally  placed  on  the  books  par  values  instead 
of  market  values  were  shown. 


COMPARATIVE  BALANCE  SHEET 
For  years  ending  September  30,  1915  and  1914 

CAPITAL  ASSETS. 

1915 

Bonds $39,223.75 

Stocks 8,302.25 

Total  Capital  Assets $47,526.00 

CURRENT  ASSETS. 

Gash  on  Hand .$38,594.68 

Loans  Receivable  due  from  Members  of  The  Alumnae 

Association 2,095.00 

Alumnae  Pin  Account 

Tbtal  Current  Assets. .$40,689.68 

Grand   Total    Assets    $88,215.68 

Deficit 

$88,215.68 


1914 
$40,500.00 
9,150.00 

$49,650.00 


$36,969.94 

2,490.00 
8.00 

$39,467.94 

$89,117.94 
24.84 

$89,142.78 
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CAPITAL   LIABILITIES. 

1915  1914 

Benefit  Fund $49,800.00  $50,000.00 

Unappropriated  Income  from  Benefit  Fund 8,176.29  9,611.26 

General  Fund 11,311.86  13,235.86 

Pension    Fund    18,004.40  16,150.01 

Scholarship  Fund 145.05  145.05 

Total    Capital    Liabilities $88,037.f50  $89,142.78 

Surplus •  •        178.08 

Total ..$88,215.08  $89,142.78 


BOARD  OF  MAITAGERS 


From 


William   A.   Booth 

James   Brown    

Marshall  S.  Bidwell 

Aaron    B.    Belknap 

William  E.  Dodge 

James  Donaldson  

John   C.   Green 

Winthrop  S.  Oilman 

Robert   M.   Hartley 

Richard  Irvin   

Edward  S.  Jaffray 

Thomas   Jeremiah    

Morris  K.  Jesup 

John  Taylor   Johnston 

James   Lenox    

David  Olyphant   

William  Paton    

Thomas  C.  M.  Paton 

Joseph  Stuart   

Robert  L.   Stuart 

Thomas  U.  Smith 

Jonathan    Sturges    

Otis  D.   Swan 

Charles  N.  Talbot 

Willard  Parker,   M.D 

John  R.  Ford 

Henry  M.  Taber 

Alexander  Van  Rensselaer... 

William  M.  Vermilye 

Washington  R.  Vermilye 

A.    R.    Wetmore 

A,  Robertson  Walsh 

George  de  F.  Lord 

Henry  Parish  

David  S.  Egleston I  1873 

Edmund  D.  Stanton 1873 

George  W.  Lane '  1873 


1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1869 

1869 


To 


Served  the  Institution 


John   C.   Tucker 

Charles   Lanier 

John   E.   Parsons 

Latimer  BaUey   

William  Adams,  D.D. 

John  T.  Agnew 

Joseph  K.  Skidmore. 
Walter  Edwards,  Jr. 
William  K.  Hinman. 
Richard  W.  Hurlbut. 
John  S.  Kennedy 


1873 
1873 
1873 
1874 
1874 
1875 
1875 
1875 
1875 
1875 
1876 


1869 

1877 

1872 

1880 

1883 

1872 

1875 

1873 

1881 

1888 

1878 

1872 

1875 

1893 

1880 

1873 

1875 

1878 

1874 

1882 

1874 

1874 

1876 

1874 

1875 

1880 

1884 

1876 

1878 

1876 

1881 

18Si 

1872 

1872 

1876 

1873 

1883 

1875 

1875 

1875 

1881 

1880 

1899 

1876 

1895 

1908 

1887 

1909 


lyear 

9  years 
4  years 

12  years 
15  years 

4  years 
7  years 

5  years 

13  years 
20  years 
10  years 

4  years 
7  years 

25  years 
12  years 

5  years 

7  years 
10  years 

6  years 

14  years 
6  years 
6  years 

8  years 

6  years 

7  years 

12  years 
16  years 

8  years 

10  years 
8  years 

13  years 
16  years 

3  years 

3  years 

3  years 

lyear 

10  years 

2  years 

2  years 

2  years 

7  years 

6  years 

24  years 

lyear 

20  years 

33  years 

12  years 

33  years 


Resigned. 
Died  in  office. 
Died  in  office. 
Died  in  office. 
Died  in  office. 
Died  in  office. 
Died  in  office. 
Resigned. 
Died  in  office. 
Died  in  office. 
Resigned. 
Died  in  office. 
Resigned. 
Died  in  office. 
Died  ui  office. 
Resigned. 
Resigned. 
Resigned. 
Died  in  office. 
Died  in  office. 
Died  in  office. 
Died  ia  office. 
Resigned. 
Died  in  office. 
Resigned. 
Died  ia  office. 
Resigned. 
Resigned. 

Died  in  office. 

Died  in  office. 

Died  in  office. 

Died  in  office. 

Resigned. 

Resigned. 

Resigned. 

Died  in  office. 

Died  ia.  office. 

Resigned. 

Resigned. 

Resigned. 

Resigned. 

Died  in  office. 

Died  in  office. 

Resigned. 

Died  in  office. 

Died  in  office. 

Died  in  office. 

Died  ia  office. 
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Robert   Schell    

Thomas  Donaldson    

George  W.  Talbot 

Randolph    W.   Townsend 

Alexander   Maltland    

J.  Cleveland  Cady 

J.  Cleveland  Cady,  re-elected. 

John   A.    Hardenbergh 

Charles  A.  Bulkley 

Frederick   Sturges    

Elbert  B.  Monroe 

Robert   Lenox    Belknap 

Henry  G.  de  Forest 

Edwin  D.  Morgan 

Charles   Fanning    

William  M.  Taylor,  D.D 

John  S.  Bussing 

Heber  R.  Bishop 

Elbert  A.  Brinckerhoff 

Algernon    S.    Sullivan 

Frederick  Marquand   

Henry   M.   Flagler 

Frederick  Billings   

John  T.  Terry 

John  Sloane  

George  E.  Dodge 

William   H.  Jackson 

John  Crosby   Brown 

Charles  S.  Smith 

Henry   S.  Wilson 

William  B.  Isham 

Frederic  Baker  

Henry  G.  Marquand 

William  Moir    

Donald  MacKay   

Robert  W.  de  Forest 

Francis  B.  Griffin 

Samuel  Inslee  

William   F.   Havemeyer 

Hugh  D.  Auchincloss 

John  Herbert  Johnson 

C.  Whitney   Carpenter 

Ethan  Allen  

William  L.  McLane 

William  V.  S.  Thorne 

John   S.   Billings,  M.D 

Charles  W.  McAlpin 

John  P.  Duncan 

William  Barbour   

Arthur  P.   Sturges 

John    J.    Sinclair 

James  R.  Jesup 

William  Sloane 


Prom 

To 

1876 

1900 

1872 

1874 

1876 

1881 

1876 

1902 

1876 

1907 

1876 

1887 

1896 

•  .  •  • 

1876 

1898 

1877 

1886 

1877 

.  ■  •  • 

1878 

1894 

1878 

1896 

1878 

1889 

1878 

1883 

1878 

1880 

1881 

1895 

1881 

1890 

1881 

1897 

1881 

1913 

1881 

1887 

1881 

1882 

1882 

1891 

1883 

1890 

1883 

1913 

1883 

1906 

1883 

1900 

1883 

1908 

1883 

1909 

1884 

1908 

1886 

1908 

1886 

1908 

1887 

1913 

1887 

1902 

1888 

1896 

1888 

1911 

1890 

>  •  •  • 

1890 

1910 

1891 

1895 

1892 

1913 

1892 

1913 

1893 

1895 

1895 

1895 

1896 

•  •  •  • 

1896 

1903 

1896 

•  •  .  • 

1896 

1913 

1896 

.... 

1899 

1901 

1899 

1909 

1899 

•  •  •  > 

1900 

•  •  •  * 

1900 

1901 

1901 

.... 

Served  the  Institution 


24  years 
2  years 
5  years 

26  years 

31  years 
11  years 

22  years 
9  years 

16  years 
18  years 
11  years 

5  years 
2  years 

14  years 
9  years 

16  years 

32  years 

6  years 

1  year 
9  years 

7  years 
30  years 

23  years 

17  years 

25  years 

26  years 

24  years 
22  years 

22  years 
26  years 

15  years 

8  years 

23  years 

20  years 
4  years 

21  years 
21  years 

2  years 


7  years 

17  years 

2  years 
10  years 

lyear 


Died  in  office. 
Died  in  office. 
Resigned. 
Died  in  office. 
Died  in  office. 
Resigned. 
Continues  in  office. 
Died  in  office. 
Died  in  office. 
Continues  In  office. 
Died  in  office. 
Died  in  office. 
Died  in  office. 
Died  in  office. 
Resigned. 
Died  In  office. 
Resigned. 
Resigned. 
Died  in  office. 
Died  in  office. 
Died  in  office. 
Resigned. 
Died  in  office. 
Died  In  office. 
Died  In  office. 
Resigned. 
Died  in  office. 
Died  in  office. 

Died  In  office. 
Resigned. 
Died  in  office. 
Died  in  office. 
Died  in  office. 
Died  in  office. 
Continues  in  office. 

Died  in  office. 
Died  in  office. 
Died  In  office. 
Resigned. 
Resigned. 
Continues  in  office. 
Died  in  office. 
Continues  in  office. 
Died  In  office. 
Continues  in  office. 
Died  In  office. 

Continues  In  office. 
Continues  in  office. 
Resigned. 
Continues  in  office. 
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BOARD    OF 

MANAGERS 

. — Continued. 

From 

To 

Served  the  Institution 

Henry  W.  de  Forest 

1902 

Matthew  C.  Fleming 

1902 

Continues  in  office. 

Eugene  Delano   

1902 

.... 



Continues  in  office. 

Simeon  B.  Chapin 

1905 



Continues  in  office. 

William  R.  Willcox 

1905 

....... 

Continues  in  office. 

Henry  S.  Van  Duzer 

1906 

Continues  in  office 

William  M.  Kingsley 

1908 

Continues  in  office. 

Moreau  Delano  

1908 

Continues  in  office. 

William    Sloane  Coffin 

1908 

Continues  in  office. 

William  Allen  Butler 

1909 

.... 

Continues  in  office. 

David   M.    Look 

1909 

Continues  in  office. 

E.  Parmelee  Prentice 

1909 

.... 

Continues  in  office. 

Robert  E.   Tod 

1910 

1912 

2  years 

Resigned. 

Edward  S.  Harkness 

1911 

Continues  in  office. 

James  R.  Sheffield 

1912 

.... 

Continues  in  office. 

George   Gibbs    

1912 

.... 

Continues  in  office. 

Stephen  G.  wmiams 

1912 

.... 

Continues  in  office. 

Cornelius  A.  Agnew 

1913 

Continues  in  office. 

Phillip   A.   Rollins 

1913 

.... 

Continues  in  office. 

Thatcher   M.   Brown 

1913 

Continues  in  office. 

Robert  W.   Carle 

1913 

.... 

Continues  in  office. 

Johnston  de  Forest 

1913 

.... 

Continues  in  office. 

William   Williams    

1913 

.... 

Continues  in  office. 

0.  Irving  Fisher,  M,D 

1914 

.... 

Continues  in  office. 
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EX-OFFICIO  MEMBERS  OF  THE  BOARD  OF  MANAGERS 
CONSTITUTING  THE  CLERICAL  BOARD 


From 

To 

Served  the  Institution 

Ministers    of    the    First    Presbyterian 

Cliurch : 

Rev.  William  M.  Paxton,  D.D 

18G8 

1883 

15  years. 

Rev.  Richard  D.  Harlan 

1886 

1891 

5  years. 

Rev.  Howard   Duffield,   D.D 

1891 

•  •  ■  • 

Continues  in  office. 

Ministers  of  the  Madison  Square  Pres- 

byterian Church : 

Rev.  William   Adams.   D.D 

1868 

1875 

7  years. 

Rev.  William  J.  Tucker.  D.D 

1875 

1880 

5  years. 

Rev.  Charles  H.  Parkhurst,  D.D... 

1880 

Continues  in  office. 

Senior     Ministers     of     the     Collegiate 

Church     of     the     Reformed     Dutch 

Church : 

Rev.  Thomas   Dewitt,    D.D 

1868 

1874 

Died  in  office. 

Rev.  Thomas   E.   Vermilye,   D.D... 

1875 

1893 

Died  in  office. 

Rev.  Talbot  W.  Chambers.  D.D... 

1893 

1896 

Died  in  office. 

Rev.  Edward  B.  Coe.  D.D 

1896 

1914 

Died  in  office. 

Rev.  David  J.  Burrell.  D.D 

1914 

.... 

Continues  in  office. 

Ministers  of  the  First  Reformed  Pres- 

byterian Church : 

Rev.  John  N.  McLeod.  D.D 

1868 

1874 

Died  in  office. 

Rev.  William    Wylie 

1875 

1888 

1886 
1890 

11  years. 

Rev.  I.  M.  Stephens 

2  years. 

Rev.  James  D.  Steele.  Ph.D 

1891 

1906 

15  years. 

Ministers   of   the    Scotch   Presbyterian 

Church,   .successor   of   the   First   Re- 

formed Presbyterian  Church  : 

Rev.  David  G.  Wylie.  D.D 

1907 

1914 

7  years. 

Rev.  Robert  Watson.  DD 

1914 

Continues  in  office. 
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OFFICEES 


PBESIDENTS. 

James   Lenox    

Robert  L.  Stuart 

Edwin  D.  Morgan 

George  W.   Lane 

John  S.  Kennedy 

Frederick  Sturges  

VICE-PBESIDENTS. 

John    C.    Green 

Robert  L.  Stuart 

Edwin  D.  Morgan 

George  W.   Lane 

John  S.  Kennedy 

Heber  R.  Bishop 

Frederick  Sturges   

Robert  W.  deForest.... 
William    Sloane 

TEEASUEEES. 

Aaron    B.    Belknap 

Robert  Lenox  Belknap. 
Elbert  A.  Brinckerhofif. 
William  V.  S.  Thorne. . . 

coeees'q  seceetaeies. 

Robert  M.  Hartley 

Otis  D.  Swan 

Walter  Edwards,  Jr 

Algernon   S.   Sullivan... 

Elbert  B.   Monroe 

George    E.    Dodge 

William  V.  S.  Thorne. . . 
Alexander  Maitland  . . . 
William  V.  S.  Thorne. . 
William  M.  Kingsley... 
Matthew   C.   Fleming... 

eecoed'g  seceetaeies. 

Henry  M.   Taber 

Walter  Edwards,  Jr 

Alexander   Maitland 

Charles  W.  McAlpin.... 
Matthew  0.  Fleming 

EESIDENT    DIEECTEESS. 

Miss  Jane  S.  Woolsey . . 

StrPEEINTENDENTS. 

Charles  F.  Carpenter . . 
Rev.  Thomas  G.  Wall . . . 
C  Irving  Fisher,  M.D . . 
Charles  H.  Young,  M.D. 

CHAPLAINS. 

Rev.  Thos.  G.  Wall,  D.D 
Rev.  Juett  N.  McDonald 
Rev.  Thomas  B.  Martin. 


From 

To 

1868 

1880 

1880 

1882 

1882 

1883 

1883 

1884 

1884 

1909 

1910 

.... 

1868 

1875 

1876 

1880 

1880 

1882 

1882 

1883 

1883 

1884 

1884 

1896 

1896 

1910 

1910 

1915 

1915 



1868 

1880 

1880 

1892 

1892 

1898 

1898 

.... 

1868 

1876 

1876 

1877 

1877 

1884 

1884 

1888 

1888 

1890 

1890 

1898 

1898 

1899 

1899 

1907 

1908 

1911 

1911 

1914 

1914 



1868 

1884 

1884 

1895 

1896 

1899 

1899 

1901 

1903 



1872 

1876 

1876 

1879 

1879 

1892 

1892 

1914 

1914 



1879 

1902 

1905 

1909 

1915 

Served  the  Institution 


12  years 
2  years 
2  months 
2  years 

25  years 


7  years 

4  years 
2  years 

2  months 

lyear 
12  years 
14  years 

5  years 


12  years 

12  years 

6  years 


8  years 

1  year 

7  years 
4  years 

2  years 

8  years 
lyear 
8  years 

3  years 
3  years 


16  years 

11  years 

3  years 

2  years 


4  years 

3  years 
13  years 
22  years 


23  years 
4  years 


Died  in  office. 
Died  in  office. 
Died  in  office. 
Died  in  office. 
Died  in  office. 
Continues  in  office. 

Died  in  office. 
Elected  to  Presidency 
Elected  to  Presidency 
Elected  to  Presidency 
Elected  to  Presidency 
Resigned. 

Elected  to  Presidency 
Resigned. 
Continues  in  office. 

Died  in  office. 
Resigned. 
Resigned. 
Continues  in  office. 

Died  in  office. 

Resigned. 

Resigned. 

Died  in  office. 

Died  in  office. 

Resigned. 

Resigned. 

Died  in  office. 

Resigned. 

Resigned. 

Continues  in  office. 

Resigned. 
Died  in  office. 
Resigned. 
Resigned. 
Continues  in  office. 

Resigned. 

Resigned. 
Resigned. 
Resigned. 
Continues  in  office. 

Died  in  office. 
Resigned. 
Continues  in  office. 
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OFFICERS— Continued. 


From  1 

1 

To 

Served  the  Institution 

ACTING    CHAPLAINS. 

1 

Albert  P.  Fitch 

1902 

•   •    ■    • 

6  months 

Resiened. 

Rev.  J.  D.  Steele,  Ph.D. . 

1902 

190.3 

17  months 

Resigned. 

Alfred  J.  Sadler 

1903 

1904 

t!  months 

Resigned. 

Rev.  John  L.  Gillin 

1904 

1905 

10  months 

Resigned. 

John   C.   Boyers 

1909 

1910 

12  months 

Resigned. 

J.  B.  Tarnev 

1910 
1912 

1912 
1913 

29  months 
1  year 

Resigned. 
Resigned. 

Egbert  W.  Hayes 

Guy  C.  Converse 

1913 

1915 

23  months 

Resigned. 

DIKECTOE    SCHOOL   OF 

NURSING. 

Anna  C.  Maxwell.  R.  N.. 

1892 



Continues  in 

office. 
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CONSULTING  PHYSICIANS  AND  SUEGEONS 


From 

To 

Served  the  Institution 

C.P.  Alonzo  Clark,  M.D 

1871 

1875 

4  years 

C.P.  Oliver  White,  M.D 

1871 

1880 

9  years    ; 

Died  in  office. 

C.S.  George  A.  Peters,  M.D 

1871 

1875 

4  years 

C.S.  John  J.   Crane,  M.D 

1871 

1876 

5  years 

C.P.  Jared  Linsley,  M.D 

1876 

1885 

9  years 

Died  in  office. 

C.S.William  Detmold,  M.D.... 

1876 

1885 

9  years 

Died  in  office. 

C.S.  Gurdon  Buck,  M.D 

1876 

1877 

5  months 

Died  in  office. 

C.S.  William  H.  van  Buren,  M.D. 

1876 

1883 

7  years 

C.P.  Samuel  F.  Hubbard,  M.D.. 

1880 

1885 

5  years 

Died  in  office. 

C.P.James  L.  Banks,  M.D 

1880 

1883 

3  years 

C.P.  Gouverneur  M.  Smith,  M.D. 

1882 

1884 

2  years 

C.S.  Alfred  C.  Post,  M.D 

1883 

1885 

2  years 

C.S.John  H.  Hinton,  M.D 

1884 

1885 

lyear 

C.S.  Frederick   Lange,    M.D 

1885 

1889 

1  6  years 

C.S.Frederick   Lange,   M.D 

1892 

1894 

C.S.Charles  McBurney,  M.D... 

1885 

1913 

28  years 

Died  in  office. 

C.P.  William  H.  Draper,  M.D . . 

1885 

1901 

16  years 

Died  in  office. 

C.P.  E.  G.  Janeway,  M.D 

1885 

1910 

25  years 

Died  in  office. 

C.S.  Charles  K.  Briddon,  M.D. . 

1900 

Continues  in  office. 

C.P.Andrew  H.  Smith,  M.D... 

1903 

1908 

5  years 

Resigned. 

C.S.F.  Tilden  Brown,  M.D.... 

1908 

1910 

2  years 

Died  in  office. 

C.P.Walter  B.  James,  M.D 

1914 



Continues  in  office 

PATHOLOGISTS 


From 

To 

1871 

1873 

1873 

1888 

1874 

1875 

1889 

1907 

1907 

1910 

1910 

.... 

Served  the  Institution 


Charles  S.  Bull,  M.D 

T.  E.  Satterthwaite,  M.D 
John  W.  Beckman,  M.D. 
John  S.  Thacher,  M.D . . . 

Eugene  L.  Opie,  M.D 

Wm.  G.  MacCallum,  M.D 


2  years 
15  years 

lyear 
18  years 

3  years 


Continues  In  office. 


VISITING  PHYSICIANS  TO  EOENTGEN  EAY 
DEPAETMENT 


From 

To 

Served  the  Institution 

Alfred  T    Osgood 

1907 
1910 

1909 

3  years 

Resigned. 

Eugene  W.  Caldwell,  M.D 

Continues  in  office. 
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VISITING  PHYSICIANS  AND  SURGEONS 


From 

To 

Served  the  Institution 

V.P.A.    Brayton    Ball,    M.D 

1871 

1875 

4  years 

V.P.Edward    C.    Seguin,    M.D 

1871 

1873 

2  years 

V.P.  George  G.   Wheelock,   M.D . . . 

1871 

1875 

4  years 

V.P.Walter  De  F.  Day,  M.D 

1871 

1875 

4  years 

V.P.  Gerardus  H.  Wynkoop,   M.D. 

1871 

1875 

4  years 

V.P.Alexander  Hadden,  M.D 

1871 

1885 

14  years 

V.S.Alfred  C.  Post,  M.D 

1871 

1883 

12  years 
5  years 
3  years 

V.S.  Gurdon   Buck,   M.D 

1871 

1876 

V.S.  Thomas  T.  Sabine,  M.D 

1871 

1874 

V.S.Daniel  M.   Stimson,  M.D 

187] 

1876 

5  years 

V.S.  L.  De  Forest  Woodruff,  M.D . 

1871 

1876 

5  years 

V.S.Samuel  B.  Ward,  M.D 

1871 

1876 

5  years 

V.S.Charles  M.  Allin,  M.D 

1874 

1876 

2  years 

V.P.  James  L.  Banks,  M.D 

1875 

1880 

5  years 

V.P.  Samuel  T.  Hubbard,  M.D 

1875 

1881 

6  years 

V.P.  Gouverneur  M.  Smith,  M.D. . . 

1875 

1882 

7  years 

V.P.  Frederick  A.  Burrall,  M.D... 

1875 

1885 

10  years 

V.P.  James  V.  S.  Wooley,  M.D 

1875 

1881 

6  years 

V.S.Lewis  A.  Stimson,  M.D 

1876 

1889 

13  years 

Resigned. 

V.S.John    H.    Hinton,    M.D 

187(J 

1884 

8  years 

V.S.Charles  K.  Brlddon,   M.D 

1876 

1900 

24  years 

Resigned. 

V.S  William  T.  White,  M.D 

1876 

1880 

4  years 

V.S.George  F.  Shrady,  M.D 

1877 

1885 

8  years 

V.P.  Fred  A.  Castle,  M.D 

1880 

1885 

5  years 

5  years 

23  years 

V.S.  Leroy  M.  Yale.  M.D 

1880 

1885 

V.P.  Andrew  H.  Smith.  M.D 

1880 

1903 

Resigned. 

V.P.  Thomas  A.  McBride,  M.D 

1880 

1886 

6  years 

Died  in  office 

V.P.William   H.  Flint,   M.D 

1885 

1896 

11  years 

Resigned. 

V.S.William  S.  Halsted,  M.D 

1885 

1887 

2  years 

V.P.  W.  Gilman  Thompson,  M.D.. 

1886 

1911 

25  years 

Resigned. 

V.S.Andrew  J.  McCosh.  M.D 

1887 

1908 

21  years 

Died  in  office 

V.P.  F.  P.  Kinnicutt,  M.D 

1892 

1913 

21  years 

Died  in  office 

V.P.William  P.  Northrup,  M.D... 

1892 

Continues  in 

office. 

V.P.  Walter  B.  James,  M.D 

1892 

1914 

22  years 

Elec.  Cons. 

V.S.  Ellsworth  Eliot.     Jr.,  M.D 

1900 

Continues  in 

office. 

V.P.John  S.  Thacher,  M.D 

1903 

1914 

11  years 

Resigned. 

V.S.Joseph  A.  Blake,  M.D 

1909 

1913 

4  years 

Resigned. 

V.P.Theodore  C.  Janeway,  M.D... 

1911 

1914 

3  years 

Resigned. 

V.P.  Warfield  T.  Longcope.  M.D... 

1914 

Continues  in 

office 

V.P.  George  A.  Tuttle,  M.D 

1914 

Continues  in 

office 

V.P.  David  Bovaird,  M.D 

1914 

Continues  in 

office 

V.P.  T.  Stuart  Hart,  M.D 

1914 
1914 

Continues  in 
Continues  in 

office 

V.S.  Adrian  V.  S.  Lambert.  M.D. . . 

office 

V.P.  Homer   F.   Swift,   M.D 

1914 

Continues  in 

office 

V.S.  George  B.  Brewer,  M.D 

1914 

Continues  in 

office 
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ASSOCIATE  VISITING  PHYSICIANS  AND  SURGEONS 


From 

To 

Served  the  Institution 

L.V.P.  George  A.  Tuttle,  M.D 

1900 

1914 

14  years 

Elec.  Vist.  Phys. 

..V.P.John  S.  Tliacher,  M.D 

1900 

1903 

3  years 

Elec.  Vist.  Phys. 

..V.S.  F.  Tilden  Brown,  M.D 

1900 

1908 

8  years 

Elec.  Cons. 

L.V.S.  George  Woolsey,  M.D 

1900 

1914 

14  years 

Resigned. 

L.V.P.  David  Bovaird,  M.D 

1903 

1914 

11  years 

Elec.  Vist.  Phys. 

L,V.S.  Forbes  Hawkes,  M.D 

1908 

Continues  in  office. 

L.V.P.  Warfield  T.  Longcope,  M.D. 

1911 

1914 

3  years 

Elect.  Vist.  Phys, 

L.V.P.T.   Stuart  Hart,  M.D 

1911 

1914 

3  years 

Elect.  Vist.  Phyg. 

L.V.S.  Adrian  V.  S.  Lambert,  M.D. 

1912 

1914 

2  years 

Elect.  Vist.  Surg'n. 

L.V.P.  Herbert  S.  Carter,  M.D 

1914 

Continues  in  office. 

L.V.P,  Howard  H.  Mason,  M.D 

1914 

Continues  in  office. 

L.V.S.  W^illiam  Darrach,  M.D 

1914 

Continues  in  office. 

lV.S.  Clarence  A.McWilliams,M.D. 

1914 

Continues  in  office. 

.V.P.  George  Draper,  M.D 

1915 

Continues  in  office. 
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HOUSE  PHYSICIANS  AND  HOUSE  SUKGEONS 


Nelson  B.  Sizer.  M.D 

D.  H.  Moment,  M.D 

M.   E.   TuUy,   M.D 

Edward  T.  Elj-,  M.D 

John  B.  Crowell,  M.D 

Charles  B,  Roof,  M.D 

D.  B.  Delavan,  M.D 

William  E.  Forrest,  M.D 

Jacob  A.  van  Houten,  M.D.. 

W.  H.  Haynes,  Jr.,  M.D 

August  F.  Buchler,  M.D 

P.  F.  Chambers,  M.D 

A.  M.   Jacobus,   M.D 

John  J.  McNulty,  M.D 

Thomas  W.  Busche,  M.D 

William  H.  Porter,  M.D 

L.  Alberto  Lacayo,  M.D 

W.  H.  Gerrish,  M.D 

Edwin  B.  Ramsdell,  M.D 

Herbert  W.  Little,  M.D 

Herbert  W.  Little.  M.D 

Howard  G.  Wetmore,  M.D. . . 
Howard  G.  Wetmore,  M.D. . . 

John  A.  Wells,   M.D 

John  A.  Wells,  M.D 

Joseph  W.  Stickler,  M.D 

William  K.  Simpson,  M.D... 

John  T.  Duffield,  M.D 

John  T.  Duffield,  M.D 

William  K.  Simpson,  M.D... 
William   K.    Simpson,    M.D... 

H.  A.  Mandeville,  M.D 

H.  A.  Mandeville,  M.D 

H.  B.  McCarroll,  M.D 

H.  B.  McCarroll,  M.D 

A.  Freeman,  Jr.,  M.D 

A.  Freeman,  Jr.,  M.D 

Charles  G.  Wagner,  M.D 

Charles  G.  Wagner,  M.D 

E.  S.  Garner,  M.D 

E.  S.  Garner.  M.D 

Henry  Rolando,  M.D ...._.... 

Henry  Rolando,  M.D 

William  H.  Sherman,  M.D.. 
William  H.  Sherman,  M.D.. 

Frank  W.  Shaw,  M.D 

Frank  W.  Shaw,  M.D 

Alfred  E.  Hooker,  M.D 

Alfred  E.  Hooker,  M.D 

William  A.  Moore,  M.D 

William  A.  Moore,  M.D 

Henry  B.  Douglass,  M.D 

Henry  B.  Douglass,  M.D.... 
Grant  C.  Madill,  M.D 


May, 

1872 

Oct., 

1872 

Physician  and 

Surg'n, 

Oct., 

1872 

Mar., 

1873 

Physician  and 

Surg'n. 

Mar., 

1873 

Mar., 

1874 

Physician  and 

Surg'a 

Mar., 

1874 

Mar., 

1875 

Physician. 

April, 

1874 

Mar., 

1875 

Surgeon. 

Mar., 

1875 

April, 

1876 

Physician  and 

Surg'n 

April, 

1876 

Sept., 

1876 

Physician  and 

Surg'n 

Sept., 

1876 

Mar., 

1877 

Physician. 

Mar., 

1876 

Mar., 

1877 

Surgeon. 

Mar., 

1877 

Sept., 

1877 

Physician. 

Mar., 

1877 

Sept., 

1877 

Surgeon. 

Sept., 

1877 

Mar., 

1878 

Physician. 

Sept., 

1877 

Mar., 

1878 

Surgeon. 

Mar., 

1878 

Sept., 

1878 

Physician. 

Mar., 

1878 

Sept., 

1878 

Surgeon. 

Sept., 

1878 

Mar., 

1879 

Physician. 

Sept., 

1878 

Mar., 

1879 

Surgeon. 

Mar., 

1879 

May, 

1879 

Surgeon. 

April, 

1879 

Oct., 

1879 

Physician. 

May, 

1879 

Oct., 

1879 

Surgeon. 

Oct, 

1879 

April, 

1880 

Physician. 

Oct., 

18T9 

April, 

1880 

Surgeon. 

April, 

1880 

Oct., 

1880 

Physician. 

April. 

1880 

Oct., 

1880 

Surgeon. 

Oct., 

1880 

April, 

1881 

Physician. 

Oct., 

1880 

July, 

1881 

Surgeon. 

July, 

1881 

Oct., 

1881 

Surgeon. 

April, 

1881 

Dec, 

1881 

Physician. 

Dec., 

1881 

April, 

1882 

Surgeon. 

Dec. 

1881 

June, 

1882 

Physician. 

June, 

1882 

Oct., 

1882 

Surgeon. 

April, 

1882 

June, 

1882 

Surgeon. 

June, 

1882 

Dec, 

1882 

Physician. 

Oct., 

1882 

Dec, 

1882 

Surgeon. 

Dec., 

1882 

June, 

1883 

Physician. 

June, 

1883 

Dec, 

1883 

Physician. 

Dec., 

1883 

June, 

1884 

Surgeon. 

Dec, 

1883 

June, 

1884 

Physician. 

June, 

1884 

Dec, 

1884 

Surgeon. 

June, 

1884 

Dec, 

1884 

Physician. 

Dec, 

1884 

June, 

1885 

Surgeon. 

Dec, 

1884 

June, 

1885 

Physician. 

June. 

1885 

Dec, 

1885 

Surgeon. 

June, 

1885 

Dec, 

1885 

Physician. 

Dec, 

18&5 

June, 

1886 

Surgeon. 

Dec. 

1885 

June. 

1886 

Physician. 

June, 

1886 

Dec, 

1886 

Surgeon. 

June, 

1886 

Dec, 

1886 

Physician. 

Dec, 

1886 

May, 

1887 

Surgeon. 

Dec, 

1886 

June, 

1887 

Physician. 

June, 

1887 

Dec, 

1887 

Surgeon. 

June, 

1887 

Dec, 

1887 

Physician. 

Dec, 

1887 

June, 

1888 

Surgeon. 

Dec, 

1887 

Dec, 

1888 

Physician. 

HOUSE   PHYSICIANS   AND    SURGEONS— Continued 
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3rant  C.  Madill,  M.D 

Oavid  M.  Marvin,  M.D 

(David  M.  Marvin,  M.D 

frank  W.  Sharpe,  M.D 

■Frank  W.  Sharpe,  M.D 

[miliam  Hugh  Ross,  M.D 

William  Hugh  Ross,  M JD 

3.  Lawrence  Shively,  M.D. . . 
a.  Lawrence  Shively,  M.D. . . 
Edmund  Wallen  Bill,  M.D... 
BYank  Le  Moyne  Hupp,  M.D. . 

EMward  W.  Perkins,  M.D 

Eidward  E.   Cornwall,   M.D. . . 

B.  H.  Forbes,  M.D 

Whitmore  Steele,  M.D 

Pedro  F.  Francke,  M.D 

Ren  wick  R.  Ross,  M.D 

Robert  S.  Adams,  M.D 

B.  Van  Dyke  Hedges,  M.D. . . 

Ernest  C.  Shultze,   M.D 

Porter  R.  McMaster,  M.D 

Edward  H.  Pershing,  M.D 

David  Bovaird,  Jr.,  M.D 

Forbes  Hawkes,  M.D 

J.   P.  Thornley,   M.D 

W.  Seaman  Bainbridge,  M.D.. 

Bert  H.  Waters,  M.D 

John  A.  Hartwell,  M.D 

James  D.  Voorhees,  M.D 

Leonard  C.  Sanford,  M.D 

S.  W.  Thurber,  M.D 

John  A.  Hartwell,  M.D 

N.  R.  Norton,  M.D 

r.  Stuart  Hart,  M.D 

John  B.  Kouwenhoven,  M.D.. 
Clarence  A.  McWilliams,  M.D. 

Herbert  S.  Carter,  M.D 

Finley  R.  Cook,  M.D 

Henry  E.  Hale,  M.D 

Samuel  Cochran,  M.D 

Sl^erwood  B.  Ives,  M.D 

Francis  O.  Dorsey.  M.D 

John  Howland,  M.D 

Frederick  Rustin,  M.D 

Frederick  J.  Tooker,  M.D 

Burton  J.  Lee,  M.D 

John  W,  Coe,  M.D 

Henry  Perkins  Moseley,  M.D. 

Burton  J.  Lee,  M.D 

Montgomery  H.  Sicard,  M.D.. 

A.lf red  T.  Osgood,  M.D 

Edwin  L.  Bebee,  M.D 

James  A.  Miller,  M.D. 

Reginald  H.   Jackson,  M.D... 


June, 

1888 

Dec, 

1888 

Surgeon. 

June, 

1888 

Dec, 

1888 

Physician. 

Dec., 

1888 

June, 

1889 

Surgeon. 

Dec, 

1888 

June, 

1889 

Physician. 

June, 

1889 

Dec, 

1889 

Surgeon. 

June, 

1889 

Dec, 

1889 

Physician. 

Dec., 

1889 

June, 

1890 

Surgeon. 

Dec., 

1889 

July, 

1890 

Physician. 

June, 

1890 

Dec, 

1890 

Surgeon. 

July, 

1890 

Jan., 

1891 

Physician. 

Jan., 

1891 

Jan., 

1892 

Surgeon. 

Jan., 

1891 

July, 

1891 

Physician. 

July, 

1891 

Jan., 

1892 

Physician. 

Jan., 

1892 

July, 

1892 

Surgeon. 

Jan., 

1892 

July, 

1892 

Physician. 

July, 

1892 

Jan., 

1893 

Surgeon. 

July, 

1892 

Jan., 

1893 

Physician. 

Jan., 

1893 

July, 

1893 

Surgeon. 

Jan., 

1893 

July, 

1893 

Physician. 

July, 

1893 

Jan., 

1894 

Surgeon. 

July, 

1898 

Jan., 

1894 

Physician. 

Jan., 

1894 

July, 

1894 

Surgeon. 

Jan., 

1894 

July, 

1894 

Physician.                 '' 

July, 

1894 

Jan., 

1895 

Surgeon. 

July, 

1894 

Jan., 

1895 

Physician. 

Jan., 

1895 

July, 

1895 

Surgeon. 

Jan., 

1895 

July, 

1895 

Physician. 

July, 

1895 

Jan., 

1896 

Surgeon. 

July, 

1895 

Jan., 

1896 

Physician. 

Jan., 

1896 

July, 

1896 

Surgeon. 

Jan., 

1896 

July, 

1896 

Physician. 

July, 

1896 

Jan., 

1897 

Surgeon. 

July, 

1896 

Jan., 

1897 

Physician. 

Jan., 

1897 

July, 

1897 

Surgeon. 

Jan., 

1897 

July, 

1897 

Phvsician. 

July, 

1897 

Jan., 

1898 

Surgeon. 

July, 

1897 

Jan., 

1898 

Physician. 

Jan., 

1898 

July, 

1898 

Surgeon. 

Jan., 

1898 

July, 

1898 

Physician. 

July, 

1898 

Jan., 

1899 

Surgeon. 

July, 

1898 

Jan.. 

1899 

Physician. 

Jan., 

1899 

July, 

1899 

Surgeon. 

Jan., 

1899 

July, 

1899 

Physician. 

July, 

1899 

Jan., 

1900 

Surgeon. 

July, 

1899 

Jan., 

1900 

Physician. 

Jan., 

1900 

July, 

1900 

Surgeon. 

Jan., 

1900 

July, 

1900 

Physician. 

July, 

1900 

Jan., 

1901 

Surgeon  first  division. 

July, 

1900 

Jan., 

1901 

Surgeon  sec'd  division. 

July, 

1900 

Jan., 

1901 

Physician. 

Jan., 

1901 

July, 

1901 

Surgeon  first  division. 

Jan., 

1901 

July, 

1901 

Surgeon  sec'd  division. 

Jan., 

1901 

July, 

1901 

Physician. 

July, 

1901 

Jan., 

1902 

Surgeon  first  division. 
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Frederick  Coonley,  M.D 

Linsly  R.  Williams,  M.D 

Harry  G.  Dorman,  M.D 

Clarence  Fahnestock,  M.D.... 

Lewis  F.  Frissell.  M.D 

Jos.  Storer  Wheelwright,  M.D. 

Roland   Hazen.   M.D 

Edward  L.  Trudeau,  Jr.,  M.D. 

William  Darrach,  M.D 

W.  H.  Winchester,  M.D 

Cliarles  Hendee  Smith,  M.D.. 
Wilfred  Mcllvaine  Post.  M.D.. 

Austen  Fox  RlRffS,  M.D 

Philip  Van  Ingen,  M.D 

Harry  M.  Keator,  M.D 

Charles  K.  Roys,  M.D 

Herman  von  W.  Schulte,  M.D. 

Seward  Erdman,  M.D 

Joseph  G.  Tocum,  M.D 

Chas.  E.  S.  Webster,  Jr.,  M.D. 
Isaac  Wm.  Kingsbury,  M.D.. 

Stanley  B.  Thomas,  M.D 

Royal  S.  Haynes,  M.D 

John  D.  Kernan,  Jr.,  M.D 

Selden  I.  Rainforth,  M.D 

Alfred  J.  Brown,  M.D 

Edward  Cook,  M.D 

George  H.  Lathrop,  M.D 

Howard  H.  Mason,  M.D 

Charles  A.  Squires,  M.D 

E.  St.  John  Ward,  M.D 

George  H.  Lathrop,  M.D 

Robert  A.  Cooke,  M.D 

Alvin  W.  Baird,  M.D 

George  M.  Smith,  M.D 

Armistead  C.  Crump,  M.D... 
Frederick  J.  Barrett,  M.D.... 

Charles  H.  Cocke,  M.D 

James  W.  Jameson,  M.D 

William  B.  Boyd,  M.D 

Robert  L.  Hutton,  M.D 

Edwin  D.  Watkins,  M.D 

Athel   C.   Burnham,   M.D 

Homer  F.   Swift.   M.D 

George  Draper,  M.D 

James  A.  Corscaden,  M.D.... 
Alexander  R.  Stevens,  M.D... 

Frank  P.  Goodwin,  M.D 

Eugene  F.  DuBois,  M.D 

Robert   E.    Gaby,   M.D 

Harry  R.  Decker,  M.  D 

Edward  M.  Welles,  Jr.,  M.D.. 

Fred  B.  Utley,  M.D 

George  N.  Pease,  M.D 

J.  Colin  Vaughan,  M.D 


July, 

1901 

Jan., 

1902 

Surgeon  sec'd  division. 

July, 

1901 

Jan., 

1902 

Physician. 

Jan., 

1902 

July, 

1902 

Surgeon  first  division. 

Jan., 

1902 

July, 

1902 

Surgeon  sec'd  division. 

Jan., 

1902 

July, 

1902 

Physician. 

July, 

1902 

Jan., 

1903 

Surgeon  first  division. 

July, 

1902 

Jan., 

1903 

Surgeon  sec'd  division. 

July, 

1902 

Jan., 

1903 

Physician. 

Jan., 

1903 

July, 

1903 

Surgeon  first   division. 

Jan., 

1903 

July, 

1903 

Surgeon  sec'd  division. 

Jan., 

1903 

July, 

1903 

Physician. 

July, 

1903 

Jan., 

1904 

Surgeon  first  division. 

July, 

1903 

Jan., 

1904 

Surgeon  sec'd  division. 

July, 

1903 

Jan., 

1904 

Physician. 

Jan., 

1904 

July, 

1904 

Surgeon  first  division. 

Jan., 

1904 

July. 

1904 

Surgeon  sec'd  division. 

Jan., 

1904 

July, 

1904 

Physician. 

July. 

1904 

Jan., 

1905 

Surgeon  first  division. 

July, 

1904 

Jan., 

1905 

Surgeon  sec'd  division. 

July, 

1904 

Jan., 

1905 

Physician. 

Jan., 

1905 

July, 

1905 

Surgeon  first  division. 

Jan., 

1905 

July, 

1905 

Surgeon  sec'd  division. 

Jan., 

1905 

July, 

1905 

Physician. 

July, 

1905 

Jan., 

1906 

Surgeon  first  division. 

July, 

1905 

Jan., 

1906 

Surgeon  sec'd  division. 

July, 

1905 

Jan., 

1906 

Physician. 

Jan., 

1906 

July, 

1906 

Surgeon  first  division. 

Jan., 

1906 

July, 

1906 

Surgeon  sec'd  division. 

Jan., 

1906 

July, 

1906 

Physician. 

July, 

1906 

Jan., 

1907 

Surgeon  first  division. 

July, 

1906 

Jan., 

1907 

Surgeon,  seed  divis'n. 

July. 

]906 

Jan., 

1907 

Physician  first  divis'n. 

July. 

1906 

Jan., 

1907 

Physician  sec'd  divis'n. 

Jan., 

1907 

July, 

1907 

Surgeon   first  division. 

Jan., 

1907 

July, 

1907 

Surgeon  sec'd  division. 

Jan., 

1907 

July, 

1907 

Physician  first  divis'n. 

Jan., 

1907 

July, 

1907 

Physician  sec'd  divis'n. 

July, 

1907 

Jan., 

1908 

Surgeon  first  dlvlsloa 

July, 

1907 

Jan., 

1908 

Surgeon  sec'd  division. 

July. 

1907 

Jan., 

1908 

Physician  first  divis'n. 

July, 

1907 

Jan., 

1908 

Physician  sec'd  divis'n 

Jan., 

1908 

July, 

1908 

Surgeon  first  division 

Jan., 

1908 

July, 

1908 

Surgeon  sec'd  division 

•Jan.. 

1908 

July, 

1908 

Physician  first  divis'n 

Jan., 

1908 

July, 

1908 

Physician  sec'd  divis'n 

July, 

1908 

Jan., 

1909 

Surgeon  first  division 

July, 

1908 

Jan., 

1909 

Surgeon  sec'd  division 

July, 

1908 

Jan., 

1909 

Physician  first  divis'n 

July, 

1908 

Jan., 

1909 

Physician  sec'd  dlvis'a 

Jan., 

1909 

i  July, 

1909 

Surgeon  first  division 

Jan., 

1909 

July, 

1909 

Surgeon  sec'd  division 

Jan., 

1909 

July, 

1909 

Physician  first  divis'n 

Jan., 

1909 

July, 

1909 

Physician  sec'd  divis'n 

July, 

1909 

Jan., 

1910 

Surgeon  first  division 

July, 

1909 

Jan., 

1910 

Surgeon  sec'd   divis'n 
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Richard  H.  McBaine,  M.D . . . 

Albert  R.  Lamb,  M.D 

Harold  E.   Santee,  M.D 

C.  Roy  Davis,  M.D 

Clarence  T.  Roome,  M.D 

Antonio  J.  Waring,  M.D 

Edward  C.  Brenner,  M.D 

Gaylord  W.  Graves,  M.D 

Willard  B.  Soper,  M.D 

Kenneth  Bulkley,  M.D 

Thomas  W.  Harvey,  Jr.,  M.D. 

J.  Oliver  McDonald,  M.D 

F.  Wade  Paton,  M.D 

Kenneth  Bulkley,  M.D 

John  M.  Hanford,  M.D 

Edwin  F.  Sampson,  M.D 

Edward  R.  Evans,  M.D 

Malcolm  McBurney,  M.D 

Anthony  C.  Freeman,  M.D... 

Berton   Lattin,    M.D 

Arthur  H.  Terry,  Jr.,  M.D 

James  N.  Worcester,  M.D .... 

Malcolm  K.   Smith,  M.D 

Thomas  A.  Devan,  M.D 

Benjamin  A.  Furman,  M.D . . . 

James  L.  Cobb,  M.D 

Albert  V.  Franklin,  M.D 

Edwin  F.  Sampson,  M.D 

David  D.  Stowell,  M.D 

Bdwiu  F.  Sampson,  M.D 

Henry  T.  Chickering,  M.D . . . 

Roderick  V.  Grace,  M.D 

Constantine  J.  MacGuire,  M.D. 

Hubert  S.  Howe,  M.D 

Martin  DeForest  Smith,  M.D.. 

Frank  S.  Dolley,  M.D 

Otto  C.  Pickhardt,  M.D 

Henry  A.  Riley,  M.D 

George  M.  Mackenzie,  M.D. . . 

Robert  H.  Kennedy,  M.D 

W.  William  Weeks,  M.D 

John  P.  Peters,  Jr.,  M.D 

Hugh  Chaplin,  M.D 

Norman  B.  McWilliams,  M.D. 
Horace  H.  LeSeur,  M.D 


July, 

1909 

Jan., 

1910 

July, 

1909 

Jan., 

1910 

Jan., 

1910 

July, 

1910 

Jan., 

1910 

July, 

1910 

Jan., 

1910 

July, 

1910 

July, 

1910 

Jan., 

1911 

July, 

1910 

Jan., 

1911 

July, 

1910 

Jan., 

1911 

July, 

1910 

Jan., 

1911 

Jan., 

1911 

July, 

1911 

Jan., 

1911 

July, 

1911 

Jan., 

1911 

July, 

1911 

Jan., 

1911 

July, 

1911 

July, 

1911 

Jan., 

1912 

July, 

1911 

Jan., 

1912 

July, 

1911 

Jan., 

1912 

July, 

1911 

Jan., 

1912 

Jan., 

1912 

July, 

1912 

Jan., 

1912 

July, 

1912 

Jan., 

1912 

July, 

1912 

Jan., 

1912 

July, 

1912 

July, 

1912 

Jan., 

1913 

July, 

1912 

Jan., 

1913 

July, 

1912 

Jan., 

1913 

July, 

1912 

Jan., 

1913 

Jan., 

1913 

July, 

1913 

Jan., 

1913 

July, 

1913 

Jan., 

1913 

July, 

1913 

Jan., 

1913 

July, 

1913 

July, 

1913 

Jan., 

1914 

July, 

1913 

Jan., 

1914 

July, 

1913 

Jan., 

1914 

July, 

1913 

Jan., 

1914 

Jan., 

1914 

July, 

1914 

Jan., 

1914 

July, 

1914 

Jan., 

1914 

July, 

1914 

Jan., 

1914 

July, 

1914 

July, 

1914 

Jan., 

1915 

July, 

1914 

Jan., 

1915 

July, 

1914 

Jan., 

1915 

July, 

1914 

Jan., 

1915 

Jan., 

1915 

July, 

1915 

Jan., 

1915 

July, 

1915 

Jan., 

1915 

July, 

1915 

Jan., 

1915 

July, 

1915 

Physician  first  divis'n. 
Physician  sec'd  divis'n. 
Surgeon  first  division. 
Surgeon  sec'd  division. 
Physician  first  divis'n. 
Surgeon  first  division. 
Surgeon  sec'd  division. 
Physician  first  divis'n. 
Physician  sec'd  divis'n. 
Surgeon  first  division. 
Surgeon  sec'd  division. 
Physician  first  divis'n. 
Physician  sec'd  divis'n. 
Surgeon  first  division. 
Surgeon  sec'd  divis'n. 
Physician  first  divis'n. 
Physician  sec'd  divis'n. 
Surgeon  first  division. 
Surgeon  sec'd  division. 
Physician  first  divis'n. 
Physician  sec'd  divis'n. 
Surgeon  first  division. 
Surgeon  sec'd  division. 
Physician  first  divis'n. 
Physician  sec'd  divis'n. 
Surgeon  first  division. 
Surgeon  sec'd  division. 
Physician  first  divis'n. 
Physician  sec'd  divis'n. 
Physician  first  divis'n. 
Physician  sec'd  divis'n. 
Surgeon  first  division. 
Surgeon  sec'd  division. 
Physician  first  divis'n. 
Physician  sec'd  divis'n. 
Surgeon  first  division. 
Surgeon  sec'd  division. 
Physician  first  divis'n. 
Physician  sec'd  divis'n. 
Surgeon  first  division. 
Surgeon  sec'd  division. 
Physician  first  divis'n. 
Physician  sec'd  divis'n. 
Surgeon  first  division. 
Surgeon  sec'd  division. 


CHARTER 

AN  ACT 

TO   FOUND   A    PRESBYTERIAN    HOSPITAL    IN    THE    CITY    OF    NEW    TOBK. 

Passed  Febrmry  28,  1868.— Chapter  15. 


The  People  of  the  State  of  New  York,  represented  in  Sennte  and 
Assembly,  do  enact  as  foliates: 

Section  1.  James  Lenox,  John  Taylor  Johnston.  Robert  L.  Stuart, 
Morris  K.  Jesup,  Marshall  S.  Bidwell,  and  their  associates,  as  hereinafter 
named,  shall  constitute  a  body  corporate,  with  power  to  establish,  maintain, 
and  conduct  a  Hospital  in  the  City  of  New  York,  which  shall  be  known  and 
designated  as  "The  Presbyterian  Hospital  in  the  City  of  New  York." 

Section  2.  The  property  and  concerns  of  said  Corporation  shall  be 
vested  in  and  managed  by  a  Board  of  thirty-two  Managers  (by  act  of 
March  28,  1868,  increased  to  thirty-six  Managers),  to  be  constituted  as 
provided  for  in  the  following  section. 

Section  3.  James  Brown,  Marshall  S.  Bidwell.  William  A.  Booth, 
Aaron  B.  Belknap,  William  E.  Dodge,  James  Donaldson,  John  C.  Green, 
Winthrop  S.  Oilman,  Robert  M.  Hartley,  Richard  Irvin,  Edward  S.  JaCfray, 
Thomas  Jeremiah.  Morris  K.  Jesup,  John  Taylor  Johnston,  James  Lenox, 
David  Olyphant,  William  Paton,  Thomas  C.  M.  Paton,  Joseph  Stuart,  Rob- 
ert L.  Stuart,  Thomas  U.  Smith,  Jonathan  Sturges,  Otis  D.  Swan,  Charles 
N.  Talbot,  WlUard  Parker,  M.D.,  John  R.  Ford,  Henry  M.  Taber,  Alexander 
Van  Rensselaer,  William  M.  Vermilye,  Washington  R.  Vermilye,  A.  R.  Wet- 
more,  and  A.  Robertson  Walsh,  thirty-two  in  number,  shall  constitute  a 
part  of  the  Board  of  Managers.  To  these  thirty-two  Managers,  the  Rev. 
William  M.  Paxton,  D.D.,  as  Minister  of  the  First  Presbyterian  Church; 
the  Rev.  William  Adams.  D.D.,  as  Minister  of  the  Madison  Square  Presby- 
terian Church;  the  Rev.  Thomas  Dewitt,  D.D.,  as  Senior  Minister  of  the 
Collegiate  Church  of  the  Reformed  Protestant  Dutch  Church,  and  the  Rev. 
John  N.  McLoed,  D.D.,  as  Minister  of  the  First  Reformed  Presbyterian 
Church,  all  in  the  City  of  New  York,  and  their  successors  in  office  for  the 
time  being,  shall,  by  virtue  of  their  respective  offices,  be  associated  as  mem- 
bers of  the  Board  of  Managers. 
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Section  4.  As  soon  as  practicable  after  ttie  passage  of  this  Act,  the 
said  Board  shall  organize,  and  by  lot  divide  the  thirty-two  Managers  into 
four  classes  of  eight  each,  and  the  places  of  the  said  classes  shall  be  vacant 
respectively  on  the  second  Wednesday  in  April,  one,  two,  three,  and  four 
years  thereafter,  so  that  eight  Managers  shall  be  elected  by  the  said  Board 
of  Managers  annually,  by  ballot,  to  hold  their  seats  for  four  years. 

Section  5.  The  Board  of  Managers  shall  have  power  to  fiU  aU  va- 
cancies that  may  occur  in  the  said  Board,  to  enact  By-Laws,  and  to  appoint 
all  such  agents,  assistants,  and  attendants  as  may  be  proper  to  carry  out 
the  purposes  of  the  said  Corporation.  Among  these  shall  be  included  a 
Superintendent  and  a  Chaplain  or  both  a  Superintendent  and  a  Chaplain; 
but  these  positions  shall  be  held  only  by  Presbyterians. 

Section  6.  Not  less  than  eleven  Managers  shall  constitute  a  quorum 
for  the  purpose  of  electing  Officers,  making  or  changing  By-Laws,  or  for 
holding  any  si)ecial  meeting;  but  for  all  other  purposes,  and  at  stated 
meetings,  seven  shall  be  a  quorum. 

Section  7.  The  said  Corporation  are  authorized  to  take  by  purchase, 
devise,  or  otherwise,  and  may  hold,  transfer,  and  convey,  for  the  purposes 
of  said  Hospital,  all  the  real  and  personal  property  of  which  it  may  be- 
come possessed,  in  so  far  as  the  same  is  in  accordance  with  the  general 
laws  of  this  State,  and  not  otherwise,  and  which  said  property  shall  be 
exempt  from  taxation,  and  shall  be  entitled  to  the  benefit  of  the  provisions 
of  law  relating  to  charitable  institutions. 

Section  8.  This  Corporation  shall  possess  the  general  powers,  and  be 
subject  to  the  provisions,  restrictions,  and  liabilities  contained  in  the  3d 
Title  of  the  18th  Chapter  of  Part  First  of  the  Revised  Statutes. 

Section  9.    This  Act  shall  take  effect  immediately. 


CONSTITUTION 


ARTICLE  I. 

TITLE. 


The  name  by  which  this  Society  shall  be  known  shall  be,  "The  Pbes- 

BYTEBIAN    HOSPITAI.    IN    THE    CiTY    OF    NeW    YoEK." 

ARTICLE  II. 
OBJECT. 

The  object  of  the  Society  is  the  establishment,  support  and  manage- 
ment of  an  Institution  for  the  purpose  of  affording  medical  and  surgical 
aid  and  nursing  to  sick  or  disabled  persons  of  every  creed,  nationality, 
and  color.  The  pubKc  religious  services  in  the  Hospital  shall  be  in  con- 
formity with  the  doctrine  and  forms  of  the  Presbyterian  or  Reformed 
Church. 

ARTICLE  III. 

THE  SOCIETY. 

The  Society  shaU  consist  of  Life  Members,  who  shall  respectively  be 
approved  by  a  majority  of  members  of  the  Board  of  Managers  present  at  a 
stated  meeting,  and  who  shall  have  been  nominated  at  a  previous  stated 
meeting  by  a  Standing  Committee  appointed  for  that  purpose  by  the  Board. 

ARTICLE  IV. 

ENDOWED    BEDS. 

The  Board  of  Managers  may  fix  amounts  which  when  paid  shall  en- 
title the  donor  to  nominate  from  time  to  time  a  patient  to  use  and  occupy 
one  bed  in  the  common  wards  of  the  Hospital  free  of  charge,  subject,  how- 
ever, to  such  rules  and  regulations  for  the  admission,  treatment,  and  dis- 
charge of  patients  as  are  now,  or  shall  be  hereafter,  prescribed  by  said 
Board. 

Where  such  nomination  is  accorded  during  life,  or  in  perpetuity,  the 
amount  paid  therefor  shall  be  kept  invested  in  income-producing  securi- 
ties until  the  privilege  may  lapse  by  the  death  of  the  donor  or  otherwise. 

ARTICLE  V. 
PEOPEETY. 

All  the  property  of  the  Society  shall  be  applied  to  advance  the  general 
objects  of  the  Society,  except  where  it  has  been  otherwise  specially  directed 
by  the  donor  or  testator. 
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ARTICLE    VI. 

GOVERNMENT. 

The  affairs  of  the  Society  shall  be  under  the  direction  of  a  Board  of 
thirty-six  Managers,  thirty-two  of  whom  shall  be  divided  into  four  classes 
of  eight  each ;  and  the  places  of  the  said  classes  shall  be  vacant  respectively 
on  the  second  Wednesday  of  April,  at  the  end  of  one,  two,  three  and  four 
years  thereafter,  so  that  Eight  Managers  shall  be  elected  by  the  said  Board 
annually,  by  ballot,  to  hold  their  seats  for  four  years.  To  these  thirty-two 
Managers,  the  Minister  of  the  First  Presbyterian  Church,  the  Minister  of 
the  Madison  Square  Presbyterian  Church,  the  Senior  Minister  of  the 
Collegiate  Church  of  the  Reformed  Protestant  Dutch  Church,  and  the 
Minister  of  the  First  Reformed  Presbyterian  Church,  all  in  the  City  of 
New  York,  by  virtue  of  their  respective  offices,  for  the  time  being  shall  be 
added  as  members  of  the  Board  of  Managers.  The  officers  of  the  Society 
shall  consist  of  a  President,  a  Vice-President,  a  Treasurer,  a  Correspond- 
ing Secretary,  and  a  Recording  Secretary,  who  shall  be  selected  annually 
by  the  said  Board  of  Managers,  from  their  own  number,  and  shall  also  be 
Officers  of  the  said  Board.  The  said  Officers  and  Managers,  together,  shall 
form  a  Board,  to  be  denominated  the  "Board  of  Managers  of  the  Presby- 
terian Hospital  In  the  City  of  New  York,"  not  less  than  eleven  of  whom 
shall  constitute  a  quorum  for  the  purpose  of  electing  Officers,  making  or 
changing  By-Laws,  or  for  holding  any  special  meeting ;  but  seven  shall  be 
a  quorum,  for  all  other  purposes,  and  for  stated  meetings.  The  Board  of 
Managers  shall  at  all  times  be  fully  authorized  to  execute  all  powers  of 
the  Society,  over  all  the  estate  and  property  of  the  Society.  To  it  shall  be 
committed  the  care  of  the  funds  of  the  Institution ;  authority  to  make 
By-Laws,  Rules,  and  Regulations,  and  to  alter  and  amend  the  same;  to 
fill  vacancies  in  their  own  body,  choose  the  Officers  of  the  Society,  appoint 
agents,  assistants,  and  attendants,  and  generally  to  transact  the  entire 
business  of  the  Society. 


ARTICLE    VI I. 

MEETINGS   OF   THE   BOABD. 

The  Board  of  Managers  shall  hold  stated  meetings  on  the  second  Tues- 
day of  April,  June,  August,  October,  December,  and  February,  and  may 
hold  adjourned  meetings  when  necessary.  Special  meetings  of  the  Board 
may  be  called  by  the  President,  or,  in  case  of  his  absence  or  inability  to 
act,  by  the  Vice-President,  or  on  the  written  requisition  of  five  members 
of  the  Board  of  Managers ;  but  when  special  meetings  are  called,  the  time 
and  place  of  meeting,  and  the  subject  proposed  to  be  considered,  shall  be 
notified  to  the  members  at  least  two  days  previous  to  the  meeting ;  and  no 
other  subject  shall  be  discussed  or  acted  upon  at  such  meetings. 
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ARTICLE    VIII. 

ANNUAL      MEETING, 

A  meeting  of  the  members  of  the  Society  shall  be  held  amiually  on 
such  day  between  the  15th  of  October  and  1st  of  January  as  the  Board  of 
Managers  may  appoint.  It  shall  be  the  duty  of  the  Board  of  Managers  to 
make  the  necessary  arrangements  for  this  meeting ;  to  present  to  the  mem- 
bers a  report  of  the  proceedings  of  the  previous  years ;  to  exhibit  a  state- 
ment of  the  funds  and  property  of  the  Society ;  and  also  to  give  informa- 
tion of  any  matters  relating  to  the  objects  of  the  Society  which  may  be 
of  interest  or  importance. 

At  the  stated  meeting  of  the  Board  in  April  eight  members  shall  be 
chosen  by  ballot  from  among  the  members  of  the  Society  to  supply  the 
places  of  the  class  of  managers  whose  term  of  service  is  about  to  expire. 
These  eight  members,  together  with  those  composing  the  three  other  classes, 
and  the  four  ex-offlcio  members  of  the  Board,  shall  constitute  the  Board  of 
Managers  for  the  ensuing  year,  and  shall  continue  in  office  until  their  suc- 
cessors are  elected.  In  case  of  failure  to  make  such  elections  on  the  ap- 
pointed day,  a  special  meeting  of  the  Board  shall  be  called  for  that 
purpose. 


ARTICLE    IX. 

AMENDMENTS    TO    THE    CONSTITUTION. 

Amendments  to  the  Constitution  shall  be  proposed  in  writing  at  a 
regular  meeting  of  the  Board  of  Managers,  and  may  be  acted  on  at  the 
next  regular  meeting  of  the  Board,  or  at  a  special  meeting  called  for  that 
purpose ;  and  shall  be  adopted  only  on  a  concurrence  of  a  majority  of  the 
members  present,  but  the  affirmative  vote  must  not  be  less  than  eleven. 


BY-LAWS 

OF  THE  BOARD  OF  MANAGERS. 

I. — Rules  and  Regulations. 

The  Board  of  Managers  shall  prescribe  rules  and  regulations  respect- 
ing the  management  of  the  affairs  of  the  Hospital.  Such  rules  and  regu- 
lations shall  not  be  inconsistent  with  these  By-Laws,  and  may  be  amended 
at  any  meeting  of  the  Board  of  Managers  by  a  majority  of  those  present. 

II. — President. 

The  President  shall  preside  at  the  meetings  of  the  Board.  He  shall 
appoint  all  special  Committees,  unless  otherwise  ordered,  and  shall  per- 
form such  other  duties  as  may  be  required  by  the  Constitution  and  By- 
Laws.    He  shall  also  be  ex -officio,  a  member  of  all  committees. 

III. — Vice-President. 

In  the  event  of  a  vacancy  of  the  office  of  President,  or  during  bis 
absence  or  inability  to  act,  his  duties  and  powers  shall  devolve  upon 
the  Vice-President.  Should  he  also  be  unable  to  act,  a  President  pro 
tem  shall  be  chosen  by  the  Board. 

I V . — Treasubeb. 

The  Treasurer  shall  be  charged  with  the  custody  of  all  papers  and 
documents  relating  to  the  property  of  the  Corporation,  other  than  such 
as  are  mentioned  in  By-Law  V.,  of  all  moneys  belonging  thereto,  and  of 
the  seal.  He  shall  keep  an  account  in  the  name  of  the  Corporation  with 
an  institution  approved  by  the  Board,  and  shall  deposit  therein  all  moneys 
immediately  upon  receiving  them.  He  shall  cause  to  be  kept  such  accounts 
as  may  be  necessary  to  show  the  receipts,  expenditures,  and  financial  con- 
dition of  the  Institution,  or  as  may  be  required  by  the  Finance  Committee. 
These  accounts  shall  be  open  at  all  suitable  times  to  the  inspection  of  the 
Managers.  He  shall  pay  no  moneys  without  proper  order,  as  is  elsewhere 
provided. 

V. — Safe-Keeping  of   Securities 

All  bonds,  stocks,  and  other  invested  securities  and  evidences  of  value 
shall  be  kept  in  a  safe  in  the  vault  of  a  Safe  Deposit  Company  to  be  taken 
in  the  name  of  the  Hospital.  Access  to  the  safe  containing  the  securities 
shall  only  be  had  by  the  Treasurer  when  accompanied  by  a  member  of  the 
Finance  Committee,  or  in  the  absence  of  the  Treasurer  by  any  two  mem- 
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bers  of  the  Finance  Committee.  A  record  shall  be  made  of  each  visit  to 
the  vault  in  a  book  provided  for  that  purpose,  stating  over  the  signature 
of  the  visitors  all  changes  made  in  the  contents  of  the  safe,  and  when 
no  changes  are  made,  the  object  of  the  visit. 

V  I. — Secbetabt. 

The  Secretary  shall  be  the  Recording  and  Corresponding  Secretary 
and  shall  keep  the  minutes  of  the  proceedings  of  the  Board  of  Managers, 
and  preserve  such  records  and  papers  as  do  not  pertain  to  the  office  of 
Treasurer.  He  shall  notify  members  of  all  meetings  of  the  Board  of  Man- 
agers at  least  two  days  before  the  meeting.  He  shall  notify  members  of 
their  appointment  on  Committees,  and  generally  perform  such  duties  as 
usually  pertain  to  the  office. 

He  shall  have  charge  of  the  correspondence  of  the  Board,  and  shall 
prepare  the  Annual  Report  of  the  Managers  and  attend  to  its  publication. 

VII. — Committees. 

At  the  meeting  in  April,  after  filling  the  vacancies  about  to  occur 
in  their  Board,  the  Managers  shall  elect  an  Executive  Committee  of  eight 
members,  a  dispensary  Committee  of  five  members,  a  Training-School 
Committee  of  three  or  more  members,  a  House  Committee  of  three  or  more 
members,  a  Finance  Committee  of  five  members,  of  which  the  Treasurer 
shall  be  one,  a  Committee  on  nominations  of  five  members,  of  which  the 
Secretary  shall  be  one,  and  an  Auditing  Committee  of  two  members.  The 
members  appoiated  on  these  Committees  shall  hold  office  for  one  year  from 
the  second  Wednesday  in  April  next  ensuing,  unless  otherwise  ordered 
by  the  Board,  and  shall  keep  minutes  of  their  proceedings,  which  shall 
be  submitted  to  the  Board  at  its  stated  meetings.  The  Board  shall  also 
appoint  two  of  its  members  for  each  month  of  the  year,  who  shall  serve 
as  an  Inspecting  Committee.  If  any  manager  thus  appointed  shall  be  un- 
able to  attend  during  the  time  allotted  to  him,  it  shall  be  his  duty  to  pro- 
cure some  other  manager  to  attend  in  his  stead. 

VIII. — Executive  Committee. 

The  Executive  Committee  shall  consist  of  the  eight  Managers  chosen 
as  provided  in  By-Law  VIII,  to  whom  shall  be  added  the  two  Managers 
serving  as  the  Inspecting  Committee,  and  the  members  of  the  Dispensary, 
Training  School  and  House  Committees. 

1.  The  Committee  shall  meet  on  the  second  and  fourth  Tuesday  of 
each  month  and  may  hold  special  meetings  when  necessary,  or  when  called 
by  the  Chairman  or  two  members  of  the  Committee.  Three  shall  con- 
stitute a  quorum. 

2.  The  Executive  Committee  shaU  give  such  orders  and  establish  such 
rules  and  regulations  as  they  shall  deem  necessary  for  the  better  carrying 
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into  effect  the  object  of  this  Institution,  provided  such  rules  and  regulations 
be  not  inconsistent  with  those  established  by  the  Board  of  Managers. 

3.  All  questions  relating  to  the  admission,  rejection  and  discharge  ot 
patients  shall  be  decided  by  the  Executive  Committee,  in  conformity  with 
the  directions  of  the  Board  of  Managers. 

4.  In  case  the  House  Physician,  House  Surgeon,  or  any  of  their  assist- 
ants, or  any  other  officer  or  employee  shall  neglect  any  of  the  duties 
prescribed  to  them,  or  refuse  to  comply  with  any  reasonable  request  of 
the  Executive  Committee  or  Superintendent,  the  Suprintendent  may  sus- 
pend the  offender,  and  he  shall  at  once  report  his  action  to  the  Executive 
Committee. 

5.  The  Executive  Committee  shall  have  general  charge  of  all  prop- 
erty within  the  precincts  of  the  Hospital,  and  shall  see  that  proper  economy 
is  observed  in  the  administration  of  all  its  affairs,  having  due  regard  to 
the  welfare  of  its  beneficiaries.  It  shall  audit  and  examine  the  accounts 
of  the  Superintendent;  and  authorize  such  repairs  and  disbursements  as 
may  from  time  to  time  be  necessary,  and  shall  draw  drafts  upon  the 
Treasurer  therefor ;  such  drafts,  except  for  the  monthly  pay-roll  and  sup- 
plies, shall  not  exceed  $1,000  without  authority  of  the  Board  therefor ; 
shall  be  signed  by  the  Chairman  and  Secretary  for  the  time  being  of  the 
Committee;  and  shall  be  a  sufficient  voucher  for  the  Treasurer. 

IX. — Out-Patieis^t  Depabtment  Committee. 

The  Out-Patient  Department  Committee  shall  consist  of  five  Man- 
agers. It  shall  have  the  general  care  and  oversight  of  the  Out-Patient 
Department,  and  shall  meet  on  the  second  and  fourth  Tuesdays  of  each 
month. 

X. — School  of  Nubsing  Committee. 

The  School  of  Nursing  Committee  shall  consist  of  three  or  more 
Managers,  who  shall  have  the  general  care  and  oversight  of  the  School 
of  Nursing. 

XI. — House  Committee. 

The  House  Committee  shall  consist  of  three  or  more  Managers,  and 
shall  direct  and  control  the  purchasing  of  all  food,  fuel,  equipment  and 
repair  supplies,  and  have  general  supervision  of  the  equipment,  main- 
tenance and  repair  of  real  estate  and  buildings. 

XII. — Finance  Committee. 

1.  The  Finance  Committee  shall  consist  of  five  Managers — one  of 
whom  shall  be  the  Treasurer.     Three  shall  constitute  a  quorum. 

2.  It  shall  be  their  duty  to  adopt  proper  means  to  augment  the  finan- 
cial resources  of  the  Institution,  to  direct  and  counsel  the  Treasurer  in 
the  investment,  care  and  management  of  the  finances,   and  to  prescribe 
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such  form  of  accounts  and  reports  as  are  deemed  necessary.  All  proposed 
investments  must  receive  the  approval  of  the  Board  of  Managers  or  the 
Executive  Committee. 

XIII. — Nominating  Committee. 

1.  The  Nominating  Committee  shall  consist  of  five  Managers,  of  whom 
the  Secretary  shall  be  one.    Three  shall  constitute  a  quorum. 

2.  In  the  case  of  a  vacancy  occurring  in  the  Board  of  Managers  they 
shall  recommend  to  the  Board  the  name  of  a  Life  Member  to  fill  such 
vacancy,  and  to  them  shall  be  referred  the  names  of  all  persons  sug- 
gested for  such  position  or  for  Life  Membership;  but  no  report  of  the 
Committee  shall  be  acted  upon  until  the  next  subsequent  meeting  of  the 
Board,  except  with  unanimous  consent. 

3.  All  persons  nominated  for  positions  on  the  House  Staff  shall  be 
referred  to  this  Committee.  The  names  of  such  as  shall  be  favorably 
considered  by  the  Committee  shall  be  by  them  reported  to  the  Board  of 
Managers. 

XIV. — Inspecting  Committee. 

1.  The  Inspecting  Committee  shall  inspect  all  the  Hospital  buildings, 
visit  the  wards,  service  rooms,  and  laboratories  and  shall  examine  as  to 
the  cleanliness  and  order  of  all  parts  of  the  hospital  and  grounds. 

2.  They  shall  enter  their  report  in  a  book,  which  book  shall  be  laid 
before  the  Executive  Committee  at  its  meetings. 

XV. — Attditing  Committee. 

The  Auditing  Committee  shall  shortly  after  the  close  of  each  fiscal 
year  examine  and  Check  the  bonds,  stocks,  mortgages  or  other  securities  or 
evidences  of  value  owned  by  the  Hospital  and  shall  also  have  the  accounts 
of  the  Treasurer  and  Superintendent  for  the  last  fiscal  year  examined  and 
checked  by  certified  public  accountants.  The  Committee  shall  thereafter 
report  to  the  Board  the  result  of  such  accounting  with  its  recommendations. 

XVI. — Medical,    Boaed    and    the    Medical,    Suegical    and    Labobatoby 

Seevice. 

1.  The  Board  of  Managers  shall  appoint  annually — 

(a)  A  Director  of  the  Surgical  Service,  a  Director  of  the  Medical 
Service,  and  a  Director  of  the  Pathological  Service;  these  shall  together 
constitute  the  Medical   Board. 

(b)  As  many  Visiting  Physicians  and  Surgeons,  and  Associate  Vis- 
iting Physicians  and  Surgeons,  as  the  service  of  the  Hospital  may  require, 
a  Visiting  Physician  to  the  Roentgen  Ray  Department,  a  visiting  Bac- 
teriologist, a  Visiting  Chemist,  an  Out-Patient  Department  Staff,  and  such 
other  department  chiefs  and  assistants  as  the  various  services  of  the 
Hospital  may  require. 

(c)  As  many  Assistant  Physicians  and  Surgeons  and  special  Con- 
sulting Physicians  and  Surgeons  as  the  service  of  the  Hospital  may  require. 
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(d)  A  House  StaCf,  consisting  of  as  many  members  as  the  service 
of  the  Hospital  may  require,  and  at  sucli  times  and  for  sucli  terms  of 
service  as  shall  seem  best  to  meet  the  needs  of  the  Hospital. 

(e)  A  Registrar  of  the  Out-Patient  Department. 

2.  These  appointments  shall  be  made  at  some  time  prior  to  July  1st 
in  each  year.  The  appointees  unless  a  different  term  be  fixed  by  the 
Board  shall  hold  office  for  one  year  and  thereafter  until  further  action 
of  the  Board. 

XVII. — Executive  Staff. 

The  Board  of  Managers  shall  appoint  a  Superintendent  and  such 
Assistants  as  the  Board  may  deem  necessary  for  the  service  of  the  Hos- 
pital, whose  services  shall  continue  during  the  pleasure  of  the  Board. 

The  Board  of  Managers  shall  appoint  a  Director  of  the  School  of 
Nursing,  and  such  Assistants  as  may  be  necessary  for  such  service,  and 
such  appointees  shall  hold  office  during  the  pleasure  of  the  Board. 

XVIII. — Endowed  Beds. 

1.  A  gift  of  $7,500  shall  entitle  the  donor  and  his  successors  to  nomi- 
nate, from  time  to  time,  an  adult  patient  to  use  and  occupy  one  bed  in 
the  common  wards  of  the  Hospital  free  of  charge. 

2.  A  gift  of  $5,000  shall  entitle  the  donor  to  a  like  privilege  for  the 
children's  ward. 

3.  A  gift  of  $5,000  shall  entitle  the  donor,  during  life,  to  nominate, 
from  time  to  time,  a  patient  to  use  and  occupy  one  bed  in  the  common 
wards  of  the  Hospital  free  of  charge.  In  the  case  of  a  corporation  or 
association  the  privilege  shall  expire  in  fifteen  years. 

4.  Any  person  or  corporation  being  the  donor  of  a  $5,000  bed  may 
increase  their  donation  to  $7,500,  in  which  case  they  shall  become  thence- 
forth entitled  to  the  privilege  that  attaches  to  an  original  donation  of  that 
amount. 

5.  All  endowed  bed  privileges  are  subject  to  the  Rules  and  Regulations 
governing  the  admission,  treatment  and  discharge  of  patients. 

6.  Contributions  to  the  endowment  fund  of  free  beds,  as  above  pro- 
vided for,  may  be  made  by  installments,  when  the  donor  shall,  in  writing, 
so  notify  the  Treasurer  at  the  time  of  each  payment.  So  long  as  the 
instalments  so  paid  in  shall  not  equal  the  sums  required  under  the  pre- 
ceding sections,  the  amount  received  shall  constitute  a  portion  of  the  gen- 
eral endowment  fimd.  the  income  of  which  shall  be  used  for  the  payment 
of  the  current  expenses  of  the  Hospital,  and  no  privileges  shall  accrue  to 
the  donor. 

7.  The  Board  of  Managers  shall  have  power  in  their  discretion  to 
make,  under  special  and  exceptional  circumstances,  such  other  arrange- 
ments (temporary  or  permanent)  as  to  endowed  beds  as  they  may  deem 
best  calculated  to  promote  the  objects  for  which  the  Hospital  was  estab- 
lished and  Is  now  being  maintained. 
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8.  Certificates  of  the  right  to  nominate  patients  to  use  and  occupy 
beds  free  of  charge  shall  be  issued  in  such  form  as  the  Board  of  Manag- 
ers may  prescribe,  and  shall  be  signed  by  the  President  or  Vice-President 
and  Treasurer,  who  shall  also  afiix  the  seal  of  the  Corporation. 

XIX. — Appbopeiations  of  Money. 
Except  in  the  cases  provided  for  in  Section  5  of  By-law  VIII.  and  Section 
2  of  By-Law  XII,  all  appropriations  of  money  shall  be  made  by  resolution 
of  the  Board  of  Managers.  Orders  for  the  amounts  thus  appropriated  shall 
be  drawn  on  the  Treasurer  by  the  President  or  presiding  officer  of  the 
meeting,  and  be  countersigned  by  the  Secretary  or  Secretary  pro  tern,  and 
when  properly  endorsed  shall  be  sufficient  voucher  for  the  Treasurer. 

XX. — Complaints,  Suspensions,  ob  Dischabges. 
If  any  officer,  physician,  or  surgeon  shall  become  unfit  to  execute  his 
office,  or  shall  conduct  himself  contrary  to  any  of  the  Rules  of  the  Hospital 
or  refuse  or  neglect  to  execute  the  same,  the  Executive  Committee,  or  any 
member  of  the  Board  of  Managers  may  submit  against  him  a  complaint 
in  writing,  at  a  meeting  duly  called,  and  thereupon  a  notice  of  the  said 
complaint  shall  be  given  to  the  person  complained  of,  and  a  time  shall 
be  appointed  (not  less  than  six  days  after  service  of  said  notice)  for  the 
person  complained  of  to  make  his  defence  before  the  Board  of  Managers ; 
and  the  Board,  having  examined  into  the  truth  of  the  complaint,  and  heard 
the  defence  of  the  party  accused,  if  any  shall  be  made,  may,  with  the  con- 
currence and  approbation  of  a  majority  of  the  Managers  present,  suspend 
or  discharge  the  officer,  physician,  or  surgeon  complained  of. 

XXI. — Obdeb  of  Business. 
The  order  of  business  shall  be  as  follows : 

1.  The  meeting  shall  be  opened  with  prayer. 

2.  The  roll  shall  be  called,  and  the  attending  members  noted. 

3.  The  minutes  of  the  preceding  meeting  shall  be  read,  corrected  if 
necessary,  and  approved. 

4.  Treasurer's  Reports. 

5.  Reports  of  the  Committees  shall  be  called  for,  and  order  taken 
thereon. 

6.  Communications  to  the  Board  shaU  be  received  and  considered. 

7.  Unfinished  business. 

8.  New  business. 

XXII. — Alteeations  ob  Additions. 
Any  amendment  to  the  By-Laws  shall  be  proposed  in  writing  at  a 
regular  meeting  of  the  Board  of  Managers,  and  may  be  acted  on  at  the 
next  regular  meeting  of  the  Board,  or  at  a  special  meeting  called  for  that 
purpose.  It  shall  be  adopted  only  on  an  affirmative  vote  of  a  majority 
of  those  present.  A  copy  of  any  proposed  amendment  shall  be  mailed  to 
each  member  of  the  Board  at  least  three  days  prior  to  the  next  meeting. 


PATRONS,   ENDOWED  BEDS,   AND   MEMBERSHIP. 


A  donation  of  ten  thousand  dollars  and  upwards  constitutes  the  donor 
a   "Patron"  of  the  Institution. 

A  donation  of  seven  thousand  five  hundred  dollars  entitles  the  donor 
to  nominate  patients  to  a  free  bed  in  perpetuity,  or  a  donation  of  five 
thousand  dollars  entitles  the  donor  to  a  like  privilege  for  a  child  in  the 
Children's  Ward. 

A  donation  of  five  thousand  dollars  entitles  the  donor  during  life  to 
nominate  patients  to  a  free  bed.  In  the  case  of  a  corporation  the  privilege 
shall  expire  in  fifteen  years. 

The  appointment  of  a  successor  in  each  of  the  two  classes  named  to 
be  in  writing,  by  will  or  otherwise,  and  failing  of  such  appointment  the 
right  to  cease. 

A  yearly  donation  of  ten  dollars  constitutes  an  annual  member. 


FORM  OF  RECEIPT  FOR  PARTIAL  PAYMENTS  TOWARD  ENDOWED 

BEDS. 


"Received  from the  sum  of  $ the  same 

being  a  gift  to  The  Presbyterian  Hospital  in  the  City  of  New  York. 

"It  is  understood  and  agreed  that  should by  sub- 
sequent gifts  contribute  in  the  aggregate  the  sum  of  $7,500  hereupon  the 

Board  of  Managers  will  issue  to a  certificate  granting  the 

right  to  nominate  from  time  to  time  a  patient  to  use  and  occupy  one  bed 
in  the  Common  Wards  of  said  Hospital  free  of  charge,  subject,  however, 
to  such  Rules  and  Regulations  for  the  admission,  treatment,  and  dis- 
charge of  patients  as  are  now  or  shall  be  hereafter  prescribed  by  the  said 

Board.    Such  right  may  be  exercised  by  the  said and 

successors  in  perpetuity,   provided  that  such  successor  be  appointed   in 

writing  by  will,  or  otherwise  by or  each  appointee  in 

succession,  and  failing  such  appointment  such  right  shall  cease." 
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RULES  AS  TO  THE  ADMISSION  OF  PATIENTS. 

1.  All  ward  patients  are  required  to  pay  $10.50  per  week  for  board 
or  such,  smaller  sums  as  may  be  determined  by  the  circumstances  of  the 
case,  of  which  the  Managers  shall  be  the  sole  judges.  Patients  from  New 
York  City  (Manhattan  and  Bronx),  who  are  unable  to  pay  are  admitted 
free.  Patients  from  out  of  town  requiring  operative  treatment  not  obtain- 
able at  their  homes  may  be  admitted  free  if  unable  to  pay.  Other  patients 
from  out  of  town  will  not  usually  be  admitted  free,  but  this  rule  shall  not 
apply  to  patients  recommended  for  admission  by  members  of  tbe  Board  of 
Managers  or  by  any  of  the  Directors  of  Service. 

2.  Patients  suffering  from  severe  accident  or  serious  illness  will  be 
admitted  at  any  hour  of  the  day  or  night.  Other  patients  will  be  admitted 
between  9  A.  M.  and  5  P.  M.  If  able,  they  must  apply  in  person  at  the 
oflice  of  the  Hospital,  when  they  will  be  examined  by  a  member  of  the 
House  Staff  or  Surgeon  on  duty,  and  admitted  by  the  Superintendent, 
subject  to  approval  by  the  Executive  Committee.  If  unable  to  apply  in 
person,  they  shall  be  visited  and  examined  by  such  Physician  as  may  be 
appointed  by  the  Executive  Committee. 

3.  Patients  may  be  admitted  by  the  Superintendent  on  the  recom- 
mendation of  any  Manager,  after  examination  as  to  suitableness  by  a 
member  of  the  House  Staff,  or  on  the  recommendation  of  any  Physician 
or  Surgeon  of  the  Hospital. 

4.  No  patient  suffering  from  any  readily  communicable  disease  shall 
be  admitted,  nor  any  whose  case  does  not  require  the  special  benefits  of 
the  Hospital ;  nor  shall  any  patient  be  admitted  whose  case  is  judged  to 
be  incurable,  unless  there  be  urgent  symptoms  which,  in  the  opinion  of 
the  Attending  Physician  or  Surgeon,  are  capable  of  being  relieved.  There 
shall  be  no  uterine  nor  vaginal  examination  made  except  in  the  presence 
of  a  nurse. 

5.  No  patient  suffering  from  erysipelas  shall  be  admitted  to  either 
the  Medical  or  Surgical  Division  of  the  Hospital. 

6.  There  shall  be  recorded  in  the  office  daily  the  number  of  vacant 
beds. 

7.  Application  for  the  admission  of  patients  living  out  of  the  city 
must  be  accompanied  by  a  certificate  of  some  reputable  physician,  stating 
the  nature  and  probable  duration  of  the  disease. 
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RULES   FOR    VISITORS. 


1.  Visitors  will  be  admitted  to  the  wards  on  Tuesdays,  Fridays  and 
Sundays  from  2  to  4  P.  M.,  and  Tuesday  and  Friday  evening  between  6 
and  8  one  visitor  will  be  permitted,  providing  only  two  come  in  the  after- 
noon, and  at  no  other  time,  except  by  special  permission  from  the  Super- 
intendent. 

2.  Not  more  than  three  visitors  will  be  admitted  to  see  any  patient, 
but  only  two  will  be  permitted  to  be  at  the  bedside  at  one  time. 

3.  Parents  only  (no  children,  relatives  or  friends)  will  be  permitted 
to  visit  in  the  children's  ward  and  for  one-half  hour  only  each  visit. 

Patients  reported  as  seriously  ill  by  the  Physician  or  Surgeon  will 
be  permitted  to  see  members  of  the  family  at  any  time, 

4.  Only  fruit,  jelly,  and  ice-cream  can  be  brought  for  patients.  Such 
packages  must  be  left  with  the  door  clerk,  and,  if  approved  by  the  Physi- 
cian, will  be  sent  to  the  patients. 

5.  Visitors  must  observe  perfect  order  and  propriety  while  in  the 
Hospital ;  must  confine  their  visits  to  their  immediate  friends ;  must  not 
stop  or  loiter  in  the  halls,  offices,  or  on  stairways,  and  must  leave  the 
building  promptly  at  the  end  of  visiting  hours. 

Any  violations  of  these  rules  may  subject  the  offender  to  exclusion 
from  the  premises. 

All  letters  of  inquiry  regarding  patients  should  be  addressed  to 

CHARLES  H.  YOUNG,  M.D.,  Superintendent. 
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CORLIES,  MACY  &  CO.,   INC. 

PRINTERS 

NEW  YORK  CITY,  N.  Y. 


FORM  OF  BEQUEST 


I  give  and  bequeath  to  The  Presbyterian  Hospital  in  the 
City  of  New  York,  incorporated  by  the  Legislature  of  the  State 

of  New  York  in  the  year  1868,  the  sum  of — 

Dollars,  to  be  applied  to  the  use  and  benefit  of  the 

said  Hospital,  under  the  direction  of  the  Managers  thereof. 


FORM  OF  DEVISE 


I  give  and  devise  to  The  Presbyterian  Hospital  in  the  City 
of  New  York,  incorporated  by  the  Legislature  of  the  State  of 
New  York  in  the  year  1868,  all  that,  etc.  [describe  the  property^ 
to  be  had  and  holden  to  the  said  The  Presbyterian  Hospital  in 
THE  City  op  New  York,  and  their  successors  and  assigns,  for  the 
use  and  benefit  of  the  said  Hospital. 


THE 


PRESBYTERIAN  HOSPITAL 


IN  THE 


CITY  OF  NEW  YORK 


N  _ 


Forty-Eighth  Annual  Report 

FOR  THE  YEAR  ENDING  SEPT.  30 

1916 


'PRESBYTERIAN  in  its  ^URT>ENS  because  founded  by 
PRESBYTERIANS. 

UNDENOMINATIONAL  in  its  ^BENEFITS  because 
"For  the  Inception  of  Patients  irrespective  of  Creed,  Nationality  and 
Color," 

Announcement  of  James  Lenox,  President,  on  opening  Hospital,  1872, 


THE 


PRESBYTERIAN  HOSPITAL 


IN  THE 


CITY  OF  NEW  YORK 


Forty-Eighth  Annual  Report 

FOR  THE  YEAR  ENDING  SEPT.  30 

1916 


'PRESBYTERIAN  in  its  (BUR'DENS  because  founded  by 
PRESBYTERIANS. 

UNDENOMINATIONAL  in  its  BENEFITS  because 
"For  the  T^eception  of  Patients  irrespective  of  Creed,  Nationality  and 
Color," 

Announcement  of  Jama  Lenox,  President,  on  opening  Hospital,   1872, 
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OFFICERS 


President  Emeritus 
FREDERICK    STURGES 


President 
WILLIAM    SLOANE 


Vice-President 
WILLIAM   M.    KINGSLEY 


Treasurer 

WILLIAM  V.   S.  THORNE 

41  East  70th  Street 


Secretary 

MATTHEW    C.    FLEMING 

71  Broadway 


MANAGERS 


Whose  term»  of  office  expire  respectively  in 


1917. 

FREDERICK   STURGES, 
J.  CLEVELAND  CADY, 
ARTHUR  P.  STURGES, 
WILLIAM    SLOANE, 

HENRY  w.  Deforest. 

E.  PARMALEE  PRENTICE, 
THATCHER   M.   BROWN, 
C.  IRVING  FISHER,  M.D., 


1919. 

ROBERT  w.  Deforest, 

CHARLES  W.   McALPIN, 
DAVID  M.  LOOK, 
EDWARD  S.  IIARKNESS, 
JAMES   R.    SHEFFIELD, 
GEORGE   GIBBS, 
WILLIAM  WILLIAMS. 


1918. 

ETHAN  ALLEN, 
WILLIAM   V.   S.  THORNE, 
MATTHEW  C.  FLEMING. 
EUGENE  DELANO. 
WILLIAM   ALLEN  BUTLER, 
PHILIP  A.   ROLLINS, 
ROBERT  W.  CARLE. 

JOHNSTON  Deforest. 


1920. 

HENRY   S.    VAN  DUZER, 
WILLIAM  R.  WILLCOX, 
MOREAU  DELANO. 
WTLLTAM  V.   KTNGSTvEY. 
WILLIAM    SLOANE    COFFIN, 
STEPHEN  G.  WILLIAMS, 
CORNELIUS  R.  AGNEW. 


Ex-Officio. 


HOWARD  DUFFIELD,  D.D., 
Minister  of  the  First  Presbyterian 
Church. 

CHARLES  H.   PARKHURST,  D.D.. 

Minister   of  the  Madison   Square 
Presbyterian  Church. 


DAVID  JAMES  BURRELL.  D.D., 
Senior  Minister  of  the  Collegiate 
Reformed   Church. 

ROBERT  WATSON,  D.D., 

Minister  of  the  Scotch  Presbyte- 
rian Cliurch,  successor  of  the 
First  Reformed  Presbyterian 
Church. 


Board  meets  second  Tuesday  of  February,   April,   June,  August,  October 

and  December. 


STANDING  COMMITTEES 


Executive 


HENRY  S.  VAN  DUZER,  WM.  M.  KINGSLEY, 

J.    CLEVELAND    CADY,  EDWARD  S.  HARKNESS, 

WILLIAM  ALLEN  BUTLER,  EUGENE   DELANO, 

C.  IRVING  FISHER,  M.D.,  WILLIAM  V.    S.  THORNE. 

And    the   members    of    the    Inspecting    Committee    on    duty,    Out-Patient 
Department,    School   of   Nursing   and    House   Committees. 

Regular  meeting  on  second  and  fourth  Tuesdays  of  each  month. 


Out-Patient  Department 

PHILIP   A.  ROLLINS,  WILLIAM  SLOANE  COFFIN, 

ETHAN   ALLEN,  CORNELIUS   R.  AGNEW, 

THATCHER  M.  BROWN. 


Finance 

WILLIAM   M.   KINGSLEY,  MOREAU   DELANO, 

CORNELIUS  R.  AGNEW,  HENRY   W.   DEFOREST, 

And  Treasurer  Ex-officio. 


Nominating 

HENRY   S.  VAN  DUZER,  THATCHER  M.  BROWN, 

EUGENE  DELANO,  WILLIAM  WILLIAMS, 

And  Secretary  Ex-officio. 


House 

STEPHEN  G.   WILLIAMS,  ROBERT  W.  CARLE, 

HENRY  S.  VAN  DUZER,  GEORGE   GIBBS. 


STANDING  COMMITTEES 


WILLIAM   SLOANE, 
HENRY  S.  VAN  DTTZER, 
EUGENE  DELANO, 


School  of  Nursing 


ELLSWORTH  ELIOT,  JR.,  M.D., 
DAVID  BOVAIRD,  M.D., 
WARFIELD  T.   LONGCOPE,   M.IX, 


WILLIAM  R.  WILLCOX, 


Auditing 

ETHAN  ALLEN. 


Committee  on  Relations  Between  the  Hospital  and  Columhia  University 

EDWARD    S.   HARKNESS,  HENRY  S.  VAN  DUZER, 

WILLIAM  V.  S.  THORNE,  WILLIAM    SLOANE, 

HENRY  w.  Deforest. 

Building  Committee 

EDWARD  S.  HARKNESS.  HENRY    S.   VAN   DUZER, 

WILLIAM  V.  S.  THORNE.  WILI>IAM    SLOANE, 

HENRY  w.  Deforest. 

The  President  is  Ex-officio  a   member  of  all   Committees. 


Inspecting  Committee 


1916. 
May — 
Messrs.  FISHER  and  SLOANE. 

June — 

Messrs.    ALLEN    and    JOHNSTON 

Deforest. 

July — 

Messrs.  WILLIAM  WILLIAMS  and 
SHEFFIELD. 

August — 

Messrs.  WILLCOX  and  LOOK. 

September — 

Messrs.  KINGSLEY  and  AGNEW. 

October — 

Messrs.    ARTHUR    STURGES    and 
GIBBS. 


November — 

Messrs.     EUGENE     DELANO     and 
BROWN. 

December — 

Messrs.  THORNE  and  BUTLER. 

1917. 
January — 
Messrs.  CARLE  and  HARKNESS. 

February — 

Messrs.  VAN  DUZER  and  COFFIN. 

March — 

Messrs.    STEPHEN   G.   WILLIAMS 
and  FLEMING. 

April — 

Messrs.   ROLLINS  AND  MOBEAU 
DELANO. 


The  By-Laws   call   for   a    weekl.v   inspection    of   all    Departments   of   the 

Hospital. 


EXECUTIVE  OFFICERS 


Superintendent 
CHARLES  H.  YOUNG,  M.D. 

Assistant  Superintendent 
GEORGE  B.  LANDERS,  M.D. 

Assistant  to  the  Superintendent 
EDGAR  C.  HAYHOW. 

Director  School  of  Nursing 
ANNA  CAROLINE  MAXWELL,  R,  N. 

Assistant  Director  School  of  Nursing 
JANET  B.  CHRISTIE,  R.  N. 

Chaplain 
THEODORE  D.  MARTIN. 

Pharmacist 
FRED  H.  HOLDEN. 

Chief  Clerk 
REGINALD  SCOTT. 


Assistant  to  the  Treasurer 
J.  H.  P.  RITTBR. 


MEDICAL  BOARD 

President,  WILLIAM  G.  MacCALLUM,  M.D. 
Director  of  Pathological  Service. 

WARFIELD  T.  LONGCOPE,  M.D.,  GEORGE  E.  BREWER,  M.D., 

Director  of  Medical  Service.  Director  of  Surgical  Service. 


MEDICAL  SERVICE 

Director 
WARFIELD  T.  LONGCOPE,  M.D. 

Visiting  Physician) 

GEORGE  A.  TUTTLE,  M.D.,  T.  STUART  HART,  M.D., 

DAVID  BOVAIRD,  M.D.,  HOMER  F.  SWIFT.  M.D. 

Visiting  Physician  to  Children's  Service 
WILLIAM  P.  NORTHRUP,  M.D. 

Associate  Visiting  Physicians 
HERBERT  S.  CARTER,  M.D.,  GEORGE  DRAPER,  M.D. 

Associate  Visiting  Physician  to  Children's  Service 
HOWARD  11.  MASON,  M.D. 

Assistant  Visiting  Physicians 

ALBERT  R.  LAMB,  M.D.,  ARTHUR  E.  NEERGAARD.  M.D., 

H.  RAWLE  GEYELIN,  M.D..  ARCHIBALD  McI.  STRONG.  M.D. 


MEDICAL  AND  RESEARCH  LABORATORIES 

Assistant  Physicians 
RALPH  A.  KINSELLA,  M.D.,  JOHN  P.  PETERS,  M.D. 

Clinical  Chemist 
KATHERINE  R.  COLEMAN,  M.A. 


SURGICAL  SERVICE 

Director 
GEORGE  E.  BREWER,  M.D. 

Visiting  Surgeons 
ELLSWORTH  ELIOT,  JR.,  M.D.,  ADRIAN  Y.  S.  LAMBERT,  M.D. 

Associate  Visiting  Surgeons 
FORBES  HAWKES,  M.D.,  CLARENCE  A.  McWILLIAMS,  M.D. 

Assistant  Visiting  Surgeons 

HUGH  AUCHINCLOSS,  M.D.,  ALLEN  O.  WHIPPLE,  M.D., 

JAMES  A.  CORSCADEN,  M.D. 

Second  Assistant  Visiting  Surgeons 

JAMES  W.  JAMESON,  M.D.,  SIDNEY  R.  BURNAP,  M.D. 

JOHN  C.  VAUGHAN,  M.D. 

Anesthetist 
ANNE  PENLAND,  R.  N. 


ROENTGEN  RAY  DEPARTMENT 

Visiting  Physician 
EUGENE  WILSON  CALDWELL,  M.D. 

Radiographer 
IRA  L.  SIMMS. 


Photographer 
CARLIS  J.  LANDER. 


PATHOLOOICAL  SERVICE 

Director 
WILLIAM  G.  MacCALLUM,  M.D. 

Associate  Visiting  Pathologist 
ALWIN  M.  PAPPENHEIMER,  M.D. 

Assistant  Visiting  Pathologist 
CALVIN  B.  COULTER,  M.D. 

Resident  Pathologist 
ROBERT  A.  LAMBERT,  M.D. 

Assistant  Resident  Pathologist 
J.  HOWARD  MUELLER,  Ph.D. 

Associate  Visiting  Surgical  Pathologist 
WILLIAM  C.  CLARKE,  M.D. 

Assistant  Visiting  Surgical  Pathologist 
ALLEN  O.  WHIPPLE,  M.D. 

Second  Assistarit  Visiting  Surgical  Pathologists 
JOHN  C.  VAUGHAN,  M.D.,  ARTHUR  P.  STOUT,  M.D. 

Third  Assistant  Visitirig  Surgical  Pathologist 
RODERICK  V.  GRACE,  M.D. 

Bacteriologist 
HANS  ZINSSER,  M.D. 

Associate  Bacteriologist 
J.  GARDNER  HOPKINS,  M.D. 

Resident  Bacteriologist 
M.  B.  OLMSTEAD. 

Assistant  Serologist 
GERTRUDE  BLODGETT. 


Medical  Registrar 
GEORGE  A.  TUTTLE,  M.D. 

Surgical  Registrar 
JAMES  A.  CORSCADEN,  M.D. 


SPECIAL  CONSULTANTS 

J/edicinc— WALTER  B.  JAMES,  M.D. 

&Mri;erj/— CHARLES  K.  BRIDDON,  M.D.   (Deceased) 
Gynecology— EDWIN  B.  CRAGIN,  M.D. 
Neurology— FREDERICK  TILNEY,  M.D. 

Lari/MfiroZofifi/— CORNELIUS  G.  COAKLEY,  M.D. 
Otology— COR'SEL.ITJS  G.  COAKLEY,  M.D. 
Or^;iopedtc«— NEWTON  M.   SHAFFER,  M.D. 
Ophthalmology— ARNOL,D  KNAPP,  M.D. 

Dermatology— JOHN  ADDISON  FORDYCE,  M.D. 
Anesthesia— THOyiAfi  L.   BENNETT,  M.D. 
ffenito-Urinary—AL.FRED  T.  OSGOOD,  M.D. 


HOUSE  STAFF 


Medical  Division 

For  the  six  months  ending  December  31st,  1916. 


FIBST  DIVISION. 

House  Physician 
HERBERT  N.  VERMILYE,  M.D. 

First  Assistant 
CLARENCE  P.  THOMAS,  M.D. 

Second  Assistant 
MATHER  CLEVELAND,  M.D. 

Third  Assistant 
WALTER  P.  BLISS,  M.D. 

For  the  six  months 

FIBST   DIVISION. 

House  Physician 
CLARENCE  P.  THOMAS,  M.D. 

First  Assistant 
BENJAMIN  R.  ALLISON,  M.D. 

Second  Assistant 
FRANK  L.  MELENEY,  M.D. 

Third  Assistant 
GERALD  S.  SHIBLEY,  M.D. 


SECOND    DIVISION 

House  Physician 
HENRY  M.  LARSON,  JR.,  M.D. 

First  Assistant 
HENRY  E.  MELENEY,  M.D. 

Second  Assistant 
RAYMOND  W.  LEWIS,  M.D. 

Third  Assistant 
WILLIAM  C.  STADIE,  M.D. 

ending  June  30th,  1917. 

SECOND    DIVISION 

House  Physician 
HENRY  E.  MELENEY,  M.D. 

First  Assistant 
WILBUR  W.  STEARNS,  M.D. 

Second  Assistant 
STANLEY  T.  FORTUINE,  M.D. 

Third  Assistant 
RONALD  M.  FERRY,  M.D. 


Surgical  Division 

For  the  six  months  ending  December  31st,  1916. 


FIBST   DIVISION. 

House  Surqeon 
GUY  A.  CALDWELL,  M.D. 

First  Assistant 
HAROLD  W.  TAYLOR,  M.D. 

Second  Assistant 
BENJAMIN  R.  ALLISON,  M.D. 

Third  Assistant 
FRANK  L.  MELENEY,  M.D. 

For  the  six  months 

FIBST   DIVISION. 

House  Surgeon 
HAROLD  W.  TAYLOR,  M.D. 

First  Assistant 
MATHER  CLEVELAND,  M.D. 

Second  Assistant 
WALTER  P.  BLISS,  M.D. 

Third  Assistant 
W.  P.  NICOLSON,  JR.,  M.D: 


SECOND    DIVISION 

House  Surgeon 
ALVIN  E.  KUHLMAN,  M.D. 

First  Assistant 
RALPH  COLP,  M.D. 

Second  Assistant 
WILBUR  W.  STEARNS,  M.D. 

Third  Assistant 
STANLEY  T.  FORTUINE,  M.D. 

ending  June  30th,  1917. 

SECOND    DIVISION 

House  Surgeon 
RALPH  COLP,  M.D. 

First  Assistant 
RAYMOND  W.  LEWIS,  M.D. 

Second  Assistant 
WILLIAM  C.  STADIE,  M.D. 

Third  Assistant 
CHARLES  T.  BUTLER,  M.D. 


House  Physician  to  the  Children's  Service 

For  the  six  months  ending  December  31st,  1916. 

WILLIAM  H.  LEAKE,  M.D. 


OUT-PATIENT  DEPARTMENT     « 


Officers 

Registrar  Matron 

GEO.  B.  LANDERS,  M.D.  GRACE  I.  CAMERON,  R.N. 

Clerk  Pharmacist 

ANNA  H.  MILLER  FRED  H.  HOLDEN. 

Attending  Staff. 

Surgeon-in-Chief  (Chief  of  Clinic) 
SIDNEY  R.  BURNAP,  M.D. 

Assistant  Surgeons 

JAMES  L.  COBB,  M.D.  JAMES  W.  JAMESON,  M.D. 

WILLIAM  F.  CUNNINGHAM,  M.D.   ALEXANDER  R.  STEVENS,  M.D. 
RODERICK  V.  GRACE,  M.D.       ROY  C.  VAN  ETTEN,  M.D. 
ARTHUR  P.  STOUT,  M.D. 

Physician-in-Chief 
ALBERT  R.  LAMB,  M.D. 

Attending  Physician  (Chief  of  Clinic) 
ARTHUR  E.  NEERGAARD,  M.D. 

Assistant  Physicians 

PHINEAS  H.  ADAMS,  M.D.  HUBERT  S.  HOWE,  M.D. 

W^ALTER  P.  ANDERTON,  M.D.  BERTON  LATTIN,  M.D. 

STEPHEN  CHILIAN.  M.D.  HOWARD  F.  SHATTUCK,  M.D. 

HARVEY  M.  EWING,  M.D.  ARTHUR  H.  TERRY,  M.D. 

ALPHEUS  FREEMAN,  M.D.  RAE  W.  WHIDDEN,  M.D. 


OUT-PATIENT   DEPARTMENT. 

CHILDREN'S  DEPARTMENT 

Attending  Physician 
HOWARD  H.  MASON,  M.D. 

Assistant  Physicians 

B.  WALLACE  HAMILTON,  M.D.  PHOEBE  M.  VAN  VOAST,  M.D. 

WILLIAM  H.  LEAKE,  M.D. 

SKIN  DEPARTMENT 

Attending  Physician 

JEROME  KINGSBURY,  M.D. 

Assistant  Physicians 

WALTER  P.  ANDERTON,  M.D.  WILLIAM  BLANCARD,  M.D. 

PAUL  ESNARD  BECHET,  M.D.  O.  K.  LANG,  M.D. 

WILLIAM  G.  STATES,  M.D. 

TUBERCULOSIS  DEPARTMENT 

Attending  Physician 

WILLIAM  B.  BOYD,  M.D. 

Assistant  Physician 
WILLIAM  M.  BRAD  SHAW,  M.D. 

DEPARTMENT  OF  O ASTRO-INTESTINAL  DISEASES 

Attending  Physician 

ARMISTEAD  C.  CRUMP,  M.D. 

MASSAGE  DEPARTMENT 

Attending  Physician 

GUDRUN  FRIIS-HOLM,  M.D. 

DENTAL  DEPARTMENT 

Attending  Dental  Surgeon 

HENRY  SAGE  DUNNING,  M.D.,  D.D.S. 

Assistant  Dental  Surgeons 

VETHAKE  E.  MITCHELL,  D.D.S.         J.  B.  WATSON,  D.D.S. 
ARTHUR  W.  BARK,  D.D.S.  IRVIN  H.  BEACH,  D.D.S. 


THE  FORTY-SEVENTH  ANNIVERSARY 
OF 

THE  PRESBYTERIAN  HOSPITAL 

IN  THE  CITY  OF  NEW  YORK 

was  held  in  Florence  Nightingale  Hall  (School  of  Nursing),  37  East 
71st  Street,  December  14,  1915,  at  3  :30  o'clock  P.  M. 

The  Vice-President,  Mr.  William  Sloane,  presided. 

The  exercises  were  as  follows : 

Reading  of  the  Scriptures  by  Rev.  Theodore  D.  Martin,  Chaplain. 

Prayer  by  Rev.  Tlieodore  D.  Martin. 

Remarks  by  Mr.  William  Sloane. 

Report  of  the  work  of  the  nurses  at  the  War  front  by  Miss 
Maxwell. 

Resolution  conveying  Christmas  Greetings  from  the  Society  of 
The  Presbyterian  Hospital  to  nurses  at  the  War  front  was  passed. 

Benediction  by  the  Rev.  Robert  Watson,  D.D. 

The  Forty-Seventh  Annual  Report  of  the  Board  of  Managers, 
containing  the  report  of  the  Treasurer,  was  distributed  among  the 
audience. 


THE  FORTY -EIGHTH  ANNUAL  REPORT 
OF  THE 

BOARD  OF  MANAGERS 

OF 

THE  PRESBYTERIAN  HOSPITAL 

IN  THE  CITY  OF  NEW  YORK 

FOR  THE  YEAR  ENDING  SEPTEMBER  30,  1916 

TO  THE  SOCIETY,  TO  THE  CHURCHES  WHICH  IT    REPRE- 
SENTS,  AND  TO  THE  PUBLIC  : 

The  work  done  by  The  Presbyterian  Hospital  during  the  past  year 
is  described  in  detail  in  the  various  reports  given  in  the  following 
pages.     They  should  be  read  with  care. 

Much  has  been  accomplished  in  perfecting  the  method  of  keep- 
ing the  histories  of  cases  with  a  Yiew  to  increasing  the  effectiveness 
of  our  "follow-up  system."  We  believe  that  patients  will  now  receive 
more  intelligent  attention  as  they  return  to  the  Hospital  for  after 
treatment. 

The  outstanding  event  of  the  year  was  the  retirement  of  Mr. 
Frederick  Sturges  from  the  Presidency  of  the  Hospital,  and  his 
election  as  President  Emeritus.  The  upbuilding  of  the  Presbyterian 
and  its  School  of  Nursing  has  been  Mr.  Sturges'  life  work,  and,  now 
relieved  of  responsibility,  he  will  have  the  great  satisfaction  of  seeing, 
in  the  ever  increasing  usefulness  to  the  community  of  both  Hospital 
and  School,  the  result  of  his  many  years  of  unselfish  and  loyal  devo- 
tion. He  retains  the  affectionate  regard  of  all  connected  with  the 
Hospital  and  School. 

During  the  past  year  we  lost  by  death  Mr.  John  J.  Sinclair. 
Mr.  Sinclair  died  on  September  15,  1916,  after  having  served  for 
sixteen  years  as  manager  of  the  Hospital.  He  was  deeply  interested 
in  the  Hospital,  and  was  justly  proud  of  his  connection  with  it. 

We  regret  also  to  chronicle  the  death,  on  July  31,  1916,  of  Dr. 
Charles  K.  Briddon,  who  was  Visiting  Surgeon,  1876-1900,  and  Spe- 
cial Consultant  in  Surgery,  1900-1916.  His  forty  years  of  service  to 
The  Presbyterian  Hospital  was  of  great  value  to  the  institution,  and 
his  personality  was  an  inspiration  to  the  members  of  the  successive 
staffs  of  the  HospitaJ  with  whom  he  came  in  contact. 

Unfortunately  no  progress  has  been  made  toward  the  securing  of 
a  new  site  and  new  buildings  for  the  Hospital.     We  are  not  without 
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hope  that  there  may  yet  be  found  some  solution  to  the  problem  of 
having  the  Hospital  and  the  College  of  Physicians  and  Surgeons  of 
Columbia  University  located  side  by  side.  It  does  not  seem  possible 
that  such  an  unequalled  opportunity  as  now  presents  itself  to  create  a 
great  medical  center  in  New  York  City  will  be  forever  lost.  No 
greater  privilege  could  come  to  any  person  or  group,  than  that  of 
providing  the  means  to  bring  this  about. 

A  modern  Hospital  must  have  facilities  for  teaching  medical 
students.  We  are  doing  the  best  we  can  with  our  present  inadequate 
plant,  but  Managers  and  Staff  alike  realize  how  far  short  we  fall  of 
our  ideals  for  The  Presbyterian  Hospital. 

Over  sixty  graduates  of  our  School  of  Nursing  have  cared  for 
the  sick  and  wounded  soldiers  in  various  countries  of  Europe.  High 
honors  have  been  paid  to  some  of  them.  Unstinted  praise  is  due  them 
all,  and  we  are  proud  to  have  been  thus  represented  abroad. 

The  Red  Cross  unit  of  The  Presbyterian  Hospital  was  formed 
during  the  past  year.  Several  members  of  our  staff  have  given  much 
time  and  thought  to  the  purchase  of  equipment.  The  unit  is  prepared 
to  answer  the  call  of  our  Government  on  the  shortest  notice. 

All  of  which  is  respectfully  submitted. 
By  order  of  the  Board  of  Managers. 

WILLIAM  SLOANE, 

President. 
MATTHEW  C.  FLEMING, 

Secretary. 


EEPOET  OF  THE  TKEASUEER 

COMPARATIVE  STATEMENT  OF  CURRENT  REVENUE 
For  Years  ending  September  30,  1916  and  1915. 


Hospital  Earnings  or  Operating 

Private  Room  Patients 

Board  of  Friends  of  Patients 

Ward  Pay   Patients 

Special    Nursing 

Out-Patient  Department 

Ambulance  Fees 

Telephone  Toll 

Bones  and  Soap  Fat  Sold 

♦Unclaimed  Overpayments  by  Patients,  Trans- 
ferred to  Hospital  Earnings 

♦Unclaimed  Wages  Transferred  to  Hospital  Earn- 
ings     

Miscellaneous    


Total  Hospital  Eabnings $140,158.39 

Other  Revenue  or  Income. 


g  Earnings. 

1916 

1915 

$39,577.58 

137,717.98 

1,177.00 

1,362.40 

45,434.86 

37,160.24 

42,907.00 

38,365.20 

9,131.88 

9,638.97 

359.00 

281.00 

967.99 

994.37 

323.46 

107.60 

96.78 

149.44 

279.62 

443.04 

$140,158.39 

$126,317.02 

Donations  from  Individuals  to  Meet  Current  Ex- 
penses     

Donations  from  Churcbes  to  Meet  Current  Ex- 
penses  

Donations,   Special 

Special  Donation  Toward  Purchase  New  Hospital 

Site    

Income  from  Investments  held  in : 

Endowed  Bed  Fund 

Edwin  Bancroft  Foote  Fund 

General  Endowment  Fund 

General  Fund 

Margaret  E.  Dows  Fund 

Flske  Fund 

Margaret  A.  Jones  Fund 

John  Stewart  Kennedy  Fund 

Sidman  Trust  Fund 

Fund  in  Memory  John  T.  Terry 

Isaac  E.  Valentine  Memorial  Fund 

Moses  Weinman  Fund 

From  Fund  for  Educational  and  Scientific  Work. . 

Income  from  Estate  Andrew  J.  Garvey 

Income  from  Premises  67th  and  68th  Streets  and 

Avenue  A  

Interest  on  Cash  Balances  in  Bank 

Interest  on  Unpaid  Legacies 

Miscellaneous  Income  


1916 
$20,603.00 

4,826.96 
2,236.47 


43,442.97 

6,750.00 

1,368.54 

29,742.45 

200.00 

3,400.00 

6,000.00 

71,097.50 

30.00 

1,625.00 

19,368.74 

200.00 

61,760.42 

130.85 

8,745.00 

5,838.79 

1,100.00 

42.25 


1915 

$21,703.82 

5,630.58 
2,944.57 

85,000.00 

42,768.72 

6,750.00 

1,245.00 

19,260.66 

200.00 

3,400.00 

6,000.00 

67,253.00 

40.00 

1,000.00 

21,833.88 

200.00 

58,223.45 


8,790.90 
4,654.63 
3,955.42 


Total  Otheb  Revenue  ob  Income $288,508.94  $360,854.63 

Note:  During  the  years  ending  September  30,  1916  and  1915,  unre- 
stricted legacies  received  were  credited  direct  to  General  Fund  Account. 

♦During  the  year  ending  September  30th,  1916,  Unclaimed  Overpay- 
ments by  Patients  and  Unclaimed  Wages  were  credited  direct  to  Surplus 
&  Deficit  Account. 
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COMPARATIVE   STATEMENT  OF  CURRENT  REVENUE— Continued 


Appropriations  from  Special  Funds  to  Meet  Current  Expenses. 


The  Mrs.  Frederic  Baker  Pathological  Uept.  Fund 

C.  K.  Briddou  Gold  Medal  Fund 

Dortic   Memorial    Fund 

Mrs.  David  Dows  Fund 

East  River  Homes  Fund 

Flower   Fund 

The   Katie  Geitz   Fund 

The  Harriman  Fund  for  Surgical  Research 

Hill  Top  Camp  Fund 

Holiday   Cheer   Fund 

House   Staff  Entertainment  Fund 

House  Staff  Library  Fund 

John  Stewart  Kennedy  Fund 

Nurses'  Cheer  Fund 

Out  Patient  Department  Fund 

Patients'    Cheer    Fund 

Patients,   Relief  Fund 

Room  J.  Trust  Fund 

Fund  in   Memory  Clara  Alsop   Russell 

Sarah  Sanford  I<"^nd 

School  of  Nursing  Library  FuikI 

School  of  Nursing  Scholarship  Fund 

I  i.  Smith  Periodical  Fund 

Special  Relief  Fund  for  Sick  Nurses 

Special  Visiting  Nursing  Relief  Fund 

The    Mrs.    \V.    K.    Vanderbilt    Fund    for    Visiting 
Nursing    


191 G 

$45.29 

40.00 

1,4.38.46 

40.58 

7,788.28 

150.00 

1,{>48.74 

750.5f> 

1,820.36 

916.92 

144.28 

8.00 

72.37 

188.95 
607.75 
232.10 

56.00 
666.50 

15.63 
100.00 

46.55 

50.00 


9,245.82 


Total    Appropriations    from    Special    Funhs 

TO  Meet  Current  Expenses $26,382.17 


Grand  Total  Current  Revenue $455,049.50 


1915 

$43.43 

40.00 

1,154.27 

485.93 
5,Jt48.48 

150.00 
1,788.47 

1,683.87 
8.35.88 
136.85 

1,000.00 

347.38 

13.00 

66.86 

714.13 

607.95 

720.00 

3.72 

46.55 

126.63 

9,821.75 

$25.(r.,>.15 
$512,806.80 


Note  :     For   the  purposes  for   which   tlu>   above   Funds   are  used   see 
pages  29,  30  and  31. 
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COMPARATIVE  STATEMENT  OF  CURRENT  EXPENSES. 
For  Years  ending  September  30,  1916  and  1915. 

Administration  Expenses. 

1916  1915 

Salaries,  Officers  and  Clerks $19,351.34  $21,386.51 

Office   Expenses 848.35  521.30 

Stationery,  Printing  and  Postage 4,925.75  3,555.04 

Telegraph  and  Telephone 3,177.14  2,848.96 

Legal    Expenses 202.50  365.18 

Hospital  Bureau  of  Standards  and  Supplies         840.00  840.00 

Miscellaneous     285.50  224.62 


Total  Administratiojst  Expenses 

Professional  Care 

Salaries  and  Wages  : 

Physicians    $374.00 

Anesthetist     1,000.00 

Supt.  of  Nurses,  Ass't.  &  Inst'rs.  8,231.00 

Nurses    11,285.05 

Special  Nurses 33,792.00 

Orderlies   7,322.22 

Ward   Employes    3,047.26 

Medical  and  Sukgical  Supplies  ; 

Apparatus  and  Instruments....  11,095.50 

Medical  and   Surgical  Supplies.  21,354.41 

Alcohol,  Liquors,  Wines,  etc. . . .  1,671.54 

*Clothing,      etc.,      for      use      of 
Patients  in  Hospital 

Equipment  fob  Nurses  : 

Uniforms    ■. 4,290.97 


$29,630.58 
of  Patients. 


for     Stafe    and 


510.45 

128.28 


8,408.34 


Books  

Instruments    . . 
*Uniforms,     etc.. 

Orderlies     

Pharmacy    Salaries    and   Wages 
Out  Patient     <  Salaries  &  Labor 

Department      [  Supplies    2,811.35 

Visiting  i  Salaries  &  Labor      6,718.47 

Nursing  \  Supplies   8,694.52 

Roentgen   Ray  Department  : 

Roentgen  Ray  f  Salaries  &  Labor       2,559.28 

Service  t  Supplies   3,768.84 

Photographic  I  Salaries  &  Labor      1,378.46 
Service  I  Supplies    1,086.16 


$65,051.53 

34,121.45 
367.59 

4,929.70 

7.84 
4,083.07 

11,219.69 

15,412.99 

6,328.12 
2,464.62 


Total  Professional  Care  of  Patients.  $143,986.60' 
Department  Expenses. 
$480.10 


Ambulance   Service 


f  Salaries  &  Labor  $20,684.39 

1  Supplies    9,809.17 

r  Labor    16,186.40 

I  Supplies    19,325.93 

f  Labor    8,864.97 

\  Supplies    1,943.57 

/Labor    7,121.67 

\  Supplies    1,651.72 

For  five  months  only. 


Pathological 
Laboratory 

Housekeeping 

Kitchen 

Laundry 


30,493.56 

35,512.33 

10,808.54 

8,773.39 


$29,741.61 


$8.00 

950.00 

8,893.63 

11,702.32 

33,152.36 

6,964.20 

3.199.11  $64,869.62 

10,282.43 
17,860.72 

1.547.12  29,690.27 


3,785.52 
490.96 
31.94      4,308.42 


4,233.61 
8,001.90 

3,099.56     11,101.46 
5,555.45 
8,521.44     14,076.89 

2,521.27 

4,378.16      6,899.43 
1,316.46 
651.27       1,967.73 


$137,147.43 


$17,901.03 
7,149.04 
16,374.66 
17,498.19 
8,411.10 
1,961.11 
8,522.21 
2,447.81 


$417.86 
25,050.07 
33,872.85 
10,372.21 
10,970.02 
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COMPARATIVE  STATEMENT  OF  CURRENT  EXPENSES.— Contiuued. 

For  Years  endiug  September  30,  1916  and  1915. 


Stewabd'b  Depabtment: 
Labor   

PB0VI810NS  : 

Bread   $4,428.76 

MUk  and    Cream 13,034.33 

Groceries     6,758.75 

Butter  and   Eggs 16,347.31 

Fruits   and    Vegetables Il,y83.!)7 

Meat,  Poultry  and  Fish 33,017.03 

Educational  and 
Scientific  V7obk  :   c  Salaries       & 

(Not  chargeable  J.     Labor    ...   17,848.26 

to  other  uccts.)        (  Supplies....        454.08 

Total  Department  Expenses. 


1916 

1915 

$845.95 

$950.74 

85,570.15 

$4,102.29 
13,783.09 
6,940.42 
15,907.02 
10.073.76 
33,237.33 

84,043.91 

i     18,302.34 

18,531.38 
1,438.99 

19,970.37 

$190,786.36 

185,648.03 

General  House  and  Property  Expenses. 

Electric  Lighting   $1,240.09 

Fuel,  Oil  and  Waste 17,928.84 

Gas 1,786.48 

Ice    2,981.60 

Insurance 2,396.71 

Maintenance,  Real  Estate  and  Buildings 9.430.60 

Maintenance,   Machinery  and  Tools 6,693.42 

Plumbing  and  Steam-Fitting 3,262.56 

Total  General  House  and  Property  Expenses  $45,720.30 

Total   Opebating   Expenses $410,123.84 


$892.17 
15,967.34 
2,127.76 
2,318.79 
2,416.44 
11,172.72 
4,385.93 
2,644.02 

$41,925.17 

$394,462.24 


Corporation  Expenses. 

Salaries,  Officers  and  Clerks $6,595.66 

Oflice    Expenses 232.50 

Stationery,  Printing  and  Postage 975.26 

Legal    Expenses 818.28 

Graduation  Pins  for  Nurses 422.87 

Gratuities   for  House   Staff 225.25 

Interest  on  Mortgages  or  Loans  payable 

Real    Estate   Taxes    on    Premises   67th   and    68th 

Streets  and  Avenue  A 4,692.00 

Other  Expenses  Account  Premises  67th  and  68th 

Streets  and    Avenue   A 762.74 

Real    Estate    Taxes    on    Premises    received    from 

Valentine   Estate 128.96 

Miscellaneous    75.03 

Total   Cobporation    Expenses $14,928.55 


$6,505.04 
214.79 
982.11 
1,684.35 
320.16 
225.00 
46.67 

4,011.12 

107.99 

118.72 
153.54 

$14,369.49 
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COMPARATIVE    STATEMENT   OF   CURRENT   EXPENSES.— Continued. 

For  Years  ending  September  30,  1916  and  1915. 

Current  Expenses  from  Special  Funds  for  Stated  Purposes 

Other  than  Regular  Hospital  Current  Expenses. 


1916 

The  Mrs.  Frederic  Baker  Pathological  Dept.  Fund  $45.29 

C.  K.  Briddon  Gold  Medal  Fund 40.00 

Dortic  Memorial  Fund 1,438.46 

Flower   Fund 150.00 

The  Katie  Geitz  Fund 1,948.74 

Hill  Top  Camp  Fund 1,829.36 

Holiday  Cheer  Fund 916.92 

House  Staff  Entertainment  Fund 122.48 

House  Staff  Library  Fund 29.80 

Nurses'  Cheer  Fund   72.37 

Patients'  Cheer  Fund 188.95 

Sarah  Sanford  Fund 666.50 

School  of  Nursing  Library  Fund 15.63 

School  of  Nursing  Scholarship  Fund lOO.OO 

H.    Smith   Periodical    Fund 46.55 

Special  Relief  Fund  for  Sick  Nurses 50.00 

Total     Current     Expenses     from     Special 

Funds  for  Stated  Purposes $7,661.05 

Grand  Total  Current  Expenses $432,713.44 

Excess  Current  Revenue  Over  Current  Ex- 
penses       $22,336.06 

Total    $455,049.50 


1915 

$43.43 

40.00 

1,154.27 

150.00 
1,788.47 
1,683.87 

835.88 

136.85 

347.38 

66.86 

720.00 

3.72 

46.55 


$7,017.28 

$415,849.01 

$96,957.79 

$512,806.80 


Note  :     For  the  purposes  for  which  the  above  Funds  are  used,  see 
pages  29,  30  and  31. 
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COMPARATIVE  BALANCE   SHEET  FOR  TEARS  ENDING 
SEPTEMBER  30,  1916  and  1915. 

Capital  Assets. 

1916  1915 

Hospital  Properties  and  Equipment  : 

Sites  and  Grounds $1,796,955.54  $1,881,955.54 

BuUdings   1,143,574.85  1,011,473.57 

Furniture  and  Fixtures 70,799.25  63,669.38 

Machinery   and   Tools 60,625.05  52,601.75 

Apparatus  and   Instruments 15,912.41  14,883.94 

Investments  : 

Mortgages    Receivable 154,334.63  188,548.92 

Bonds    3,308,094.11  2,575,508.28 

Stocks    1,060,073.65  1,085.304.98 

Real    Estate 8,599.88  7,771.78 

Notes   Receivable 808,886.06  283,478.09 

Total    Capital    Assets $7,927,855.43  $7,165,194.23 

Current  Assets. 

Treasurer's  Accounts  Receivable $4,905.79  $5,304.51 

Superintendent's  Accounts  Receivable 942.65  791.26 

Cash  in  Hands  of  Treasurer 38,976.26  504,461.06 

Cash  in  Hands  of  Superintendent 2,851.92  6,201.19 

Interest   Purchased 4.00 

Prepaid    Insurance 3,377.33  4,522.53 

Total  Current   Assets $51,053.95  $521,284.55 

Grand   Total  Assets $7,978,909.38  $7,686,478.78 

Deficit     70,545.81  104,875.29 

Total $8,049,455.19  $7,791,354.07 

Capital  Liabilities. 

1916  1915 
Capital     Account     (Hospital     Properties     and 

Equipment)    $2,938,255.07  $3,024,582.18 

Reserve  for  Depreciation  of  Hospital  Properties 

and   Equipment    149,612.03 

Endowed  Bed  Fund 1,008,500.00  951,000.00 

Partly  Endowed  Bed  Fund 18,123.56  24,712.99 

General  Endowment  Fund 30,083.75  30,083.75 

General  Fund  948,379.18  856,404.74 

Fiske  Fund   60,000.00  60,000.00 

Edwin  Bancroft  Foote  Fund 152,453.81  152,453.81 

Margarette  A.  Jones  Fund 144,372.84  144,372.84 

John  Stewart  Kennedy  Fund 1,448,472.54  1,425,035.04 

Sidman  Trust  Fund 1,000.00  1,000.00 

Fund  in  Memory  John  T.  Terry 47,625.00  23,000.00 

The  Isaac  E.  Valentine  Memorial  Fund 746,907.64  746,907.64 

Moses  Weinman  Fund '         5,000.00  5,000.00 

The  Mrs.  Frederic  Baker  Pathological  Depart- 
ment Fund 5,379.42  5,224.71 

C.  K.  Briddon  Gold  Medal  Fund 1,000.00  1.000.00 

Dortic  Memorial  Fund 111,153.09  108,591.55 

Mrs.  David  Dows  Fund 8,203.29  7,793.87 
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COMPARATIVE  BALANCE  SHEET  FOR  YEARS  ENDING 
SEPTEMBER  30.  1916  and  1915— Continued. 

Capital  Liabilities — Continued. 

1916  1915 

Margaret  E.  Dows  Fund $5,000.00  $5,000.00 

East  River  Homes  Fund 4,243.24  7.031.52 

The  Katie  Geitz  Fund 2,880.66  2,937.74 

The  Harriman  Fund  for  Surgical  Research ....  249.41 

HUl  Top  Camp  I-^ind 528.28  116.95 

Holiday  Cheer  Fund 394.26  476.18 

House  Staff  Entertainment  Fund 59.87  96.15 

House  Staff  Library  Fund 182.00  100.00 

Dr.  Francis  P.  Kinuicutt  Memorial  Fund 53,803.19  51,553.19 

Room  J  Trust  Fund 5,2.'35.68  5,267.78 

Nurses'  Cheer  Fund 79.72  •47.91 

Patients'  Cheer  Fund 462.92  451.87 

Patients'  Relief  Fund 1.2.S2.57  1.011.91 

Fund  in  Memory  Clara  Alsop  Russell 346.85  402.85 

Sarah  Sanf ord  Fund 66.50 

School  of  Nursing  Library  Fund .65  16.28 

School  of  Nursing  Scholarship  Fund 903.10  503.10 

George  H.  F.  Schrader  Fund 9.0.50.00  9,650.00 

H.  Smith  Periodical  Fund 12.42  8.97 

Special  Relief  Fund  for  Sick  Nurses 50.00 

Staff  Educational  Fund 500.00 

Tompkins  Fund   8,237.50  8,237.50 

The  Mrs.  W.  K.  Vanderbilt  Fund  for  Visiting 

Nursing   2,857.11  2.102.93 

Wall  Fund   91,000.00  91,000.00 

Charles  S.  Ward  Fund 1,262.67  1,202.67 

Frances  Swan  Welles  Fund 10,000.00  10,000.00 

Total  Capital  Ll4.bilities $8,023,699.32      $7,764,399.30 

*1915  Debit  balance. 

Current  Liabilities 

Advance  Payments  by  Patients $fj05.30  $693.45 

Overpavments  by  Patients 135.90  115.79 

Unclaimed  Wages    442.23  490.03 

Audited  Vouchers  Unpaid  or  Accounts  Payable.         24,572.44  25,655.50 

Total  Ctjbrent  Liabilities $25,755.87  $26,954.77 

Grand  Total  Liabilities .^8,049,455.19      $7,791,354.07 


Note  :  In  order  to  make  proper  allowance  for  estimated  depreciation 
accrued  during  the  fiscal  year  ending  September  30,  1916.  the  Board  of 
Managers,  at  their  meeting  October  10,  1916,  directed  that  $22,396.48  be 
charged  off  Capital  Account  and  credited  to  Reserve  for  Depreciation  of 
Hospital  Properties  and  Equipment  as  a  reserve  for  the  following  estimated 
depreciation : 

Buildings  Account  (iy2%  of  book  value) $17.1.53.62 

Furniture  and  Fixtures  Accoimt  {2%  of  book  value) 1,415.99 

Machinery  and  Tools  Account  (5%  of  book  value) 3,031.25 

Apparatus  and  Instruments  Account  {5%  of  book  value) 795.62 

Total $22,396.48 


EEPOKT  OF   THK  TREASUBEB. 


27 


O  'M 


Is 


35 


8  '■ 

5 

g  '. 

lO      . 

05 

t-    • 

iH 

lO      • 

05 

6«^ 

:8 


154.71 

'2,561.54 
409.42 

_  >q  I-  th  p  00  GO  »q  o  O 

S'  CO  CO  05  p  CO  M*  c4  p  lO 
(NOOt-OlOl-b-OC^ 
lO  i-<^p,C0__O  -^^C0__t11_o  co^ 
QO' CO  O"  00  O"  C<f -^'"  od~  tH  t-^ 

8T-ICO'*?DK5'*TfH         -* 
C5        iH  iH  rh 


(N  Q  ®  Ci  P  •<*< 

m;  p  p  IN  p  w 

C5  p  CO  CO  Q*  Co' 

t-  p  lO  o  o  -* 

CO^O  rH  C<l_p^iM__ 
lO  tH  i-T  00  in  TjT 


*    ♦ 


O  »0      •  ^ 


•  o 

•  o 

■  id 

■■^ 

:^ 

>0  "^l  O  tH  -t<  -^  P 
t-  t-  O  00  00  o  o 


©  -*^  S_^  Ti<_  CO  O 

o"  cc  q'  (N*  -"f  io~  r-T  co' 

CO  O  ®  L3  -^  iM        c5 
00         1-1  1-1  ■* 


iH  CO 

rJH  CO 
ci  r-5 

Tfl   1-1 


OJ   (U   Oi  .— I 

S^HfaHEH      ffi 


o 

•a 

CO 

rl 

Bj 

61) 

r> 

03 

CO 

A 

05 
iM 

!=I 
O 

r/> 

a 

0) 

^ 

a 

9; 

m 

1  ?:! 


'2  -Q 

3  a 
SI 

5°      . 
a>      ^ 

Q     « 

p.  ^ 

B     60 

■a 
.  » 

o  > 

^  -s 

P<     9!) 

M    oj 

*  s? 


Oj    q 
K    5. 


REPORT  OF   THE  TREASURER. 


»-3 

& 

s 

*^ 

.9 

<3 

■M 

a 

fe 

o 

O 

1 

1-3 

o 

< 

05 

CI. 

r-l 

hH 

o 

© 

^; 

CO 

fo 

S 

o 

M 

s 

s 

CO 

TtI 

<j 

r/j 

C<] 

Bi 

O 

O 

:z; 

a 

63 

o 

Pi 

w 

<5 

w 

K 

c 

H 

p 

o 

a 

o 

< 

Uj 

b 

as 

(MOO 

•  O 

CiM 

•  i~f 

r-(  CO 

'  M 

QO  M 

.CO 

80  CC 
.  '^  ^ 

CO  CO  in 
kO  CD  »H 


S_/    WV    ^-f    ^^^ 

O  CO  O  CO 

O  t-^  th  O 
IC  C^l  r-l  l- 

<N  rH         CI 


:  :  :8 

!^  :8 

:8  : 

•  •  "8 

M  :  c 

:  i^ 

!  o*  : 

.  CO   ; 

!    !    !  ■* 

t- 

■rt"  O  IN  lO 
O  lOOOTO 
CO  «B-rH  W 


CO  O  M  M  CO 


»n  o  c  c^? 

CO  rH  O  -^ 

■  cc  d  ci 


r^ 

8 

£8 

1 

CI  o 

S8 

(N 

5 

r-l 

S?§58S 


t-  LO  »0  O  O  CO  o 
CO  Ci  I-  O  »Ci  CD  5 

Ci  GO  t  CO'  CO  lO  d 

t'  00  Q  iri  CO  r-l  o 

r-l  CO         CO         r-l 


8888 

iffl  CO  ©  d 

CO  ©  05© 
00  rH  CI 


88851 

©  d  d  00 
lO  o  o  t- 

ci  c^^  CI  00 
cf 


00  vr;  Q  00 

rH  rH  ©  t- 

d  CO  d  t- 
t-  o  ©  o 


0:rHt-r-i>f^©QQ©©t-©  .©  ft 

rH  o:  00  ©  00  >o  c5  r->  ©  c:  ©  ■  lo   © 

CO  i-^  r-^  r-'  ci  d  d  fc  d  00  d  !  t-^   ci 

LO  •*  L'5  rH  ©  «D  '^  ©  O  LO  "CO  © 

LO  »■*©•<*<  O©  ;C1  r- 

rH  r^  Oi  .00'' 


c» 


_  © 

r-   ©  C4   © 
ci  r-'  r-i'  ©' 

O         rH 


§? 


s& 


:8  :8 

:8  :8  : 

8  :s  '■ 

:8  :8 

:  ©  .  lo 

!©  :d  : 

.  >^  ;  ©  . 

1  :^ : 

©'   •        '. 

rH      •          • 

• 

EEPOET  OF  THE  TEEASUBEE.  29 

Purposes  foe  Which  Income  ok  Principal  of  Eeseeve  Funds 

Is  Used. 

Endowed  Bed  Fund,  G-eneeal  Endowment  Fund,  Fiske  Fund, 
Edwin  Banceoft  Foote  Fund,  Maeqaeette  A.  Jones  Fund,  John 
Stewaet  Kennedy  Fund,  Sidman  Teust  Fund,  Fund  in  Memory 
John  T.  Teeey,  The  Isaac  E.  Valentine  Memoeial  Fund,  and 
Moses  Weinman  Fund.  The  income  from  investments  held  in  these 
funds  is  applied  toward  the  current  expenses  of  the  Hospital. 

Geneeal  Fund  Account.  Unrestricted  legacies  received  during 
the  past  five  years  have  been  credited  to  this  account.  It  is  intended 
to  use  the  income  of  this  fund  to  partly  meet  the  current  expenses 
of  the  Hospital  and  to  draw  on  the  principal,  when  necessary,  to  meet 
capital  expenditures  not  otherwise  provided  for. 

The  Mes,  Feedeeic  Bakee  Pathological  Depaetment  Fund. 
The  income  from  investments  held  in  this  fund  is  used  to  supply 
books,  periodicals,  and  instruments  for  use  in  the  Pathological  Lab- 
oratory and  the  principal  of  this  fund  may  also  be  used  for  this 
purpose. 

Chaeles  K.  Beiddon  Gold  Medal  Fund.  The  income  from 
investments  held  in  this  fund  provides  the  Dr.  C.  K.  Briddon  Gold 
Medal  which  is  competed  for  every  two  years  by  members  of  the 
alumni  of  The  Presbyterian  Hospital,  who  write  essays  requiring 
original  research. 

DoETic  Memoeial  Fund.  The  income  from  investments  held 
in  this  fund  is  applied  toward  the  current  expenses,  account  main- 
tenance of  a  convalescent  home  in  connection  with  the  Hospital. 

Mes.  David  Dows  Fund.  The  income  from  investments  held 
in  this  fund  is  used  to  purchase  scientific  instruments  for  use  in  the 
Hospital  for  the  study  or  cure  of  disease. 

Maegaeet  E.  Dows  Fund.  The  income  from  investments  held 
in  this  fund  is  applied  toward  the  current  expenses  of  the  School 
of  Nursing. 

East  Kivee  Homes  Fund.  This  fund  is  to  be  used  through  the 
Out-Patient  Department  to  defray  the  expenses  of  tubercular  work 
for  indigent  persons  who  are  residents  of  the  City  of  New  York. 

Flowee  Fund.  This  fund  is  used  to  meet  the  cost  of  filling 
and  maintaining  flower  boxes  throughout  the  Hospital. 

The  Katie  Geitz  Fund.  This  fund  is  used  to  meet  expenses 
for  supplying  milk  and  eggs  to  tubercular  patients  in  their  homes. 

The  Haeeiman  Fund  foe  Suegical  Eeseaech.  This  fund  is 
used  to  pay  expenses  of  surgical  research  workers  at  The  Presbyterian 
Hospital  doing  pneumonia  research  work. 

Hill  Top  Camp  Fund.  This  fund  is  used  for  the  support  of 
children  of  tubercular  parents  in  the  country  during  the  summer 
months. 

Holiday  Cheee  Fund.     This  fund  is  used  to  provide  decora- 
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tions,  entertainments,  presents  or  other  holiday  cheer  throughout  the 
hospital  to  patients,  staff,  nurses  and  employes. 

House  Staff  Library  Fund.  This  fund  is  used  to  provide 
medical  periodicals  and  books  for  the  House  Staff  Library. 

Dr.  Francis  P.  Kinnicutt  Memorial  Fund.  This  fund  is 
to  defray  the  cost  of  a  Medical  Ward  in  the  new  Presbyterian  Hospital 
Buildings,  which  it  is  expected  will  be  erected  in  the  near  future. 
The  income  from  this  fund  is  added  to  the  principal. 

Patients'  Relief  Fund.  This  fund  is  used  to  meet  expenses 
account  special  relief  for  patients  in  the  Visiting  Nursing  Department 
which  expenses  are  not  directly  chargeable  to  the  Mrs.  W.  K.  Vander- 
bilt  Fund  for  Visiting  Nursing, 

Room.  J  Trust  Fund.  The  income  from  investments  held  in 
this  fund  is  used  to  provide  delicacies  and  extra  nursing  for  patients 
occupying  Room  "J."' 

Fund  in  Memory  Clara  Alsop  Russell.  This  fund  is  to  be 
used  to  purchase  apparatus  for  the  study  and  treatment  of  patients 
suffering  from  heart  trouble. 

Sarah  Sanford  Fund.  This  fund  is  used  to  provide  temporary 
relief  to  unobtrusive  suffering  endured  by  industrious  or  worthy  per- 
sons, tending  to  restore  the  recipient  to  self-support. 

School  of  Nursing  Library  Fund.  This  fund  is  used  to  pro- 
vide periodicals  and  books  for  the  School  of  Nursing  Library. 

School  of  Nursing  Scholarship  Fund.  This  fund  is  used  to 
provide  scholarships  for  the  pupil  nurses  in  the  School  of  Nursing. 

H.  Smith  Periodical  Fund.  This  fund  is  used  to  provide 
periodicals  for  the  wards  of  the  Hospital. 

Special  Relief  Fund  for  Sick  Nurses.  This  fund  is  used  to 
provide  relief  for  sick  graduate  nurses. 

Special  Visiting  Nursing  Relief  Fund.  This  fund  is  used 
by  the  Visiting  Nurses  for  three  purposes,  t.  e.:  First,  loans  to  needy 
families  to  pay  rent;  second,  temporary  aid  for  the  unemployed; 
third,  to  send  mothers  and  children  to  the  country. 

The  Mrs.  W.  K.  Vanderbilt  Fund  foe  Visiting  Nursing. 
This  fund  provides  the  salary  of  one  graduate  nurse  as  instructor, 
and  the  maintenance  and  equipment  of  three  pupil  nurses  engaged 
iu  visiting  nursing.  It  also  provides  the  salary  of  one  graduate  nurse 
for  tubercular  work  and  one  graduate  nurse  for  social  work. 

George  H.  F.  Schrader  Fund,  Tompkins  Fund  and  Wall 
Fund.  The  income  from  each  of  these  funds  is  paid  to  a  beneficiary 
during  the  latter's  life,  and  thereafter  becomes  the  property  of  the 
Hospital. 

Staff  Educational  Fund,  This  fund  is  used  for  the  purpose  of 
enabling  members  of  the  surgical  staff  to  visit  other  surgical  clinics 
to  familiarize  themselves  with  the  most  modern  surgical  practice  in 
other  institutions. 
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Charles  S.  Ward  Fund.  The  income  from  this  fund  is  added 
to  the  principal  and  set  aside  for  the  purpose  of  making  up  any 
deficiency  which  may  exist  by  reason  of  administration  expenses,  etc., 
in  a  trust  fund  of  $10,000  bequeathed  to  the  Hospital  by  the  late 
Charles  S.  Ward  to  endow  in  perpetuity  two  beds  in  the  Hospital,  one 
in  memory  of  himself  and  one  in  memory  of  his  friend,  Sophia  L. 
Krnman,  deceased,  which  trust  fund  is  subject  to  the  life  estate  of  a 
nephew. 

Frances  Swan  Welles  Fund.  The  income  from  investments 
held  in  this  fund  is  used  to  brighten  and  cheer  the  lives  of  trained 
nurses  employed  from  time  to  time  in  the  Hospital;  also  to  brighten 
and  cheer  the  lives  of  patients  in  the  general  wards  of  the  Hospital. 
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DONATIONS  FROM  INDIVIDUALS 


For  tlie  Year  ending  September  30,  1010. 


A  Friend  $500.00 

A  Friend  10.00 

A    Friend    5.00 

A  Grateful  Out-Patient  De- 
partment Patient   1.00 

"A.    W."    5.00 

Abraham,  Mr,  Ludolph  H..  .  10.00 

Achelis,  Mr.  John 10.00 

Aldrlch.  Mr.  William  Paine  5.00 

Anderson,  Mr.  A.  J.  C 10.00 

Anonymous  10.00 

Anonymous  1.00 

Anonymous  1.00 

Anonymous 2.00 

Anonymous 2.00 

Anonymous  1.00 

Anonymous  5.00 

Anonymous  1.00 

Anthony.  Mr.  E.  G 5.00 

Archer,    Mrs.    George    A....  15.00 

Arend,  Mr.  Francis  .7 50.00 

Arnold,  Miss  Charlotte  B.. .  2.00 

Amstein,  Mrs.  Euprene  A...  10.00 

Auchincloss,  Mrs.  H.  D 50.00 

Auchincloss,     Mr.     J.     Win- 

throp    20.00 

Auchmuty,  Mrs.  Richard  T.  25.00 

Bachmann.  Mr.   Norbert  H.  10.00 

Balfour,    Williamson    &   Co.  50.00 

Ballard.  Mr.  Edward  L 10.00 

Barton,  Mrs.  Henrietta  P. . .  5.00 
Bauchle.  Mrs.  Thomas  H.,  in 
memory    of    Thomas     H. 

Bauchle   25.00 

Bayer,  Mr.  Edwin   S 10.00 

Beatty,  Mr.  William 10.00 

Becker,  Mr.  Adolph 5.00 

Beer.  Mrs.  Julius 5.00 

Beller.  Mr.  Abraham 5.00 

Belloni,  Mrs.  Louis  J 5.00 

Belloni,  Miss  Sadie  II 10.00 

Beresford,     Mr.     and     Mrs. 

John  G 35.00 

Betsch,  Mr.  William  G.  L..  .  25.00 

Bevier,  Miss  Katherine 10.00 

Bierstadt,  Mrs.  Mary  S 100.00 

Bisset,  Mr.  Thomas  B 10.00 

Blair,  Mr.  J.  Insley 2^00 

Blake,  Mr.  Henry 15.00 

Bliss,  Mr.  Ernest  C 75.00 

Block,   Mr.   Henry 10.00 

Blumhardt,  Mrs.  Elise  U.  I.  5.00 


Booth  &  Co.,  Inc 15.00 

Borg,  Simon  &  Company . . .  10.00 

Borgfeldt,  George,  &  Co 50.00 

Boyd.  Mr.  William  A 5.00 

Boynton  Furnace  Co 1.00 

Brady.  Mr.  James  B 25.00 

Bramwell,  Mr.  Percy  E 5.00 

Brandeis,  Mrs.  Edith  D 5.00 

Brewster,  Mrs.  Benjamin. . .  100.00 

Breswter.  Mr.  George  S 250.00 

Bridge,  Mrs.  William  F 50.00 

Brinckerhoff,  Mrs.  E.  A....  100.00 

Bristol,  Mr.  .John  I.  D 5.00 

Brokaw  Brothers   100.00 

Brooks,  Miss  Bertha  G 5.00 

Broughton,  Mrs.  Urban  H.. .  50.00 

Brown,  Mrs.  J.  Crosby 25.00 

Brown,   Mr.  M.   Bayard 500.00 

Brown.  Miss  Stewart 10.00 

Brown,  Mr.  Thatcher  M 25.00 

Buchtenkirch,    Mr.    Herman  5.00 

Bulklev,  Mr.  Edwin  M 150.00 

Bnlkley.  Mrs.  Edwin  M 50.00 

Bums,  Mr.  Sidney  H 5.00 

Butler,   Mr.  Willard  Parker  5.00 

Butler.  Mr.  William  Allen..  50.00 

Buttenwieser.  Mr.  Joseph  L.  25.00 
Butterfield,     Fred.,     &    Co., 

Inc 25.00 

Byrd.  Mr.  William 10.00 

Camp,  Mrs.  W.  H 5.00 

Carey.   Mr.   Samuel 10.00 

Carter,  Mrs.  Aaron 10.00 

Cash    25.00 

Cash  "C.  W." 10.00 

Cash  from  a  Friend 25.00 

Child.    Mrs.    Lewis   P 5.00 

Childs,  Mrs.  Childe  H 5.00 

Clark.  Mr.  J.  William 100.00 

Clarke.  Mr.  Lewis  L 25.00 

Clausen.  Mr.  Geo.  IT 10.00 

Close,  Mr.  Walter  H 10.00 

Clough,  Col.  W.  P 50.00 

Coe,  Mr.  George  S 10.00 

Cohn.    Mr.    Julius 25.00 

Colgate,    Mr.   William 100.00 

Conde,  Mr.  Jacob 10.00 

Cook,   Mrs.  Charles  T 10.00 

Coster,  Mrs.  Charles  H 50.00 

Cragin.   Dr.   Edwin   B 10.00 

Crimmins,  Mr.  Thomas 10.00 

Cross,  Mrs.  John  W 10.00 
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Crowell,  Mrs.  James  Hedges 

Cushman's  Sons,  Inc 

Day,  Mrs.  Henry  Mills . . . 

Day,   Mr.  H.   V 

DeForest,  Mr.  Johnston . . 

DeForest,  Mr.  Robert  W.. 

de  Gersdorff,  Mr.  Geo.  B. 

Delafield,  Mr.  Maturin  L. 

Demarest,  Mr.  A.  G 

Despard,  Mr.  Walter  D. .  . 

Dilworth,   Mr.   Joseph    R. 

Dirigo  Lodge,  No.  30  F.  & 
A.  M 

District  Grand  Lodge,  No.  1 
Independent  Order  Free 
Sons  of  Israel 

Donovan,  Mrs.  Mary  T 

Donovan,  Mr.  Walter  J.  M. 

Douglas,  Mrs.  Paul  H 

Drakenfeld,   Mrs.  B.  F 

Dressier,  Mr.  Oscar 

Dutton,  Mrs.  William  Dalli- 
ba    

Duvall,  Mr.  William  C 

"E.  F.   E.  P."    

Eastman,  Mr.  Joseph 

Eder,  Mrs.  J.  M 

Edison,  Mr.  Thomas  A 

Egbert,    Mrs.    .Tames   C 

Eidlitz,  Marc,  &  Son 

Eidlitz,  Robert  James 

Eimer,  Miss  Mary  L 

Elliman,  Mrs.  Douglas  L. . . 

Elliott,  Mr.  Samuel 

Emerson,    Mrs.   J.   H 

Etnerson,  Mr.  and  Mrs.  Wil- 
liam     

Erstein,  Mr.  Max 

Ettlinger,  Mr.  Louis 

Falk,  Mrs.  Arnold   

Farragut,  Mr.  Loyall 

Feiner,  Mr.  Benjamin  F 

Ferguson,  Mr.  Robert 

Fibel,  Mrs.  Jacob 

Fincke,  Mrs.  Benjamin  C. . . 

Flagler,  Miss  A.  C 

Fletcher,  Mr.  Isaac  D 

Foote,  Mrs.  Frederick  W 

Ford,  Mr.  James  B 

Forsch,   Mrs.   F 

Friedman,  Mr.  Lewis 

Friend  in  memory  of  An- 
drew J.  McCosh,  M.  D 

Friend,  "Mr.  L." 

Friend,  "Mrs.  L." 

Eraser,  Miss  Jane  K 


5.00 
25.00 
10.00 
10.00 
50.00 
100.00 

5.00 
25.00 

2.00 
10.00 
50.00 

25.00 


50.00 
10.00 
10.00 
15.00 
10.00 
2.5.00 

5.00 

2.00 

50.00 

100.00 

15.00 

5.00 
10.00 
50.00 
50.00 

5.00 
20.00 
50.00 

5.00 

100.00 
10.00 
10.00 
10.00 
lO.OO 
10.00 
25.00 

5.00 

3.00 

100.00 

10.00 

3.00 
500.00 

5.00 
25.C0 

5.00 
10.00 
10.00 
20.00 


Eraser,  Miss  S.  Grace 20.00 

"G.   B.   J."    10.00 

Gallatin,  Mrs.  Frederic 100.00 

Gambler,  Mr.  Edward  T 10.00 

Gerrish,  Mr.  Frank  Scott. .  5.00 

Gibbs,  Mr.  George 50.00 

Glatz,  Mr.  Charles 25.00 

Goetz,   Mrs.   Joseph 25.00 

Goldberg,  Mr.  Benjamin 10.00 

Goldberg,  Mr.  Samuel  W 5.00 

Goldman,  Mr.  Albert 5.00 

Goldman,  Mrs.  Marcus 3.00 

Goldschmidt,  Mr.  H.  P 25.00 

Goldstein,  Mr.  Seig 10.00 

Gorham,  Mrs.  Francis  G 5.00 

Grant,  Mrs.  Hugh  J 25.00 

Graydon,  Mrs.  Clendenen. . .  10.00 

Grebenstein,  Mr.  Charles  H.  15.00 

Guinsburg,  Mrs.  Victor 5.00 

Gutman,    Mrs.    Mayer 5.00 

Hage,  Mr.  John  D 5.00 

Hall,  Mr.   E.   N 1.00 

Hall,  Frank  A.,  &  Sons 5.00 

Hamersley,  Mr.  L.  Gordon . .  100.00 

Hardenbergh,   Mr.  Thos.  E.  5.00 

Harkness,  Mr.  Charles  W. . .  500.00 

Harkness,  Mr.  Edward  S...  500.00 

Harmon,  Mrs.  Frank  D 25.00 

Harris   Forbes   &   Co 150.00 

Havemeyer,  Mrs.   Henry  O.  50.00 
Havens  Relief  Fund  Society  3,500.00 

Haviland  &  Co 25.00 

Hecht,  Mr.  Jacob 5.00 

Hecht,   Mr.   Solomon 5.00 

Heimerdinger  Co.,  Geo.  C. . .  5.00 

Heinemann,  Mr.  Herman...  10.00 

Hencken,  Mr.  Hancke 10.00 

Henry,   Mrs.    Franklin   Syl- 
vester    10.00 

Hensel,   Mrs.   Caroline 3.00 

Hermann,  Mrs.  Ferdinand . .  10.00 

Hessel,  Mr.  S.  P 10.00 

Hewitt,  Mr.  C.  M 100.00 

Heyman,  Mr.  Charles  E S.OO 

Hirsch,  Mr.  Leo  H 10.00 

Hoagland,  Mrs.  Joseph  C. . .  25.00 

Hodgson,  Mr.  Edwin  A 2.00 

Hoe,  Mrs.  Richard  March . .  25.00 

Holmes,  Mr.  Edwin  T 50.00 

Holt,  Mr.  Charles 10.00 

Holter,  Mrs.  Edwin  0 10.00 

Hubbard,  Mrs.  Thomas  H. . .  10.00 
In   Memory  of  Mrs.   Susan 

M.  Baker 10.00 

In  Memory  of  Morris  Tuska  5.00 

In  remembrance  of  the  man  58.00 


34 


RKPORT  OF   THE  TREASURER, 


DONATIONS  FROM  INDIVIDUALS— ContinMCd. 


Inslee,  Mr.  Edwin  W 25.00 

Jackson,  Mr.  Pero.v 10.00 

James,  Mrs.  D.  Willis 1,000.00 

James,   Mrs.   Walter  B 100.00 

Jarvie.  Mr.  James  N 100.00 

Jenkins,  Mr.  Alfred  B 50.00 

Jennings.  Miss  Annie  Burr  .  100.00 

Jennings,  Mrs.  Perc.v  Hall..  10.00 

Jennings.  Mr.  Walter 100.00 

Johnston,   Mr.  J.  Herbert . .  25.00 

Jones,  Mr.  Albert  H 10.00 

Kalt  Lumber  Compnny 10.00 

Knstor,  Adolph,  &  Bros lO.OO 

Kaufmann.  Mrs.    Leopold. . .  5.00 

Kaufmann.  Mr.    Otto 5.00 

Kayser,   Mrs.   Julius 10.00 

Kempner.   Mr.   Ignatz 2.00 

Kellogg,  Mrs.  F.  Leonard. . .  5.00 

Keyser.  Mrs.  Samuel 100.00 

King,  Mr.  John  Alsop 20.00 

Kingsley,  Mr.  William  M 25.00 

Kingsley.  Mr.  W.  S 5.00 

Kissam,  Mrs.  Charles  T 15.00 

Klaber,    Mr.    James 10.00 

Klein.  Mr.  Charles  T 5.00 

Kohlmeier,  Mr.  J.  M 10.00 

Kobnstamm.     Leo.     Edward 

and  Joseph  25.00 

Kountze.    Mrs.    Augustus . . .  20.00 

Kraus,  Mr.   Samuel 10.00 

Kress,  Mr.   Samuel   H 2.00 

Kronthal.   Mr.   Leon   H 10.00 

Kursman.   Mrs.  Charles....  5.00 

Kuttner.  Mrs.   Morris 5.00 

Lacombe.   Hon.    E.   Henry..  5.00 

Lambert.    Mr.   Robert 10.00 

Langenbacher.  Mr.  Geo.  F..  10.00 

Lapham,  Mrs.  L.  H 25.00 

Latimer.  Miss  Julia  W 25.00 

Lawrence,  Mr.  John  Burling  10.00 

Lehmaier.  Mr.  James  M 10.00 

Leland,  Mrs.  Amory 25.00 

Leland,  Mr.  Amory 50.00 

Leland.  Mr.  Dudley  R 50.00 

Leslie.  Elizabeth  and  James 

Bostie     2.00 

Levine.  Mr.  Edmund  J 10.00 

Levy,    Mr.    Benjamin 5.00 

Lewy.  Mr.  Sigmund 10.00 

Lincoln,  Mrs.  Tyowell 5.00 

Littlefield,    Miss    Harriet    S  10.00 

Lounsberry,    Miss   Alice. . . .  15.00 

Lueder.  Mr.  Aucmst 5.00 

McAlpin.   Mr.  Charles  W...  50.00 

McAlpin.  Mr.  George  L 50.00 

McBride,  Mr.  Thomas  1 5.00 


McCulloh.   Mrs.   James   S...  25.00 

McKesson,  Jr.,  Mr.  John...  25.00 

McLean,  Mr.  James 100.00 

"M.  E.  M." 1.00 

MacKay,   Mrs.    Donald 50.00 

MacKay,  Miss  Jennie  L 50.00 

Mnger,  Mrs.  F.  Robert 10.00 

Maimonides  Lodge,  No.  743, 

F.   &   A.    M 25.00 

Marshall,    Mr.  Louis 25.00 

Marshall.  Miss  Margaret...  20.00 

Martin.  Mr.  William  V 5.00 

.Maxwell,  Miss  Matilda 5.00 

Mayer,  Mr.  Bernhard 10.00 

Mayer.  Mr.  Edward  L 10.00 

Mead,  Mrs.  Charles  L 10.00 

Meighan.  Mr.  Burton  C 1.00 

.Mendelsohn,  Mr.  Sigmund..  10.00 

Merrill,  Mr.  Ralph  W 2.00 

Milbank,   Mr.    Dunlevy 125.00 

Milbank.   Mr.    Jeremiah 125.00 

Mills,   Mrs.   Ogden    250.00 

Mitchell,   Mrs.   Alfred 150.00 

Mitchell,  Mrs.  John  Murray  10.00 

Modry,    Mr.    Ignatz 10.00 

Monsieur  X    25.00 

Moore,  Mrs.  .John  Chandler  10.00 

Moore.  Mr.  Russell  W 10.00 

Morgan,  Mrs.  J.  Bierpont..  100.00 

Morganstern,  Mr.  Albert...  5.00 

Morningstar,  Mr.  Joseph...  10.00 

Mott,   Prof.  I>ewis  F 5.00 

Mott.    Mr.    William   F 10.00 

Muldoon   Brothers    100.00 

Mulligan,    Mr.   Cadwallader 

R 25.00 

Neave.  Mrs.  Charles 10.00 

Norris.  Mrs.  Alfred  L 10.00 

Norton,  Mr.  Charles  D 5.00 

Norwood,  Mrs.  Ethel  .T 10.00 

Ogden,   Mr.   Charles  W 10.00 

Ogden.  Miss  Mary  Frazier. .  10.00 

Opdycke.  Mrs.  Emerson ....  10.00 

Ortsies.    Mrs.   John 5.00 

Osborn.  Mr.  William  Church  250.00 

Piidberg.  Miss  Bertha   M 1.00 

Partridge.  Mr.  Theodore  D.  25.00 

Pearce.  Mr.  William  G 50.00 

Peckham,   Mrs.   Wheeler   H.  100.00 

Pels,    Mr.    Twan .3.00 

i'enfold,  Mr.  Edmund 100.00 

Perkins,  Mrs.  Geo.  W 50.00 

Pfizenmayer.    Mrs.    Charles 

F 10.00 

Phoenix,  Mr.  Lloyd 10.00 

Pollack,  Mr.  Max 10.00 
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Porter,  Mrs.  Clarence 10.00 

Post,  Mr.  Abraham  S 5.00 

Potter,  Miss   Grace  H 10.00 

Pretzfeld,   Mr.   Simon 20.00 

Purdy,    Mr.    William    Mac- 

neven    10.00 

Putnam,  Mr.  George  P 10.00 

Raisler,  Mr.  Samuel 10.00 

Read,  Mr,  William  A 100.00 

Redmond,   Miss   Emily 10.00 

Reid,    Mr.    Wallace 10.00 

Relief    Committee,    Produce 

Exchange    40.00 

Reynolds,  Mrs.  Oliver  C 1.00 

Richard,  Miss  Elviue 50.00 

Rickerson,  Mrs.  Emma  C. . .  5.00 

Riesenberg,    Mr.    Adolph . . .  10.00 

Riker,    Mrs.    Samuel 25.00 

Riker,  Mr.  WUliam  J 50.00 

Robbins,  Miss  Harriet  L. . .  5.00 

Roberts,  Mr.  G.  Theodore..  25.00 

Robertson,   Mr.   Albert 10.00 

Robertson,  Miss  Jennette . . .  10.00 

Robinson,  Mr.  Eli  K 25.00 

Rodewald,  Mr.  Frederick  L  10.00 

Rolston,  Mr.  WUliam  Henry  25.00 

Rosenthal,  Mr.  Mas 20.00 

Rosenthal,  Samuel,  &  Bros.  10.00 

Rossbach,    Mr.    Jacob 10.00 

Ryan,  Mr.  John  D 100.00 

Sargent,  Mr.  Charles  C 10.00 

Sauter,    Sr.,   Mr.   Fred 3.00 

Sawyer,  Mrs.  H.  E 10.00 

Scheftel,  Mrs.  Adolph 2.00 

Scholle,   Mr.  Albert   W 10.00 

Schweckendieck,     Mr.     Wil- 
liam      20.00 

Senff,    Mrs.   Charles   H 1,000.00 

Simon,  Mr.  L.  K 2.00 

Sloan,  Mr.  Benson  B 10.00 

Sloane,  Mr.  Henry  T 250.00 

Sloane,  Mr.  John 100.00 

Sloane,  Mr.  William 1,000.00 

Smillie,   Mr.   James  C 10.00 

Smith,  Mrs.  Alfred  H 10.00 

Smith,  Mr.  Arthur 5.00 

Smith,   Hogg  &  Co 100.00 

(Through  Hospital  Satur- 
day  and    Sunday   Ass'n.) 
Society     of     the     Friendly 

Sons  of  •  St.  Patrick 100.00 

Sobotka,  Mr.  Gustave 10.00 

Spencer,  Mr.  Thomas  P 50.00 

Spitzner,  Mr.  G.  W 50.00 

Spolek,  Lidumil 400.00 

Spool  Cotton  Company 100.00 


Stadler,  Mr.  Charles 25.00 

Stafford,    Mrs.  W\  F 10.00 

Starin,  Mrs.  Charles  P 10.00 

Starr,   M.  D.,   M.  Allen 100.00 

Starrett,  Mrs.  MUton  Gerry  5.00 

Staudt,  Mr.  John 10.00 

Steif el,  Mrs.  Samuel 5.00 

Steinfeld,   Mrs.   Isaac 1.00 

Steinhardt,  Mrs.  Henry 5.00 

Sterry,  Mr.  John  DeWitt. . .  25.00  ' 

Stetson,  Mr.  Francis  Lynde  100.00 

Strauss,  Mr.  Abe 10.00 

Strauss,  Mr.  David  R 10.00 

Strauss,    Mr.    Frederick 25.00 

Stroock,  S.,  &  Co 50.00 

Swan,  Mrs.  J 10.00 

Swan,  Mrs.  Lyndon  M 5.00 

Symonds,  Mr.  William  P. . . .  15.00 

Taber,   Miss  Mary 5.00 

Talmage,  Mr.  John  F 25.00 

Terry,  Mr.   Wyllis 25.00 

Thompson,   Miss  H.    M 25.00 

Thorburn,  Mrs.  James  M. . .  5.00 

Thorne,  Mrs.  Jonathan 20.00 

Thorne,   Mr.   Jonathan 100.00 

Thorne.  Mr.  W.  V.  S 250.00 

Tiffany  &  Co 50.00 

Titus,  Jr.,  Mr.   Erastus 10.00 

Tooker,  Dr.  Norman  B 25.00 

Torrence,   Jr.,    Mr.    Henry..  2.00 

Trevor,  Mr.  William 10.00 

Troescher,   Mr.  Anthony   F.  50.00 

Trowbridge,  Mr.  Frederick.  25.00 
Tuckerman,    Mr.    and    Mrs. 

Paul    100.00 

Tuska,  Mr.  Benjamin 10.00 

Tuttle,  Miss  Margaret  M...  25.00 

Ullman,  Mrs.  Sigmund 2.00 

Ulmann,   Mr.   Carl  J 10.00 

Underwood,    Mr.    Frederick 

D 10.00 

Unterberg,  Mr.  Israel 10.00 

Vanlngen,  Mr.   Edward  H.  100.00 
VanVoast,      M.       D.,      Dr. 

Phoebe   M 5.00 

Van  Winkle,  Mr.  Edgar  B..  10.00 

Veit.    Mr.    Berthold 10.00 

Yietor,  Frederick  &  Achelis  50.00 

Vondermuhll,    Mr.    Alfred..  20.00 

Ward,  Mr.  Harry  E 10.00 

Watson,  Mrs.   J.  Henry 10.00 

Weinberg,  Mr.  Emil  M 15.00 

Weinstock,   Mr.   Moses 2.00 

T\ells,    Mr.    Henry    C 100.00 

Westcott,  Mrs.  Robert  E 25.00 

White,  Miss  Henrietta 25.00 
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White,  Mr.  Horace 10.00 

Williams,  Mr.  Howard  H...  1.00 

WUliams,  Mr.  Stephen  G...  25.00 

Williams,  Miss  Theodora  M.  10.00 
Williamson,    Miss    Cornelia 

B 10.00 

Willis,  Miss  Josephine 5.00 

Willis,  W.  P.,  &  Co 25.00 

Wilson,   Jr.,   Orme 5.(X) 

Wimpfheimer,  Mrs.  A.  F 5.00 


Winkhaus,  Mrs.  Augusta  C.  10.00 

WyckofT,  Mrs.  Peter  B 25.00 

Wyckoff,  Mr.  William  W...  1.00 

Younker,    Mr.   Herman 5.00 

Zoller,  Mrs.   Charles 10.00 

Zellenka,  Mr.   Edward 10.00 

Zollikoffer,    Mr.    Oscar  F...  10.00 

Total    $20,003.00 


SPECIAL  DONATIONS. 


Adams,  Mrs.  Phineas  H.,  for  the  benefit  of  some  child  a  victim 

of    Infantile    Paralysis $10.00 

Anonymous,   Through  Dr.    George  A.   Tuttle,   for   100   Mosquito 

Net    Covers 75.00 

Clark,  Mr.  and  Mrs.  D.  Crawford,  to  endow  a  bed  for  one  year 

from  January  Gth,  191G 300.00 

Delano,  Mr.   Eugene,  for  equipment  for  Nurses  Training  School 

Class   Room 100.00 

Depew,  Mrs.  C.  Mitchell,  to  endow  a  bed  in  the  Children's  Ward 

for  one  year  from  February  24th,  1916,  to  be  known  as  the 

"Julia  Elliott  Park  Bed" 300.00 

Fox,  M.  Ewing,  and  Family,  to  endow  a  bed  for  one  year  in 

memory  of  Mrs.  Amelia  Vultee  Fox 300,00 

"G.  L.  B."  to  endow  a  bed  for  one  year 300.00 

Kennedy,  Mrs.  John   S.,  for  Thanksgiving  Dinner 400.00 

Kennedy,  Mrs.  John  S.,  for  Christmas  Dinner 400.00 

Norton,  Mrs.  Nathaniel  Read,  to  reimburse  the  Hospital  for  the 

cost  of  Christmas  Tree 6.50 

Van  Duzer,  Mr.  Henry  S.,  for  dolls  for  Children's  Ward 10.00 

Van  Duzer,  Mr.  Henry  S.,  for  Cleaning  Brass  in  Operating  Room  30.80 
Van  Duzer,  Mr.  Henry  S.,  for  the  purchase  of  54  yards  of  Daisy 

Cloth    4.17 

Total    $2,236.47 

Total  Donations  fbom  Individuals  $22,839.47 
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DONATION'S  FROM  CHURCHES. 

For  the  Year  ending  September  30,  1916. 

Adams  Memorial  Presbyterian  Cburcli $7.00 

Bedford  Park  Presbyterian   Church 18.50 

Bethany  Presbyterian  Church 40.00 

Brick    Presbyterian   Church    (through   the   Hospital 
Saturday  and  Sunday  Association)  : 

Dodge,  Rev.  Dr.   D.   Stuart $100.00 

McElhinney,  Miss  Jane  W 5.00 

Miscellaneous    130.10  235.10 

Broadway   Tabernacle ■  64.30 

Central  Presbyterian  Sabbath  School 45.00 

Christ's  First  Presbyterian   Church  of  Hempstead, 

L.  1 30.00 

Church  of  the  Covenant 1.50 

Church  of  the  Covenant,  Presbyterian  Sunday  School  25.00 

Church  of  the  Holy  Trinity 13.33 

Collegiate  Reformed   Dutch   Church   of  the   City  of 

New   York    10.00 

Faith   Presbyterian   Church 10.00 

Fifth  Avenue  Presbyterian  Church : 

Armour,  Mrs.  Herman  O $100.00 

Kennedy,    Mrs.    John    Stewart 500.00 

SchaufQer,    Mrs.    Adolph    F 25.00 

Winslow,  Mrs.  James  N 10.00 

Miscellaneous 1,452.99  2,087.99 

First  Chinese  Presbyterian  Church 35.00 

First  Presbyterian  Church  of  Williamsbridge 5.00 

Fourth  Presbyterian   Church 25.00 

Greenwich  Presbyterian  Church 25.00 

Hall,  John,  Memorial  Chapel 20.00 

Harlem  Presbyterian  Church 25.00 

Madison  Avenue  Presbyterian   Church : 

Woman's  Friendly   Society $5.00 

Miscellaneous 1,000.00  1,005.00 

Madison  Square  Presbyterian  Church : 

Delano,  Mr.  Eugene $500.00 

Slade,  Mr.  Francis  Louis 50.00 

Warren,    Mr.   Dorman   T 25.00 

Miscellaneous     52.46  627.46 

Olivet  Memorial  Church 20.00 

Presbyterian  Church  on  University  Place 141.17 

Reformed  Protestant  Dutch  Church 3.50 

Seventh  Presbyterian  Church  of  Jesus  Christ 48.00 

South  Presbyterian  Church  of  Dobbs  Ferry: 

From  the  Children  of  the  Sunday  School 6.36 

St.  James  Protestant  Episcopal  Church 200.00 

West    Park   Presbyterian    Church 46.75 

Woodstock  Presbyterian  Church 6.00 

Total  Donations  from   Churches $4,826.96 
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DONATIONS  KESTRICTED. 

For  the  Year  eiidiug  iSeptember  30,  1U16. 

(Not  including  those  for  eudowmeut  of  beds.) 

East  lliver  Homes  Fund : 

East  liiver  Homes,  luc $10,000.00 

Flower  Fund: 

Kennedy,  Mrs.  John  Stewart 150.00 

Harrimau  Fund  for   Surgical   Research : 

Columbia    University 1,000.00 

Hill  Top  Camp  Fund : 

Hill  Top  Camp  Club,  Net  Proceeds  of  Garden  Sale, 

Talk  and   Dance  held   in   i'loreuce   Nightingale 

Hall,  March  liOth  and  iiOth,  lUlG,  by  "HUl  Top 

Camp  Club"  to  maintain  and  support  Hill  Top 

Camp    at    Hawthorne,    N.    Y $1,956.30 

Proceeds  from   Fair  held  by   ihe  children  of  Dr. 

Herbert    S.    Carter 15.00 

Anonymous  Donations    162.50 

Anonymous  Donation  through  Mrs.  Theodore  \V. 

Church      12.50 

Anonymous  Donation  for  the  support  of  the  four 

Murphy  Children   01.00 

For  Board   of  Heart  Cases 3.30         2,240.69 

Holiday  Cheer  Fund : 

Allen,  Mr.  Ethan $50,00 

Delano,  Mr.   Eugene 100.00 

Jenniugs,  Mrs.  Frederic  B 50.00 

Kennedy,  Mrs.  John  Stewart 500.00 

Scott,   Mr.   Walter 25.00 

Sturges,    Mr.   Frederick 50.00 

Van  Duzer,  Mr.  Henry  S 60.00            835.00 

House   Staff  Library  Fund: 

Society  of  the  Alumni  of  The  Presbyterian  Hos- 
pital       90.00 

Patients'  Relief  Fund : 

Auchincloss,   Miss  Maria   S $25.00 

Anonymous  Donation    25.00 

Anonymous  Donation    60.00 

Anonymous  Donation    5.00 

Anonymous  Donation    25.00 

Anonymous  Donation,  through  Miss  Malcolmson . .  5.00 

Anonymous  Donation,  through  Miss  Thomas 5.00 

Anonymous  Donations,  through  Miss  Thomas 83.00 

Anonymous    Donation,   through    Visiting   Nursing 

Department    10.00 

Anonymous   Donation,   through   Visiting   Nursing 

Department    13.00 

Colgate,  Miss  Susan  E.,  through  Visiting  Nursing 

Department    15.00 

Haight,    Mr.    C.     S.,    through    Visiting    Nursing 

Department    10.00 

Mills,   Mrs.  Ogden 300.00 

Robinson,  Miss  Pauline,  through  Visiting  Nursing 

Department    25.00            606.00 
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DONATIONS   RESTRICTED— Con#mwe^ 

School  of  Nursing  Scholarship  Fund : 

Barber,  Mrs.  Herbert  300.00 

Sanford,  Sarah,  Fund: 

Anonymous     600.00 

Staff  Educational  Fund: 

Barber,  Mrs.  Herbert 500.00 

Mrs,  W.  K.  Vanderbllt  Fund  for  Visiting  Nursing : 

Vanderbilt,  Mrs.  W.  K 5,000.00 

Total  Donations  Restricted  (Not  including  those 


for  endowment  of  beds $21,521.69 


EECEIPTS  CEEDITED  TO  SPECIAL  FUNDS' 
For  the  Tear  Ending  September  30,  1916 

Receipts  from  patients  in  the  Visiting  Nursing  Department  for 
food  supplies  sold  at  the  Katie  Geitz  Kitchen,  credited  to  The 
Katie  Geitz  Fund,  to  be  applied  toward  the  maintenance  of 
the  kitchen   $1,897.66 

Receipts  from  patients  in  the  Out-Patient  Department,  who  are 
covered  by  Liability  Insurance,  for  services  rendered  by  mem- 
bers of  the  House  Staff,  to  be  credited  to  the  House  Staff 
Entertainment  Fund  108.00 

Receipts  from  patients  in  the  Visiting  Nursing  Department  for 
visits  made  by  the  Visiting  Nurses,  credited  to  Patients'  Re- 
lief Fund,  to  be  applied  toward  furnishing  special  delicacies 
to  patients  in  the  Visiting  Nursing  Department 11.40 

Receipts  from  patients  in  the  Visiting  Nursing  Department  in 
payment  of  loans  to  needy  families  to  pay  rent  and  for  tem- 
porary aid  for  the  unemployed 261.01 

These  receipts  are  credited  to  Patients'  Relief  Fund. 

Total  Receipts  Credited  to  Special  Funds $2,278.07 


LEGACIES,  UNRESTRICTED 
For  the  Year  Ending  September  30,  1916 

The   following   unrestricted   legacies   were   received    and   credited   to 
"General  Fund  Account" : 

Batcheller,  George  C,  deceased $1,013.22 

Bondy,  Emil  C,  deceased 5,000.00 

Jesup,  Maria  DeWitt,  deceased  (part  payment  on  account) 20,000.00 

Flurscheim,  H.  S.,  deceased 500.00 

Freedman,  Andrew,  deceased 5,000.00 

Kindberg,  Charles  A.,  deceased  (part  payment  on  account) 190.66 

Levy,  EmU,  deceased 500.00 

Miller,  Henry,  deceased 57,568.94 

Murray,  Mary  A.,  deceased  (part  payment  on  account) 1,701.62 

Spingarn,  Samuel,  deceased 500.00 

ToTAii  Unrestricted  Legacies $91,974.44 
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ADDITIONS  TO  ENDOWED  BED  FUND  DUEING  YEAR 
ENDING  SEPTEMBER  30,  1916 

A  Friend,  to  endow  one  bed  in  the  Children's  Ward  in  memory 

of  Sophia  Kellogg  Stebbins  and  Mary  Tompkins  Kimball $5,000.00 

A  Friend,  to  endow  one  bed  in  the  common  wards  of  the  Hospital     7,500.00 

Amount  transferred  from  the  Partly  Endowed  Bed  Fund  to  the 
credit  of  the  Endowed  Bed  Fund  to  endow  one  bed  by  the 
Central  Presbyterian  Church 7,500.00 

Donation  from  Mr.  and  Mrs.  James  Petrie  Chalmers  to  endow 
one  bed  in  memory  of  their  son,  James  Petrie  Chalmers,  Jr., 
to  be  known  as  the  "Chalmers  Memorial  Bed" 7,500.00 

Donation  from  Mr.  Dunlevy  Milbank  to  endow  one  bed  in  memory 

of  his  mother,  Ella  Dunlevy  Milbank 7,500.00 

Estate  of  Emil  C.  Bondy,  deceased,  to  endow  one  bed  in  memory 

of  Margaret  Carson  Cowan 7,500.00 

Estate  of  William  Douglas  Sloane,  deceased,  to  endow  three  beds.  22,500.00 

Total  Additions  to  Endowed  Bed  Fund $65,000.00 

Less  amount  charged  off  account  no  further  liability  on  the  part 

of  the  Hospital 7.500.00 

Net  Increase  in  Endowed  Bed  Fund $57,500.00 


INCREASES  IN  PARTLY  ENDOWED  BED  FUND  DURING 
YEAR  ENDING  SEPTEMBER  30,  1916 

Central  Presbyterian  Church -  $10.00 

North  Presbyterian  Church 22.36 

Presbyterian  Church  of  Rye,  New  York 71.50 

Rutgers  Presbyterian  Church 301.71 

Scotch  Presbyterian  Church 105.00 

Spolek,  Lidumil  400.00 

Total    $910.57 
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BEDS  ENDOWED  UP  TO  SEPTEMBEE  30,  1916,  IN  MEMOEY 
OF  THE  FOLLOWING  PEESONS': 

In  Perpetuity. 

A   Friend  ;   one  bed  in   Children's   Ward  in   memory   of   Sophia   Kellog 

Stebbins  and  Mary  Tompkins  Kimball. 
AxJCHiNCLoss,   Hugh   D.  ;  by  legacy,   one  bed  in  memory  of  his   mother, 

Elizabeth  Auchincloss. 
Auchincloss,  Mrs.  Maria  S.  ;  one  bed  in  memory  of  her  husband,  Edgab 

S.  Auchincloss. 
Baker,  Mrs.  Francis  E.  ;  one  bed  in  memory  of  her  father,  James  Rich 

Steers. 
Baker,  Frederic  ;  one  bed  in  memory  of  Sarah  Pyewell  Baker. 
Belknap,  Mrs.  Jennet  L.  and  Robert  L.  ;  one  bed  in  memory  of  Aaron 

B.  Belknap. 
Bell,  Mrs.  Christopher  M.  ;  one  bed  to  be  known  as  "The  Dennistoun 

Bed." 
Bevier,  Susan  ;  by  legacy,  one  bed  in  memory  of  Susan  Bevies. 
Billings,   Mrs.   Julia  ;   one  bed  in   memory   of   her  husband,   Frederick 

Billings. 
BoNDY,  Emil  C.  ;  by  legacy,  one  bed  in  memory  of  Margaret  Caeson  Cowan. 
Booth,  Rev.  and  Mrs.  Robert  Russell;  one  bed  in  memory  of  "Minnie 

and  Willie." 
Beick  Presbyterian  Church,  Board  of  Deacons ;  one  bed  in  memory  of 

Dr.  John  G.  Adams. 
Brick  Presbyterian  Church,  Board  of  Deacons ;  one  bed  in  memory  of 

Miss  Ann  Adams. 
Brokaw,  Isaac  V. ;  one  bed  in  memory  of  Ernest  Beokaw. 
Brown,   Matilda  A. ;   by  legacy,   one   bed  in   memory  of  her  son,    Hugh 

Auchincloss  Brown. 
Campbell,  Miss  Maria  L.  ;  one  bed  in  memory  of  Henry  Peaesall  Camp- 
bell. 
Chalmers,  Me.  and  Mrs.  James  Petrie  ;  one  bed  in  memory  of  their  son, 

James  Petrie  Chalmers,  Jr.,  to  be  known  as  the  "Chalmers  Memorial 

Bed." 
Cole,  William  W.  ;  one  bed  La  memory  of  his  mother,  Mrs.  Mary  A.  Cole. 
CoiJEs,  Harriet  ;  by  legacy,  one  bed  in  memory  of  her  sisters,  Susan  and 

Anna  Codman. 
Craig,   William  R.  ;  one  bed  in  memory  of  his  sister,  Florence  Faxon 

Ceaig. 
Cum  MING,  Petee  ;  one  bed  in  memory  of  Francis  P.  Schoals. 
Currier,  Edward  West  ;  by  legacy,  three  beds,  two  in  memory  of  his  step- 
mother and  step-brother,  respectively,  Lura  Currier  and  Walter  B. 

Currier,  and  one  in  memory  of  Edward  W.  Currier. 
De  Forest,  James  G.  and  Henry  G.  ;  one  bed  in  memory  of  Lockwood  de 

Forest  Woodruff,  M.D. 
De  Wolf,  Melville  W.  ;  by  legacy,  one  bed  in  the  Children's  Ward  to  be 

known  as  the  "Emma  De  Wolf  Bed." 
Dey,  Anthony  ;  one  bed  in  memory  of  his  uncle  and  aunt,  Joseph  G.  Scott 

and  Eliza  Duryee  Scott,  his  wife. 
Dillon,  Sidney  ;  one  bed  in  memory  of  Hannah  Dillon. 
Duncan,  Mrs.  Susan  W.  ;  one  bed  in  memory  of  her  husband,  John  P. 

Duncan. 
Eaton,   Cornelia  ;   by   legacy,  three  beds  to  be  known  as   "The  Doctor 

Reuben   S.  Caepentier  Memorial." 
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Edwards.  Mrs.  Camilta  L.  ;  one  bed  in  memory  of  her  husband,  Walteb 

Edwards. 
Fowler,    Virginia   E.,   Estate  of;   one  bed   in   memory   of  Clarence   E. 

FOWLEB. 

Gabvey,  Andrew  Jeffries  ;  by  legacy,  two  beds  in  memory  of  his  mother, 

Elizabeth  Jeffries  Garvey. 
GoLDSCHMiDT,  George  B.  and  Samuel  Anthony;  two  beds  in  memory  of 

their  mother.  Celestine  Goldsciimidt. 
Gould.  Miss  Helen  Miller  ;  one  bed  in  memory  of  her  parents,  Mr.  and 

Mrs.  Jay  Gould, 
Graham,  Mrs.  Amelie  Mott,  Estate  of;  one  bed  in  memory  of  Malcolm 

Graham,  husband  of  Amelie  Mott  Graham,  deceased. 
Gbannis.  Jane  Elizabeth  ;  by  legacy,  one  bed  in  memory  of  her  mother  to 

be  known  as  the  "Charlotte  Williams  Platt  Bed." 
Griffith,  The  Misses  Makgarette  and  Susan  D.  ;  one  bed  in  memory  of 

their  father.  Griffith  W.  Griffith. 
Griffith,  Mrs.  Mary  J.  ;  one  bed  in  memory  of  her  husband,  Griffith  W, 

Griffith. 
Habkness.  Mrs.  Stephen  V. ;  one  bed  in  memory  of  her  daughter,  Flor- 
ence Harkness. 
Harkness.  Mrs.  Stephen  V. ;  one  bed  in  memory  of  her  husband,  Stephen 

V.  Harkness. 
Havemeyer,  Mrs.  Sarah  A. ;  one  bed  in  memory  of  Hector  C.  Havemeyeb. 
Hope,  Miss  Jane  ;  one  bed  in  memory  of  her  mother.  Mrs.  Grace  Corrie 

Hope. 
Hopkins.  Mrs.  Emily  B.  :  one  bed  in  memory  of  Moses  Hopkins,  to  be 

known  as  the  "Moses  Hopkins  Memorial." 
Hutchinson,  Horace  F.  ;  one  bed  in  memory  of  Ellen  B.,  wife  of  Francis 

P.    SCHOALS. 

Hyde,   Mrs.  Clarence  M.  ;  one  bed  in  memory  of  her   mother,   Rebecca 

Babbitt. 
Hyde,  Henry  B.  ;  one  bed  in  memory  of  Henry  B.  Hyde,  Jr. 
Inslee.    Mrs.    Helen   C.  ;    one  bed   in   memory   of  her   husband,    Samuel 

Inslee. 
Inslee,  Samuel;  one  bed  in  memory  of  Kate  J.  Inslee. 
Jennings,  Mrs.  Esther  J. ;  one  bed  in  memory  of  her  husband,  Oliver  B. 

Jennings. 
Johnson,  Mrs.  Mary  Jane  ;  by  legacy,  one  bed  in  memory  of  her  husband, 

William  H.  Johnson. 
Kennedy,  John  S.,  one  bed  in  memory  of  Miss  Emma  Stewart  Baker. 
Kennedy,  John  S.,  one  bed  in  memory  of  Mrs.  Robert  L.  Stuart. 
Kennedy,  John  S..  one  bed  in  memory  of  Rev.  William  G.  Schauffleb, 

D.D.,  LL.D. 
Kennedy,   Miss    Rachel   L.  ;    one   bed   in   memory   of   her   mother,    Mrs. 

Rachel  C.  Kennedy. 
Keyser,  Mrs.  J.  Therese;  one  bed  in  memory  of  her  husband,  Samuel 

Keyser. 
Kissel,  Mrs.  Caroline  Thorn  ;  one  bed  in  memory  of  her  husband,  Gustav 

Edward  Kissel. 
Latham,  Mrs.  Adeline  Ives  ;  one  bed  in  memory  of  her  husband,  John 

Howard  Latham. 
Lea\t[tt,  Mrs.  Katherine  Spencer  ;  two  beds  in  memory  of  her  husband, 

Rev.  Dr.  William  Leavitt. 
Lord,  Mrs.  Frances  T.  ;  one  bed  in  memory  of  her  husband,  George  de 

Forest  Lord. 
Lord,  Mrs.  Josephine  G.  ;  by  legacy,  one  bed  in  memory  of  her  husband, 

Franklin  B.  Lord. 
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McAupiJN',  Saea  Pyle  aud  James  Tolman  Pyle  ;  one  bed  in  memory  of 

their  brother,  William  Scott  Pyle. 
MacCaetee,  Mes.  Julia  J. ;  one  bed  in  memory  of  her  husband,  Robeet 

MacCaetee. 
MacKa.y,  Donald  ;  one  bed  in  memory  of  Edith  Winslow  MacKay  and 

Waltee  Wise  MacKay, 
Macy,  Mrs.  Caroline  L.  ;  by  legacy,  one  bed  in  memory  of  her  daughter, 

Maey  M.  K.  Willetts. 
Madison  Square  Presbyterian  Church  Congeegation  ;  one  bed  in  memory 

of  Geoege  W.  Lane. 
Maitland,  Alexander;  one  bed  in  memory  of  his  mother,  Mes.  Maey  C. 

Maitland. 
Meigs,  Titus  B.  ;  one  bed  in  memory  of  his  son,  Titus  B.  Meigs,  Jb. 
Meserole,  Mrs.  Jeremiah  V. ;  one  bed  in  memory  of  her  son,  Abbaham 

Mesebole. 
Mesebole,  Mes.  Jeremiah  V. ;  by  legacy,  one  bed  in  memory  of  her  hus- 
band, Jeremiah  Vandebbilt  Mesebole. 
Mesebole,  Mbs.  Jeremiah  V. ;  by  legacy,  one  bed  in  memory  of  her  father- 
in-law,  Abbaham  Mesebole. 
Mesebole,  Mrs.  Jeeemiah  V. ;  by  legacy,  one  bed  in  memory  of  her  parents, 

Alfeed  Clock  and  Ann  Maria  Clock. 
Meserole,  Mrs.  Jeremiah  V. ;  by  legacy,  one  bed  in  memory  of  her  brother, 

Adolphus  Clock. 
MiLBANK,  DuNLEVY ;   oue  bed  in  memory  of  his   mother,   Ella  Dunlevy 

Milbank. 
Murray,  Mrs.  James  T.  ;  one  bed  in  memory  of  her  husband,  James  T. 

Murray. 
Parsons,  Mrs.  Sarah  J. ;  one  bed  in  memory  of  her  husband,  Chaeles 

Paesons. 
Paton,  Mrs.  Anna  S.  ;  one  bed  in  memory  of  her  husband,  William  Paton. 
Penfold,  Miss  Josephine  ;  one  bed  in  memory  of  De.  Edwaed  Livingston 

Trudeau,  Jr. 
Penfold,  William  Hall  ;  by  legacy,  one  bed  in  memory  of  Josephine  Pen- 
fold. 
Phelps,  Jane  G.  ;  by  legacy,  two  beds  in  memory  of  her  husband,  Anson 

G.  Phelps,  Jr. 
Plant,   Mrs.   Margaret  J. ;   one   bed  in  memory   of   her  brother,    Simon 

Loughman. 
Reid,  Peter  ;  one  bed  in  memory  of  his  wife,  Jane  Watson  Reid. 
Roome,  Mrs.  Laura  ;  by  legacy,  one  bed  in  memory  of  her  sons,  Harry 

and  Alfeed  Roome. 
St.  John,  Mrs.  Martha  L.  ;  one  bed  in  memory  of  her  mother,  Mrs.  Sarah 

Ward. 
Senff,  Mrs,  Gustavia  A. ;  one  bed  in  memory  of  her  husband,  Chaeles  H. 

Senff, 
Shepabd,  Mrs.  Elliott  F.  ;  one  bed  in  memory  of  her  daughter,  Florence 

Vanderbilt  Shepabd, 
Shepabd,   Mes.   Elliott   F.  ;   one   bed  in  memory  of  her   daughter,  Mab- 

guebite  Shepabd, 
Sinclair,  Mes.  Mabgaret  A. ;  one  bed  in  memory  of  Mr.  and  Mrs.  James 

Sinclair. 
Skidmore,  Charlotte  H.  ;  by  legacy,  one  bed  to  be  named  "William  L. 

Skidmobe  Bed." 
Sloane,  Mes,  Adela  Bebey  ;  one  bed  in  memory  of  her  father,  Abbaham  J. 

Beeby,  M.D. 
Sloane,  John  ;  one  bed  in  memory  of  his  mother,  Euphemia  Sloane. 
Sloane,   John  ;   by  legacy,   one  bed  in  memory   of  his  father,  William 

Sloane, 
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Sloane,   John  ;   by  legacy,  cue  bed  iu  memory   of  his   brother,   Thomas 

Chalmers  Sloane. 
Sloane,   Mb.  and  Mrs.  Wilijam  D.  ;  one  bed  in  memory  of  Wujjam  D. 

Sloane,  Jr. 
Stafford,  Mrs.  Justine  Adele  ;  one  bed  in  memory  of  her  father,  Justin  A. 

Bliss. 
Stafford,  Mrs.  Justine  Adele  ;  one  bed  in  memory  of  her  mother,  Evelina 

F.  Bliss. 
Sturges,  Frederick  ;  one  bed  in  memory  of  his  father,  Jonathan  Sturqes, 

who  was  one  of  the  founders  of  the  Hospital. 
Tillinghast,  Louise  ;  by  legacy,  one  bed  iu  memory  of  her  sister,  Amelia 

C.  Babcock,  to  be  known  as  "The  Amelia  C.  Babcock  Bed." 
Tod,  William  Stewart  ;  one  bed  in  memory  of  his  brother,  George  Tod. 
Townsend,  Jane  A. ;  by  legacy,  oue  bed  in  memory  of  her  son,  Randolph 

W.  Townsend,  Jr.,  deceased ;  one  bed  in  memory  of  her  son,  Harmon 

W.  Norton,  deceased;  and  one  bed  in  memory  of  her  daughter,  Emma 

L,  Norton,  deceased. 
Tucker,  Winfield  ;  by  legacy,  three  beds,  one  each  in  memory  of  Joseph, 

Isabelle  and  Adeline  Tucker. 
Turner,  J.  Spencer  ;  by  legacy,  oue  bed  in  memory  of  his  first  wife,  Cor- 
nelia J.  Turner. 
Van  Nest,  Mrs.  A.  II. ;  one  bed  in  memory  of  her  husband,  Abram  R.  Van 

Nest. 
Wheeler,  The  Misses  Elizabeth  S.  and  Emily  M.  ;  one  bed  in  memory  of 

Mr.  James  Bookman. 
Whitewrigut,  Wili>iam  ;  by  legacy,  ten  beds,  to  be  named  "Whitewright 

Beds."  in  memory  of  his  father,  Wilijam  Whitewright. 
Wilson,  Henry  S.  ;  one  bed  in  memory  of  Harry  H.  Wilson. 

For  One  Life. 

Bbearley  School  Girls  and  Others  Interested;  one  bed  in  memory  of 
Madam  Berthe  Beck,  to  be  known  as  the  "Madam  Beck  Memorial 
Teachers  Bed." 

Murray,  Mrs.  James  T.  ;  one  bed  iu  memory  of  Rev.  John  Hall,  D.D., 
LL.D. 

PRIVATE  ROOMS  ENDOWED. 

Mr.  Peter  Gumming,  under  the  provisions  of  his  will,  has  endowed  one 
private  room  in  perpetuity,  to  be  known  as  the  "Peter  Gumming  Memorial 
Room." 

Mrs.  Maria  De  Witt  Jesup  has  endowed  one  private  room  in  perpetuity 
to  be  designated  as  the  "Eliza  De  Witt  Memorial  Room." 

Mrs.  John  S.  Kennedy  has  endowed  one  private  room  in  perpetuity, 
to  be  known  as  the  "J.  S.  K,  Memorial  Room." 


BED  ENDOWED  FOR  ONE  LIFE. 
Mrs.  John  S.  Kennedy ;  one  bed. 
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Total    Operating    ExpenseB 
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PatlSs  treated!  "'  °P^'""°S  ^°<""  Nurses  and  Operating  Room  Orderlies  are  distributed  In  proportion  to  the  numbers  of  Private  Room  Surgical  PatlenU  and  Ward  Surgical 

Method  of  Fioueinq  Cost  of  Dipfeeent  Bbanches  of  the  Seevice  : 
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weh  service,  and  rprorate  the  other  Onerntlnfexnon^e.wW^^^^  ^■«.''^'''?T  «"I"°y«a  exclusively  In,  and  all  supplies  and  repairs  directly  chargeable  to 

may  consider  most  fair  after  care^^^^^^  l^  l  \°   *      different  branches  of  service  In  such  proportion  as  the  Superintendent  and  his  Assistants 
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percentage  charged  to  Wai-natlenN  nnd  t„  Prit^^^  Kitchen,  etc..  not  including  the  amounts  directly  chargeable  to  Out-Patlent  Department  and  Vis  ting  Nursing,  the 

instance  the  Slhat  a  private  room  «aLnf^^^^^^^^^  '«""  *«  """'^^^  °'  ^^^y^'  treatment  furnished  In  each  service,  iodlfled  by  well  known  facts     for 

i"n  of  it  costs  very  much  more  Zn  th      of  Jh^w nrt  ™ H»nf^»  aL  -^  ."""^  ?«-;«ss'«-y  «  l^^  ^^re  located  in  a  ward ;  also,  the  important  fact  that  his  food  and  the  prepara- 
'^  based  upon  the  r^ela^v^e  TbTc  Se!,^sU^'th'o:e"p'"rts'^o"f  ?;':'  b  ^d^int^^XTd  "by^^Lrfr  the^rvrfe/rfmentlonr^*^  ''^™^"  """""^  '""^  ''"'""'  ''''"'"''  "'  *^  ''"'"' 


REPOET  OF  THE  SUPERINTENDENT. 

September  30,  1916. 
To  THE  Board  of  Managers  of  The  Pbesbtteriais'  Hospital: 

Gentlemen  : — The  Forty-eighth  Annual  Report  of  the  Superin- 
tendent of  the  Hospital,  for  the  year  ending  September  30th,  1916, 
is  herewith  respectfully  submitted. 

Twenty-seven  thousand  six  hundred  and  eleven  persons  have 
experienced  the  benefits  of  the  Hospital  during  the  year.  The  depart- 
ments contributing  this  service  and  the  number  treated  in  each  were 
as  follows: 

There  were  treated  in  beds  in  the  wards  and  private  rooms  of 
the  Hospital  4,321  persons.     The  daily  average  has  been  225. 

There  were  treated  in  the  Emergency  Ward  and  Dispensary, 
now  known  as  the  Out-Patient  Department,  16,739  persons,  and  the 
daily  average  visits  made  were  209. 

In  the  Roentgen  Ray  Department  8,018  plates  were  taken  of 
5,221  patients  from  the  Hospital  and  Out-Patient  Department. 

Our  Visiting  Nurses  cared  for  6,551  persons,  making  19,946 
visits,  an  average  of  55  per  day. 

The  mere  fact  of  an  increase  in  the  number  of  patients  treated 
in  a  hospital  does  not  of  itself  indicate  a  corresponding  increase  of 
efficiency.  The  general  public's  belief  in  the  efficiency  of  our  service 
might  perhaps  be  better  demonstrated  if  we  were  to  publish  the  num- 
ber of  patients  refused  admittance  through  lack  of  accommodation. 
Considerable  time  and  energy  is  expended  by  the  Superintendent  and 
his  professional  and  clerical  associates  in  explaining  to  applicants  and 
their  friends  all  the  reasons  why  we  sometimes  cannot  attend  to  their 
needfi.  In  nearly  every  department  of  the  hospital  our  work  is  handi- 
capped by  limitation  of  space.  Those  applying  for  private  rooms 
must  often  be  informed  that  there  are  no  vacancies,  that  there  is  a 
long  waiting  list  of  patients  and  that  in  all  probability  there  will  be 
no  chance  of  admitting  another  for  some  time.  In  the  surgical  wards, 
more  especially  in  the  women's  service,  while  we  endeavor  to  admit 
emergency  cases  that  need  immediate  operation,  less  urgent  ones  must 
be  put  on  a  waiting  list  pending  the  next  vacancy.  This  is  true  to  a 
lesser  extent  of  the  medical  and  children's  service  during  a  large  part 
of  the  year.  The  Out-Patient  Department  must  often  refuse  patients 
because  there  have  already  been  admitted  the  greatest  number  which 
all  the  space  and  time  at  our  disposal  will  accommodate. 

As  the  years  go  on  many  changes  occur  in  diagnostic  research 
and  therapeutic  methods.  These  invariably  involve  the  purchase  of 
new  and  more  expensive  apparatus,  the  furnishing  of  more  working 
space,  and  the  employment  of  more  individuals.  More  space  means  a 
greater  strain  on  our  already  overworked  heating  and  lighting  plant, 
more  apparatus  afEects  the  repair  shop  and  more  individuals  the  office, 
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laundry,  kitchen,  etc.  All  the  physical  parts  of  the  hospital  are  over- 
taxed and  accordingly  present  difficulties  in  economic  administration. 
The  engine  room,  kitchen  and  laundry  are  the  vital  parts  of  the 
physical  body  of  the  hospital.  They  have  not  expanded  with  the 
growth  of  hospital  work  mainly  because  of  lack  of  space,  partly  be- 
cause of  the  hope  ever  before  us  of  building  an  entire  new  hospital 
plant.  We  are  continually  being  in  various  ways  reminded  that 
equipments  excellent  in  their  time  are  becoming  obsolete,  are  wearing 
out  through  long  use,  or  are  incapable  of  expansion  to  meet  increased 
demands  imposed  by  new  conditions. 

We  have,  however,  been  able  to  expand  in  some  directions  during 
the  past  year.     The  following  structural  additions  have  been  made: 

Changes  in  the  operating  room  involving  a  new  cystoscopic  room 
and  a  new  surgical  pathological  laboratory,  a  roof  garden,  fire  escapes 
and  bridges,  an  examining  room,  an  ice  box  and  storage  room  for 
the  kitclien,  a  garage,  new  Visiting  Nursing  and  Social  Service 
quarters.  ! 

The  complications  resulting  from  the  use  of  only  one  operating 
room  by  our  whole  surgical  staff  made  imperative  radical  adjust- 
ments of  space  on  the  first  floor  of  tlie  operating  pavilion  and  the 
addition  of  much  new  apparatus  and  equipment.  This  floor  is  now 
in  daily  use  as  a  complete  operating  unit.  The  surgical  laboratory 
and  cystoscopic  rooms  were  taken  from  this  location  not  only  to  add 
necessary  space  for  the  new  operating  plant,  but  also  because  recent 
developments  in  those  branches  of  surgical  service  had  made  the 
rooms  allotted  to  them  undesirable  both  in  size  and  location. 

A  two-story  surgical  pathological  building  was  added  to  the 
north  side  of  tiie  operating  pavilion  occupying  some  of  the  ground 
space  in  the  emergency  ward  courtyard  and  in  the  upper  story  com- 
municating directly  with  the  operating  room.  This  has  doubled  the 
laboratory  space,  enlarged  teaching  facilities,  and  eliminated  the 
annoyance  caused  by  a  considerable  number  of  people  passing  to 
and  fro  through  the  operating  building  to  its  former  location. 

Eecent  advances  in  Roentgen  Eay  methods  of  diagnosis  make  it 
essential  that  the  cystoscopic  room  contain  or  be  adjacent  to  the  radio- 
graphic plant.  Our  former  room  had  a  limited  use  owing  to  its 
distance  from  the  Koentgen  Ray  department  and  a  space  between 
buildings  on  the  Seventy-first  street  side  was  utilized  for  a  new  con- 
struction which  not  only  affords  ample  quarters  near  the  Roentgen 
Ray  plant,  but  also  through  the  adaptation  of  its  flat  roof  as  an 
outdoor  sitting  room  adds  much  to  the  comfort  and  convalescence  of 
the  women  surgical  patients. 

The  fire  escapes  on  the  third  and  fourth  stories  and  roof  of  the 
medical  building  and  the  bridges  between  the  men's  surgical  and 
women's  surgical  wards  erected  to  comply  with  the  rules  of  the  Fire 
Prevention  Bureau  were  so  constructed  as  to  make  them  enjoyable 
as  outdoor  breathing  spots  for  patients. 
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The  new  examining  room  at  the  front  door  replaced  the  old 
cramped  and  dingy  quarters  and  made  available  the  space  underneath 
in  which  a  very  acceptable  and  convenient  ice  box  and  storage  room 
has  added  to  kitchen  facilities. 

A  garage  remodeled  from  a  former  storeroom  houses  our  visiting 
nursing  automobile,  which  since  its  arrival  last  June  has  added 
greatly  to  the  efficiency  of  the  Visiting  ISTursing  and  Social  Service 
Department,  enabling  the  nurses  to  not  only  visit  more  new  patients 
but  to  make  more  calls  on  old  patients  and  to  help  them  in  various 
ways  through  the  increased  transportation  facilities. 

The  metabolism  work  mentioned  in  last  year's  report  had  so 
increased  in  importance  and  broadened  in  application  that  it  seemed 
to  warrant  the  use  of  more  space  than  the  corner  of  a  ward  serving 
room  formerly  allotted  to  it.  Increased  visiting  nursing  and  social 
service  work  called  to  our  attention  the  necessity  of  larger  quarters. 
This  work  was  augmented  by  the  extension  to  the  medical  service  of 
our  very  successful  surgical  follow-up,  A  mezzanine  floor  built  in 
the  west  end  of  our  dispensary  building  gives  increased  accommoda- 
tion for  the  visiting  nurses  and  released  the  two  rooms  formerly 
occupied  by  them,  which  have  been  fitted  for  metabolism  work. 

In  response  to  an  appeal  from  the  Board  of  Health  we  assisted 
in  the  problems  raised  by  the  summer's  epidemic  by  setting  aside  the 
annex  of  our  children's  ward  for  cases  of  infantile  paralysis.  Sixteen 
of  these  little  sufferers  were  cared  for  with  very  satisfactory  results 
and  our  doctors  and  nurses  were  afforded  an  opportunity  to  gain  a 
more  comprehensive  knowledge  of  this  dread  disease. 

The  consolidation  of  the  medical  and  surgical  history  rooms 
under  one  roof  and  management  has  effected  a  greater  efficiency  in 
method.  Our  record  system  has  attracted  the  attention  of  hospitals 
all  over  the  country  and  has  been  adopted  by  some. 

The  European  situation  has  continued  its  appeal  for  assistance 
and  we  have  contributed  through  the  nursing  department  in  sending 
nurses  and  supplies  and  through  the  superintendent's  office  helping 
various  agencies  and  individuals  in  purchasing  supplies. 

Our  continued  association  with  the  Hospital  Bureau  of  Stand- 
ards and  Supplies  has  been  of  benefit  in  the  placing  of  orders  and  in 
solving  problems  of  buying  thrust  upon  us  by  unsettled  market  con- 
ditions. We  have  suffered  much  inconvenience  through  the  difficulty 
of  procuring  supplies  and  in  numerous  instances  have  been  compelled 
to  do  without  or  substitute  for  many  commodities  formerly  used. 
This  is  particularly  true  of  chemicals  and  drugs,  many  of  which  are 
no  longer  procurable. 

I  wish  to  record  my  appreciation  of  the  helpful  co-operation  and 

loyal  service  of  all  those  who  work  for  the  hospital  both  inside  and 

outside  the  walls  of  its  buildings,  and  to  give  thanks  to  your  Board 

for  your  continued  consideration  and  support. 

Very  respectfully, 

CHARLES'  H.  YOUNG,  M.  D.,    Superintendent. 
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COMPARATIVE  STATEMENT  OF  STATISTICS 
For  Years  Ending  September  30,  1016  and  1915. 


Hospital  V/ards  and  Private  Rooms. 


Patients  in  Hospital  First  of  Ykar  : 
In  Medical   Wards,  Male 

Female  .... 
In  Surgical  "Wards.  Male 

Female   

In   Private   Rooms,   Male 

Female 


1916 
47 
39 
45 
42 
5 
12 


Transferred  to  other  institutions. 

Died    

Total    

Patients  in  Hospital  End  of  Year 
In  Medical  Wards,  Male 

Female    .... 
In  Surgical  Wards,  Male 

Female   .... 
In  Private  Rooms,    Male 

Female    .... 


31 
301 


48 
47 
49 

47 

5 

14 


86 
87 
17 


Total    190 

Patients  Admitted  During  Year  : 

To  Medical  Wards,  Male 1.0r)6 

Female    751     1,807 

To  Surgical  Wards,  Male 1,004 

Female    S79     1,883 

To  Private  Rooms,  Male 188 

Female   253       441 

Total    4,131 

Total  Patients  Treated  in    Hospital  Wards 
AND  Private  Rooms  During  Year: 

Male    2,345 

Female    1,976 

Total    4,321 

Patients  Discharged  During  Year  : 

Cured    1.436 

Improved     1 .673 

Unimproved    670 


4,111 


95 


96 


19 


Total    210 

Total  Patients  Days'  Treatment  : 

Free   Ward    34,751 

Endowed  Beds   8,629 

Pay  Ward   30,783 

Private  Room  8,461 

Total    82,624 

Percentage : 

Free  Ward  Days 42.1% 

Endowed  Bed   Days    10.4% 

Pay  Ward  Days  37.37^ 

Private  Room  Day 10.2%    100% 


1915 
50 
37 
41 
50 
10 
13 


810 
663 
976 
952 
182 
260 


2,069 
1,975 


87 
91 
23 


201 


1,473 
1,928 


442 


3,843 


4,044 

1.447 

1,486 

611 

44 

9f!R  - 

3,854 

47 

39 

86 

45 

42 

87 

5 

12 

17 

190 

39,367 

7,936 

24,774 

8  "^"id.  - 

80,611 

48.8% 

9.7% 

30.9% 

10.6% 

100% 
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1916 

AvEBAGE  Patients  Pee  Day  : 

Free  Ward    95 

Endowed  Bed  23 

Pay  Ward   84 

Private  Room  23 

Total    225 

AvEEAGE  Days  Pee  Patient  in  Hospital 19 

Daily  Average  Cost  Per  Private  Room  Patient.  ..$8,239 

Daily  Average  Cost  Per  Ward  Patient 3.246 

Qut-Patient  Department 
Patients  under  treatment  first  of  year,  Male . . .  2,258 

Female  2,486    4,744 

Patients  admitted  during  year Male. ..  6.402 

Female  5.-593  11,995 

Total  patients  treated  during  year Male. . .  8,660 

Female  8,079  16,739 
Visits  made  to  Out-Patient  Department  during 

year   76,428 

Average  visits  per  day 209 

Daily    average    cost    per    Out-Patlent    Depart- 
ment  Patient $0.62 

Visiting  or  Home    (District)    Nursing 

Number  of  patients  visited 6,551 

Number  of  visits  made 19,946 

Average  visits  per  day 55 

Average  cost  per  visit $0.85 

Summary 
Total  patients  treated  during  year  in  all  de- 
partments     27,61 1 

Average  patients  per  day  in  all  departments..  489 

Daily    average    number    of    employes    boarded 

in  Hospital   368 

Daily    average   cost  per   capita   for   provisions 

for  all  persons  supported $0,394 


1915 

108 
22 
68 
23  — 


221 
20 
S7.99 
3.193 

1,380 

1,668  3,048 

7,857 

7,190  15,047 

9.237 

8,858  18,095 

83,929 
230 

$0,537. 

4,806 

11,650 

31 

$1,334 


26,945 
482 

335 

$0,414 


STATISTICS  EEGAEDIXG  PATIEXTS. 


Africa    

Armenia    

Australia     

Austria    

Belgium    

Bermuda    

Bohemia    

British  West  Indies 

Canada    

Central   America . . . 

China    

Cuba     

Danish  West  Indies 

Denmark    

England    

Finland    


PlACE    OF    BiBTH. 

1  France    26 

5  Germany    217 

6  Gibraltar    2 

104   Greece     20 

7  Holland    2 

1  Hungary    48 

73  India    2 

17  Ireland    307 

55    Italy    180 

1  Japan    3 

IS  Mexico    1 

6  Montenegro    1 

2  New   York  City 1439 

26  New    Zealand 2 

122  Norway    16 

17  Persia    2 


Poland    12 

Porto  Rico 4 

Roumania     7 

Russia     136 

Scotland   66 

Serbia    1 

South    America 5 

Spain     2 

Sweden    59 

Switzerland    18 

Syria   1 

Turkey    19 

Unknown    1 

United    States 1047 

Wales    11 

West    Indies 13 
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Statistics  Regarding  Patients — Continued 


Religious   Beliefs. 


Baptist    60 

Buddhist    5 

Catholic,    Greek 13 

Catholic,  Romnn .  . .  1564 
Christian    Scientist.       2 

Confuoianist    8 

Congrepationalist  ..  2.5 
Dutch  Reformed...  19 
Episcopalian    300 


Evangelist    

Hebrew    

Hindoo    

Liitheran    

Methodist    

Methodist  Episcopal 

Moravian     

None    


Occupations. 


7  Orthodox    16 

427  Presbyterian    o05 

1   Protestant    (denom- 
201       ination    denied)..   744 
86  Protestant  Episcopal      8 

11  Quaker    3 

4  Reformed    19 

95  Unitarian    7 

Universalist    1 


Accountants 

Actors    

Actresses  . . 
Admiral  . . . 
Advertisers 


Agents    18 

Apprentices 4 

Architects    11 

Artists    11 

Attendants     13 

Bakers    16 

Bankers    9 

Barbers    28 

Barkeepers    15 

Bell  boys   3 

Blacksmiths    2 

Boatmen    4 

Bookbinders    7 

Bookkeepers    22 

Bootblack   1 

Brakeman    1 

Brewers    2 

Bricklayers    3 

Brokers    6 

Builders    5 

Butchers    41 

Butlers    17 

Buyers    1 

Cabinetmakers    ....  8 

Capitalist    1 

Carpenters    32 

Carpet  layers 1 

Cashiers   2 

Chambermaid^!    ....  6 

Chauffeurs    45 

Chefs    3 

Chemists    3 

Children    (except 

school)     331 

Children's  nurses ...  6 

Cigarmakers    21 

City   Firemen 9 


Civil    Engineers....  8 

Cleaners    3 

Clergymen     10 

Clerks    170 

Coachmen    4 

Collector     1 

Companions    7 

Conductors    4 

Contractors     12 

Cooks    55 

Coopers     2 

Corsetieres    3 

Cutters    20 

Dancer    1 

Decorators     3 

Dentists    2 

Designer    1 

Detectives    10 

Dietitian     1 

Domestics    20 

Doormen     2 

Draughtsmen    7 

Dressmakers    42 

Drivers    33 

Druggists    4 

Editors    3 

Electricians    13 

Elevator   Runners..  9 

Embroiderer    1 

Engineers    23 

Errand    Boys 4 

Factory    Hands 54 

Farmers     15 

Firemen     (station- 
ary)      11 

Florists    5 

Footmen    4 

Foreladles    3 

Foremen    10 

Fruiterers    5 

Furnacemen    4 

Furriers    2 


Gardeners    

General    

Glazier   

Governess    

Grocers   

Groom    

Guards  

Hairdressers    

Hall  boy 

Hatter  

Helpers   

Ilorseshoers 

Housemen    

Housekeepers   

Housewives 

Houseworkers   

Icemen    

Inspectors    

Ironworkers    

Janitors   

Janitresses    

Jewelers   

Journalists    

Kltchenman    

Laborers  

Laboratory  Ass'ts.. 

Ladies'    Maids 

Laundresses    

Laundrymen    

Lawyers    

Lecturer  

Letter  Carriers 

Librarians 

Lineman   

Linotype  Operators. 

Lithographers    

Locksmiths    

liOngshoremen    . . . . 

Lumbermen    

Lunch    Man 

Machinists  

Maids  


14 

1 

1 

1 

2 

1 

3 

2 

1 

1 

14 

4 

8 

10 

627 

219 

3 

6 

13 

23 

16 

7 

3 

1 

88 

5 

5 

24 

10 

15 

1 

13 

2 

1 
3 
2 
2 
2 
4 
1 
39 
64 
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STATISTICS   REGARDING  PATIENTS— Oon^inMetf 


Occupations. 


Managers    37 

Manicurists    7 

Manufacturers    ....  13 

Masons    11 

Masseurs    2 

Matrons    2 

Mechanics    28 

Merchants    19 

Messengers    11 

Metal    Workers ....  S 

Milkmen    4 

Milliners    4 

Miners    3 

Missionaries    20 

Models    2 

Motormen    6 

Moulders 6 

Musicians 5 

Music    Teachers 5 

Newsdealers    8 

No  Occupation 207 

Nurses    39 

Office    Boys 7 

Oilers    2 

Operators    15 

Opticians    2 

Orderlies    2 

Osteopath    1 

Packers    32 

Painters    42 

Paperhangers    4 

Paster    1 

Peddlers    5 

Photographers    5 

Physicians    35 

Piano   Makers 4 

Plasterers    4 

Plumbers    18 


Policemen  . . 
Polishers  . . . 
Porters  .... 
Poultryman 
Presidents  . 
Pressers  . . . 
Pressmen  . . . 
Printers  . . . . 
Professors  . . 
Proofreaders 
Publisher  . . . 


..       7 
6 
..     39 
1 
..       2 
4 
2 
24 
5 
...       4 
1 
Pupils     ( School    of 

Nursing)     23 

Railroadmen    9 

Real  Estate  Men...       7 

Repairers     2 

Retired    13 

Riggers    2 

Roofers    2 

Rug    Repairer 1 

Sailors    3 

Salesladies    15 

Salesmen    53 

Saloonkeeper    1 

School    Children....  296 

Seamen    4 

Seamstresses    16 

Secretaries    23 

Sextons    2 

Sheet  Metalworker      1 
Shipping    Clerks....       6 

Shoemakers    9 

Signalman    1 

Sign  Painters 3 

Singers   4 

Social  Workers 6 

Soldiers    4 

Stablemen    4 


Steamfitters   10 

Stenographers   40 

Stevedores    2 

Stewards    3 

Stock  Clerks 5 

Stonesetters  4 

Storekeepers  10 

Street  Cleaners 9 

Students  40 

Superintendents    ...  5 

Surgeons    3 

TaUors    49 

Teachers    27 

Telegraph  Operators  5 

Telephone  Men 3 

Telephone  Operators  14 

Ticket    Choppers...  5 

Tile  Layers 2 

Timekeeper   1 

Tinsmiths    3 

Tobacco   Cutters ...  2 

Trained  Nurses....  21 

Treasurers    2 

Truckhelper    1 

Undertaker    1 

Unknown    1 

Upholsterers   6 

Usefulman     1 

Valets    9 

Waiters    22 

Waitresses    24 

Washerwoman    1 

Watchmakers    3 

Watchmen   10 

Weavers    3 

Wireless  Operator..  1 

Woodcarver    1 

Writers    4 


SPECIAL  GIFTS'. 

rOR  THE  YEAR  ENDING  SEl'TEMBER  30,  1916 


FLOWERS,  PLANTS,  ETC. 


Adams,  Mrs.  Robert  F. 

Agnew,  Mrs.  Cornelius  R. 

Allen,  C.  L. 

Allies  Bazaar 

Amagansett  Sunday  School 

Auchincloss,  Mrs.  E.  C. 

Babbitt,  Miss  K.  R. 

Ballon,  Mrs.  E.  R. 

Boardman,  A.  B. 

Boniface,  Miss  Harriet 

Borden,  Bertram  H. 

Busk,  Miss  Margaret  K. 

Collegiate  Church 

Colt,  Miss  Mary 

Cook,  Mrs.  Walter 

Cushing,  Mrs.  Howard 

Cutting,  Mrs.  W.  Bayard 

Dickson,  Miss  Margaret 

Dixon,   Mrs.  C.  P. 

Dodge.   Miss 

Dwight,  Mrs.  Arthur  S. 

Eickhoff,  Miss  Emma  C. 

Elliott,  Miss  Alice  W. 

Fleischman,  Julius 

Foerster,  Mrs.  F. 

Fourth  Presbyterian   Church 

Fowler.  Mrs.  Thomas  H. 

Freeman,   Miss  Helen 

Gait,  Mrs.  Norman 

Harkness,  Mr.  and  Mrs.  Edward  S. 

Harper,   Mrs. 

Hession 

Hill,  Mortimore  F. 

Hodge,  Mrs.  J.  A. 

Hoepfner,  Miss  Ethel 

Jackson,  Mrs.  Oswald 

Jackson,  Mrs.  Geo.  T. 

Jennings,  Miss  Mary 

Jennings,  Mrs.  Walter  B. 

Judson,   W.   Beardsley    (in   memory 

of) 
Kellog,  Mr. 
Keppel,  D. 

Kingsley,  Darwin  P. 
Krech,  Mrs.  Alvin  W. 
Lawrence,   Mrs.  Wm.  W. 
Leask,   George 
Lorce,  L.  F. 


McKee,  Mrs.  L.   Sutton 

Madison  Avenue  Methodist  Church 

Marshall,  Mrs.  Charles  H. 

Metzger,  Mrs.  J. 

Milbank,  Mrs.  Dunlevy 

Millett,  Mrs.  Stephen  C. 

Morgan,  Mrs.  E.  D. 

Morris,  Mrs.  R.  L. 

National    Plant,   Flower   and   Fruit 

Guild 
Noyes,  Mrs.  H.  D. 
Okkerse.  George  I. 
Oppenheim,  Mrs.  J. 
Parish.  Mrs.  Henry,  Jr. 
Park  Department,   New  York  City 
Peck,  Mrs.  Russell 
Pyne,  Mrs.  P.  R. 
Raymond,  Mrs.  Irving  E. 
Read,  Mrs.  W.  H. 
Rockefeller,   Mrs.  P.  A. 
Rogers,  Miss  Helen 
Rollins,  Philip  A. 
Rye  Presbyterian  Church 
Savin,  Charles  H. 
Scott,  Miss 

Sedgwick,  Mrs.  Harry 
Shepard,  Mrs.  Marshall 
Sicard,  Mrs.  H.  M. 
Sinclair,  John  J.  (In  memory  of) 
Spahn,  Mrs.  Otto  J. 
Stetson,  Francis  L. 
Stewart,  Mrs.  I.  W. 
Stuart,  Mrs.  Wm.  C. 
St.  Thomas  Church 
Thomas,  Mrs.  A.  S. 
Tiffany,  Louis  C. 
Warren.  Dorman  T. 
Weld,  Mrs.  F.  M. 
Welsh,  Mrs.  Samuel  C. 
West  Orange  Presbyterian  Chapel 
White.  Miss  E.  W. 
White,  The  Misses 
White,  Howard 
Whitney,  Mrs.  Harry  Payne 
Wickersham,  Mrs.   George 
Williams,  Arthur 
Wing,  Mr.  and  Mrs.  L.  Stuart 
Women's   Christian   Temperance 

Union,  Northport,  N.  Y. 
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MAGAZINES. 


American  Tract  Society 
Auchincloss,  Junior 
Barnum,  Mrs.  J. 
Barnum,  Mrs.  H.  H. 
Bissert,  Mrs.  Thomas  B, 
Blodgett,  Mrs.  Jolin  W. 
Brown,  Mrs.  S.  I. 
Burnett,  Mrs.  F.  H. 
Campbell,  Miss  E. 
Clark,  Mrs.  J.  W. 
Collier,  Mrs. 
deWolf,  Miss  Elsie 
Dodge,  Mrs.  M.  J. 
Duer,  Mrs. 
Everett,  Mrs.  Leo 
Farkenan,  Mrs. 
Flexner,  Mrs.  A. 
Freedman,  Miss  H. 
Gilbert,  Mrs.   E. 
Gordon,  Mrs.  Fred  W. 
Hammond,  Mrs.  J.  H. 
Harkness,  Mrs.  S.  V. 
Hill,  Mrs.  P.  S. 
Kimball,   Ingalls 
Larsen,  Miss  I. 


Bayer,  Mrs.  E.  S. 
Bisset,  Mrs.  Thomas  B. 
Cutting,  Mrs.  W.  Bayard 
Davidge,  Mrs.  Wm.  H. 
Everett,  Mrs.  Leo 
Flexner,  Mrs.  A. 
Frelinhuysen,  Mrs.  G.  G. 
Gayley,  Mrs.  Henry  B. 
Gayley,  James 


Leask,  Mrs.  M. 

Lee,  Albert 

Lee,  Mrs.  Frederick  S. 

Livermore,  Mrs.  John  R. 

Lucinde,  Mrs. 

McFadden,  Mrs.  PhUlip  G. 

Marsh,   Mrs.  M.   E. 

Neumann,  Mrs.  L.  A. 

Nidiols,    Mrs.   G.    L. 

Parish,  Mrs.  Henry 

Perry,  Mrs.  J.  W. 

Pratt,  H.  L. 

Presby,  Frank  and  Company 

Rice,  Dr.  Hamilton 

Simpson,  J.  W. 

Snedberg,  Mrs.  A. 

Swift,  Mrs.  E.  E, 

Warren,  Mrs.  George  H. 

Whitehead,  Jliss  Julia 

Williams,  Mrs.  C.  P. 

Williams,  Mrs.  John  H. 

Wing.  L.  S. 

Wolff,  Mrs.  L.  S. 

Wolfolder,  William 


BOOKS. 


Goldman,  Mrs.  J. 

Hallbeck,  Axel  C. 

Lascoff,  Mrs.  J.  L. 

Livermore,  Mr.  and  Mrs.  John  R. 

Parsons,  Miss   LeBrun 

Prudential   Insurance  Company 

Rice,  Dr.  A.  H. 

Riggs,  B.  C. 

Thorne,  Mrs.  E.  M. 


FRUIT,   CAKE,   ETC. 

Church  of  the  Heavenly  Rest.    Oranges  and  Popcorn. 

Miss  A.  Brush,  Miss  Mable  Gallon,  Miss  Lippet,  Miss  Agnes  Mayer, 
Miss  Ellen  Pappzian,  Miss  Ida  Pfister,  Miss  Anna  Rauth,  Miss  E. 
Rauth,  Miss  Elizabeth  Rathler,  Rev.  Herbert  Shipman,  Miss  A.  Sie- 
boldt,  Howard  I.  Smullen,  Deaconess  Thompson,  Miss  Carrie  Wacker, 
Miss  Tessie  Wacker,  Miss  Mary  Williams,  Miss  Pauline  Wittenauer, 
and  Miss  Mammie  Zink. 

Delano,  Eugene.    Celery. 

Hoe,  Mrs.  Richard  M.    Candy,  jelly  and  preserves. 

Hearst,  Mrs.  William  R.     Ice  Cream. 

McMurtry,  Mrs.  George  G.     Candy  for  children. 

Moore,  R.  W.     Oranges. 

Tucker,  Mrs.  Carl.    Five  barrels  of  apples. 

Tuckermann,    Mrs.    Paul.     Three    dozen    oranges   weekly    for   Ward    Ten. 
Apples  for  all  wards. 

Wallerstein,  Mrs.  M,     Apples. 
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TOTS,  ETC.  FOR  CHILDREN'S  WARD. 

Bedell,  Mrs.  A.  M.    Toys. 

Bethany  Memorial  Reformed  Church.     Scrap  pictures. 

Charlton  School.     Valentines. 

Clark,  Children  of  Mrs.  Stephen.    Chickens  and  eggs  for  children. 

Co-operative  Buying  Company.    Toys. 

Cotton,  Mrs.  J.  P.     Toys  and  books. 

Dean.  Misses  Alice  and  Louise.    Rocking  horse  and  sea  shells. 

Dean,  Mrs.  P.  J.     I^rge  wooden  horse. 

Dickeman.  Mrs.  W.     Toys  and  books. 

Floyd,  Misses  Jennet  R.  and  Gwendolyn.     Scrap  books. 

Givenwilson,  Miss  Irene.     Books  and  toys, 

Harkness,   Mrs.   Edward   S.     Puzzles,   scrap  books,   toys  and  clothing  for 

children. 
Hearst.  Mrs.  William  R.     Books. 
Huse,  Miss  Aby  J.     Scrap  books. 
Larson,  Dr.  Henry  M.,  Jr.     Christmas  presents. 
Lernlein,  Miss  M.  B.     Fifty  dolls. 
Loewe,  Mrs.  M.     Scrap  books. 
McElheuy,  C.  B.  and  pupils.     Valentines. 
Martin,  John.     Copy  "John  Martin's  Book"  for  each  child. 
Public  School  No.  25,  Class  5B.     Scrap  books. 
Schieffelin,  Miss  Barbara.    Christmas  novelties. 
Scott.  Walter.    Easter  novelties. 
Spencer,  Melvin.    Toys. 
Sunshine   and   Junior    Band,    North    Presbyterian    Church.      Puzzles    and 

scrap  books. 
Tucker,  Nicholas  and  Luther.    Toys. 
Thomas.  A.,  Secretary,  City  Visiting  Committee.     Toys. 
Van  Pelt,  Mrs.  Wm.  J.    One  dozen  victrola  records  for  Children's  Ward. 
West  Park  Presbyterian  Church.     Scrap  book. 
Wiick,  Arthur  and  Teche  Thais.     Scrap  books. 
Work,  Miss  Marie.    Two  Christmas  stockings  and  game. 

MISCELLANEOUS. 

A  Friend.     One  comb,  button  hook,  shoe  horn  and  mirror. 

Astor,  Vincent.    Twenty-five  Christmas  dinners  and  fifty  chickens. 

Cameron,  Mrs.  W.  Scott.     Clothing. 

Cochran,  Miss.     Six  pairs  knitted  bed  slippers. 

Colfax.  A.  E.     Old  clothing  and  shoes. 

Colgate  Company.     Twenty-tive  pounds  talcum  powder. 

Conservation  Committee.     Venison  and  quails. 

Coogan,  Mrs.  J.  J.    Tracheotomy  tubes  and  other  useful  articles. 

Crimmins,  Thomas.     Receipted  bills  for  removing  rubbish  throughout  the 

year. 
Cushmans'  Sons.    Fifty  loaves  bread. 
Davidge,  Mrs.  M.  E.     Six  dozen  eggs. 
Deutsch,  Carl  J.     Fans. 
Dunham,  Mrs.  Edward.     Gatch  bed. 
Easton,  Mortimer.     Thirty  victrola  records. 
Edwards,  Miss  Harriet  L.     Wrappers  for  children. 
Fleischman  Bakery.     Seveuty-tive  loaves  of  bread. 
Franco-American  Ferment  Company.     Lactobacilline  products  throughout 

the  year, 
Franklin  Simon  Company.     Clothing. 
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MI  SCELLANEOUS— Conimwed 

Gregory,  Miss  Ruth.    Victrola  records. 

Harkness,  Mr.  and  Mrs.  Edward  S.  Eight  sets  of  "Wedgewood  china,  forty- 
four  breakfast  sets  and  one  hundred  and  sixty-seven  covers  for  hot 
water  plates,  fifteen  roof  coats,  Easter  presents,  puzzles  and  squabs 
for  ward  patients. 

Haskins  &  Sells.    Allowance  of  $236.25  from  bill  for  annual  audit. 

Haynes,  W.  deF.    Salmon. 

Hospital  Musical  Association.     Concert  in  all  wards  November  2nd,  1915. 

Jennings,  Walter  B.     Salmon. 

Kennedy,  Mrs.  John  S.  Thanksgiving  and  Christmas  dinners  for  patients 
and  household. 

Klmberly,  J,  B.     Oysters. 

Macy,  Mrs.  F.  H.,  Jr.    Sick  room  utensils. 

Metzger,  Mrs.  David.     Two  Christmas  trees. 

Pickhardt,  Dr.  Otto  C.     Victor  records. 

Rubenstein,  Mrs.     Victrola. 

Rothschild,  Baron.     Six  concert  tickets. 

St.  Thomas'  Employment  Society.    Sewing  and  heming  2906  pieces  of  linen. 

Schieffelin  &  Company.    Three  hundred  Christmas  cards. 

Spence  School.    Bottles. 

Sproule,  Kate  M.    Eggs. 

Straight,  Willard.     Cigarettes. 

Thorburn,  Mrs.    Twenty-four  pairs  booties  for  babies. 

Toye,  Edward  C.    Recital  on  Phonograph  in  all  wards. 

Tucker,    Mrs.    Carl.      Two   out-door    garments    and    scarfs   and   caps    for 

children. 
Tuckerman,  Mrs.  Paul.    Calendars  for  Ward  Ten. 
Van  Horn  and  Sawtell.    Digitalis  throughout  the  year. 
Van  Duzer,  Henry  S.    Library  table  and  two  Japanese  vases. 
Westcott,  Mrs.  R.  E.    Wheel  chair. 
Wicke,  Miss  L.    Fifteen  pairs  of  eye  glasses. 
Williams,  Stephen  G.     Two  tables  with  slate  tops. 
Wingfield  and  Taylor.    Four  hundred  and  fifty  loaves  of  bread. 
Women's  Industrial  Society.     Sewing  and  hemming  1,805  pieces  of  linen. 


THE  FOLLOWING  HAVE  GIVEN  PEESONAL  SEEYICE,  CUT 
FLOWEES  AND  EELIGIOUS  EEADING  MATTEE : 

Personal   service — visiting   the   sick,    Miss    H.    L.   Edwards,   Miss   WlLUs, 

Charles  J.  Ferrin. 
Personal   service — visiting  the  sick  weekly  for   ten  months — Mrs.   David 

McMunigle,  Miss  Harriet  Small,  Miss  G.  F.  Gale,  Mrs.  A.  B.  Conover, 

Miss  E.  E.  Lester,  Miss   E.  Atterbury,  and  their  associates,  through 

whom  the  following  donations  have  been  received  and  distributed  to 

the  patients  in  the  wards. 
Cockroft,  Miss  M.  T.     Cut  flowers  weekly  for  ten  months.     Ten  Dollars 

for  reading. 
Hauser,  John  W.,  through  Mrs.  David  McMunigle.    Cut  flowers  weekly  for 

nine  months. 
O'Neil,  Mrs.  Hugh  and  Mrs.  David  McMunigle.    Gospel  leaflets  weekly  for 

ten  months.  Christmas  and  Easter  cards  for  medical  and  surgical  men. 
Talcott,  Mrs.  James.  Twenty-five  dollars  for  flowers  and  geranium  leaves. 
Conover,  Mrs.  A.  B.    Leaflets. 
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THE    FOLLOWING    HAVE    FURNISHED    VOCAL    AND    IN- 
STRUMENTAL MUSIC  FOR  THE  SUNDAY  AND 
RELIGIOUS  SERVICES: 

INDIVIDUALS. 

Mrs.  C.  E.  Slides,  Miss  Eleanor  Wright. 

CHURCH  SOCIETIES. 

Young  Peoples  Society  of  the  Old  First  Presbyterian  Church  :  Mrs. 
Cushier,  Mrs.  F.  Sellars,  Misses  Cuslner,  Reed,  Cooley,  Elizabeth  Davis, 
Auna  Davis,  Minnie  Kahl,  Pansy  Fiske,  Anna  Aufinkolk,  Ida  Aufinkolk, 
Hall,  Dorothy  Ferrie,  Marie  Myerhofif.  Tillie  Lahl,  Emma  Lahl,  Tillie 
Carter,  Frances  LaPrest,  Ida  LaPrest.  Bessie  Wright,  Gladys  Pugh, 
Hazel  Kirk,  Katlierino  Leitcli.  Margret  Loudon,  Ellen  Carroll,  Anna 
Wheatley.  Beatrice  Sellars,  Frances  Sellars,  Messrs.  Blatner,  Shetshine, 
and  Muzzle. 

Choir  of  the  Second  Reformed  Presbyterian  Church  :  Misses  Florence 
Clark,  Maude  Madge,  Elizabeth  Quattlander,  Lillie  Franke,  Lucy 
Franke,  and  Messrs.  Alexander  Adams,  .Tohn  Quattlander,  Robert 
Jones,  John  Crawford,  Ralph  Ilinchman  and  A.  Coons. 

Young  People's  Society  of  Chelsea  Presbyterian  Church  :  Misses  Emily 
Dorsheimer,  Mamie  McGowan,  Bernice  Bell,  Frances  Reed,  Ellen  Web- 
ster, Edith  Outten.  Janie  Quinn,  Jeannette  Wilson,  Ethel  Pereira, 
Messrs.  Charles  Dorsheimer,  William  McCaughin,  Donald  Ross,  Donald 
Brownless,  Maurice  Yeiser,  Frank  Quinn,  Godfrey  Lindeberg,  Willard 
Strange,  Walter  Lawrence. 

Junior  Choir  and  Others  from  the  Cornell  Memorial  Methodist  Epis- 
copal Church  :  Mrs.  Martha  Hallwood,  leader.  Misses  Anna  Keuhne, 
Edna  Heintz,  Adeline  Meenen,  Cathei'ine  Polak,  Bertha  Millback, 
Lillian  Kimmer,  Juliette  Dattler,  Pauline  Nozesck.v,  Frances  Hornby, 
Amelia  Wallendorf.  Petilia  Smedile,  Emily  Bushkemper,  Margaret 
Kuehne,  Bertha  Albrecht,  Minnie  Dick,  Olga  Puschman.  Messrs.  John 
Toohey.  John  Hruby.  Andrew  Stender,  Arthur  Wallendorf,  Edward 
Wallendorf,  Warren  Bohn. 

Young  People's  Choir  of  the  Church  of  the  Heavenly  Rest  :  Misses 
E.  Walker,  A.  Hahnau,  E.  Rathlev,  A,  Rauth,  M.  Zinck,  A.  Brust,  A. 
Mayer,  E.  Graham,  E.  Papazian,  M.  Callan,  A.  Stuart,  Messrs.  J.  Rath- 
lev  and  H.  I.  Smullen. 

Washington  Heights  Octette  :  Mrs.  M.  J.  ShafFer.  Mrs,  Nelson,  Misses 
S.  Johnson.  Christobel  Baughmann,  Agnew  D.  Inglig.  Emma  Nickerson, 
and  Messrs.  Daniel  Gray,  C.  R.  McConkey.  M.  C.  Walker. 

Young  People's  Society  of  the  University  Place  Presbyterian  Church  : 
Mrs.  P.  Snyder,  Mrs.  G.  Poole,  Misses  A.  Hausman,  J.  Wheelen,  E. 
Pasconi,  F.  Schiever,  A.  Minet.  L.  Kleuischmidt,  R.  Adams,  A.  Snowdun, 
Messrs.  Fred  J.  Markert,  .L  J.  Robertson,  Peter  Snyder,  William  Pur- 
cell,  George  Scbnell.  Nicholas  J.  Russo,  W^llliam  Paulus,  George  Thomp- 
son, Boni  Lilgiback.  E.  Van  Duzen,  and  Rev.  Mr.  T.  G.  Speers. 

Young  Women's  Christian  Association  of  Teachers'  College  :  Misses 
Olive  Jagger,  Elsa  Erickson  Brush,  Blanche  Miller,  Lillian  Beaumont. 

Hospital  Choir  of  the  Baptist  Temple,  Brooklyn  :  Misses  Dorothy 
Brown.  Adnia  Davis.  Mabelle  Davis,  Mattie  Davis,  Irene  Hall,  Edith 
Hall,  Clara  Mear,  Ethyl  Martin,  Laura  Ossmann.  Elizabofh  Perrine, 
Charlotte  Taylor,  Mrs.  C.  Shreve,  and  Messrs.  F.  G,  Davis,  Fred  Dewitt, 
S.  E.  Dorsett,  David  Ergles.  W.  H.  Fnwcett,  J.  W.  Gould,  E.  A.  Ebel, 
Henry  Hausleiter,  D.  E.  Johnson,  Thomas  McDonald.  J.  G.  Miller, 
Edward  O.  Parker,  J.  W.  Reid,  Thomas  Swithenback,  C.  D.  Thomas, 
John  Tice,  Jr.,  S.  S.  Walker. 


EEPORT  OF  THE  DIRECTOR  OF  MEDICAL  SERVICE 

October  26,  1916. 

To  THE  BOAED  OE  MaNAGEES  OF  ThE  PeESBTTEEIAN  HOSPITAL. 

Gentlemen: — I  have  the  honor  to  submit  the  following  report 
from  the  Medical  Service: 

The  organization  of  the  medical  clinic  which  has  grown  rapidly 
during  the  last  year,  has  made  the  service  more  valuable  and  as  satis- 
factory as  could  be  expected  with  the  present  lack  of  space. 

The  arrangement  of  the  Medical  Service  under  the  supervision 
of  a  director,  who  is  Professor  of  the  Practice  of  Medicine  of  Colum- 
bia University,  has  made  it  possible  to  adopt  a  uniform  system  of 
routine  for  the  care  and  treatment  of  patients  which  facilitates  the 
work  of  the  attending  physicians  as  well  as  the  house  staff  and 
nursing  staff.  In  order  to  correlate  further  the  innumerable  details 
of  routine,  many  of  which  must  be  attended  to  with  the  utmost  nicety 
to  be  of  service,  a  committee  has  been  formed  consisting  of  one  mem- 
ber from  both  the  medical  and  the  surgical  visiting  staffs,  two  from  the 
dispensary  staff,  one  from  each  of  the  clinical  and  pathological  labo- 
ratory staffs,  and  four  members  from  the  house  staff.  Details  of  organ- 
ization are  referred  for  discussion  to  this  committee  which  later  reports 
for  action  at  a  meeting  of  the  entire  medical  staff  which  takes  place 
once  every  two  weeks.  As  the  work  of  the  clinic  grows,  however,  it 
becomes  more  and  more  obvious  that  the  many  details  cannot  be 
efficiently  cared  for  unless  there  are  permanent  resident  physicians 
who  may  constantly  be  on  duty  to  give  advice  to  the  house  staff.  Mat- 
ters of  major  importance  are  supervised  by  the  director  and  attending 
physicians,  but  without  permanent  residents  it  is  exceedingly  difficult 
to  be  sure  that  the  minutiae  which  at  first  sight  seem  unimportant, 
but  which  make  for  true  efficiency,  are  carried  out  with  proper 
exactness. 

One  important  result  of  studies  made  in  the  different  depart- 
ments of  the  clinic  has  been  the  adoption  by  the  entire  medical  service 
of  methods  of  treatment  or  of  diagnosis  based  upon  the  exact  and 
intensive  investigation  of  the  assistants  working  in  these  depart- 
ments. 

The  studies  of  Dr.  Swift  on  the  treatment  of  cerebro-spinal 
syphilis  has  resulted  in  such  special  training  of  the  house  staff  and 
nurses  that  an  improved  method  of  treatment  can  now  be  applied  to 
any  patient  in  the  medical  wards. 

The  specialized  work  in  the  Metabolism  Clinic  by  Dr.  Geyelin, 
assisted  by  Dr.  Peters,  has,  among  other  things,  allowed  of  the  adop- 
tion of  a  method  of  treatment  of  diabetes  by  the  entire  hospital  which 
has  been  surprisingly  encouraging  and  which  could  never  have  been 
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carried  out  so  accurately  and  effectively  except  for  the  careful  and 
intensive  work  which  was  done  in  this  special  department.  Other 
valuable  assistance  which  the  Metabolism  Clinic  has  given  has  been 
the  standardization  and  formulation  of  diets  which  when  once  devised 
are  readily  utilized  for  the  treatment  of  any  patient  in  the  medical 
wards.  The  growth  of  this  department  has  been  accommodated  now 
in  two  rooms  situated  near  the  pliysiological  laboratories  on  the  second 
floor  of  the  Hospital. 

In  the  physiological  laboratory  the  careful  work  of  Dr.  Hart  and 
Dr.  Strong  has  been  of  great  assistance  in  the  proper  care  and  treat- 
ment of  many  patients  suffering  from  heart  disease. 

Dr.  Peter's  work  in  chemistry  has  enabled  the  entire  hospital 
to  learn  a  method  of  prognosing  the  onset  of  acidemia  and  instituting 
treatment  of  this  dangerous  condition  before  actual  symptoms  are 
manifest.  The  bacteriological  studies  of  Dr.  Kinsella  have  given 
results  which  may  be  of  much  importance  in  diagnosis. 

During  the  summer  and  autumn  of  1916,  Professor  F.  P.  Gay, 
of  the  University  of  California,  and  his  assistants,  Miss  Stone  and 
Dr.  Alexander,  have  been  investigating  certain  problems  in  typhoid 
fever.  A  method  of  curative  and  prophylactic  vaccination  which  was 
devised  by  Professor  Gay  some  time  ago  has  been  the  subject  of  study 
by  him  and  his  assistants  and  the  medical  service  has  derived  much 
practical  benefit  and  has  found  great  stimulation  in  this  work. 

The  careful  instruction  of  the  clinical  clerks  and  supervision  of 
their  work  has  rendered  much  that  they  do  of  real  value  to  the  Hos- 
pital. This  year  an  increase  in  the  number  of  clinical  clerks  made 
it  necessary  that  Dr.  Kinsella  assist  Dr.  Strong  in  this  work. 

During  the  second  half  of  the  University  term,  students  of  the 
third  year  act  in  the  Dispensary  on  two  days  a  week  in  the  same 
capacity  as  the  clinical  clerks  in  the  wards  of  the  Hospital,  thus 
assisting  the  work  of  the  Out-Patient  Department. 

A  very  important  change  has  been  made  in  the  method  of  pre- 
serving and  filing  records,  and  for  the  first  time  a  uniform  and  single 
history  is  kept  for  each  patient  who  is  admitted  to  the  Hospital.  This 
innovation  has  been  of  inestimable  value  to  the  medical  service.  Since 
each  history  is  bound  separately  and  always  available,  the  same  record 
is  employed  on  every  readmission  of  the  patient  to  the  Hospital. 
In  the  medical  service  where  histories  and  records  are  often  of  great 
length  and  where  patients  frequently  return  for  observation  or  treat- 
ment, this  continuous  record  saves  an  enormous  amount  of  clerical 
work  and  reduces  considerably  the  total  bulk  of  the  records.  Most 
important,  however,  it  preserves  a  continuous  and  unbroken  record  of 
the  patient's  illnesses.  On  the  discharge  of  every  patient  from  the 
Medical  wards,  the  history  is  signed  not  only  by  a  member  of  the 
house  staff,  but  by  the  director  or  at  least  one  member  of  the  visiting 
staff.  The  centralization  of  all  the  records  in  one  room  has  left  the 
small  medical  record  room  adjacent  to  the  Janeway  Library  available 
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for  library  expansion,  and  by  using  this  space  the  crowded  condition 
of  the  Library  has  been  temporarily  relieved. 

During  the  summer  a  complete  follow-up  system  for  all  cases 
discharged  from  the  medical  wards  was  started  in  conjunction  with 
the  surgical  follow-up  work.  Each  case  on  leaving  the  Hospital  is 
given  a  date  for  reporting  to  the  Out-Patient  Department  either  for 
observation  and  treatment  or  for  an  end  result  observation.  On  return 
each  case  is  seen  by  the  iittending  Physician  from  the  ward  in  which 
the  patient  received  hospital  care  or  by  the  Physician-in- Chief  of  the 
Out-Patient  Department.  The  follow-up  notes  are  made  in  the 
patient's  unit  history  so  that  each  unit  history  contains  all  the  records 
of  each  patient  during  his  care  by  any  department  of  the  Hospital. 

It  is  too  early  for  any  statistical  report  on  this  work.  That  it  is 
of  very  great  importance  and  of  far-reaching  significance  is  already 
apparent.  It  is  equally  apparent  that  it  has  already  and  will  in  the 
future  raise  many  questions  of  record  room  organization  and  Out- 
Patient  Department  Service  which  are  not  pertinent  to  this  report 
at  the  present  time. 

During  the  summer  the  annex  of  the  children's  ward  was  used 
for  the  care  of  cases  of  poliomyelitis.  These  children  were  properly 
isolated,  and  the  fact  that  this  space,  though  small,  was  available 
at  a  time  when  hospital  care  was  greatly  needed  for  these  cases,  was 
important  evidence  that  the  hospital  is  prepared  to  do  everything  it 
can  for  the  good  of  the  public  in  an  emergency  of  this  sort. 

Aside  from  the  work  done  by  the  assistants  in  the  various  de- 
partments in  the  medical  service  which  has  been  immediately  and 
practically  applicable  to  the  routine  care  and  treatment  of  patients, 
other  investigations  have  been  in  progress,  and  during  the  winter 
the  Hospital  and  the  medical  department  of  the  University  will 
collect  the  reprints  of  all  publications  of  the  members  of  the  depart- 
ment and  send  them  to  various  institutions  and  individuals  through- 
out the  country. 

EespectfuUy  submitted, 

WAEFIELD  T.  LONGCOPE. 


REPORT  OF  DIRECTOR  OF  SURGICAL  SERVICE 

October  31,  1916. 
To  THE  Board  of  Managers  of  The  Presbyterian  Hospital, 

Gentlemen  : — I  have  the  honor  to  submit  the  following  report 
from  the  Surgical  Service: 

During  the  past  year  the  number  of  patients  treated  in  the  Sur- 
gical Department  of  the  Hospital  has  shown  a  marked  increase  over 
the  previous  year,  as  will  be  seen  by  the  statistics  of  the  "Follow 
Up"  report  submitted  below. 

In  my  last  annual  report  I  called  attention  to  the  "Follow  Up 
System"  which  is  being  carried  out  in  this  Hospital.  The  administra- 
tion of  this  department  during  the  past  year  has  called  for  a 
large  amount  of  extra  work  on  the  part  of  the  staff.  It  was  for- 
merly our  practice  to  instruct  patients  leaving  the  Hospital,  by 
means  of  a  printed  card,  to  return  on  a  definite  date  for  re-ex- 
amination. Until  July  27tli  of  this  year  these  return  days  were  limited 
to  Sundays.  At  first  two  and  finally  four  members  of  the  Assistant 
Surgical  Staff  reported  each  Sunday  morning  at  nine  o'clock  to 
examine  the  "Follow  Up"  cases,  and  make  notes  which  were  later 
appended  to  the  case  histories.  In  the  beginning  the  number  of 
return  cases  was  not  large,  and  was  easily  cared  for  by  two  Surgeons 
with  the  assistance  of  one  or  more  nurses.  Later  as  the  number  was 
increased  we  were  obliged  to  assign  four  members  of  the  Visiting 
Staff  to  examine  and  report  on  these  cases.  Toward  the  end  of  the 
year  the  numbers  increased  to  such  an  extent  that  it  was  found 
impossible  to  limit  return  cases  to  one  day  each  week.  It  was  then 
decided  to  have  cases  return  on  certain  week  days,  Monday,  Tuesday, 
Thursday  and  Friday,  and  only  those  who  could  not  return  during 
the  week  were  instructed  to  return  on  Sunday.  Later  it  was  found 
necessary  to  add  Wednesday  and  Saturday,  so  that  at  present  the 
"Follow  Up"  cases  return  every  day  in  the  week,  being  examined  in 
the  Out-Patient  Department  on  Mondays  and  Tuesdays  by  Dr.  Mc- 
Williams,  Thursdays  and  Fridays  by  Dr.  Hawkes,  Saturdays  by  Dr. 
Eliot  for  two-thirds  of  the  year.  Dr.  Lambert  for  one-third  of  the 
year.  On  Wednesdays  the  cases  are  examined  by  the  Director  for 
two-thirds  of  the  year,  and  by  Dr.  Lambert  for  one-third.  On  Sun- 
days as  the  numbers  still  continue  large,  three  men  are  assigned  to 
the  work,  once  every  three  weeks,  thus:  Dr.  Eliot,  Dr.  Whipple  and 
Dr.  Vaughan  examine  one  Sunday;  Dr.  Lambert,  Dr.  Auchincloss 
and  Dr.  Burnap  one  Sunday;  Dr.  Brewer,  Dr.  Corscaden  and  Dr. 
Jameson  one  Sunday.  During  the  past  few  weeks  the  average  number 
appearing  at  the  clinic  on  week  days  is  from  fifteen  to  forty-five, 
and  the  last  Sunday  examination  day  one  hundred  and  twenty-seven 
reported. 
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It  will  thus  be  seen  that  the  "Follow  Up"  System  has  added 
much  to  the  duties  of  the  Attending  Staff,  but  we  feel  that  the 
advantage  of  this  plan  of  following  our  cases  and  obtaining  accurate 
end  results  of  our  operative  work,  adds  much  to  the  value  of  our 
records,  and  is  of  such  decided  advantage  to  the  patients  that  the 
entire  staff  have  gladly  consented  to  the  additional  work. 

The  following  statistics  will  show  the  general  results  of  our 
"Follow  Up"  plan  during  the  past  year: 

Total  number  of  cases  receiving  cards  when  leaving  the  Hos- 
pital, asking  them  to  return  for  examination   (including 

every  surgical  case  discharged  from  the  Hospital) 3,234 

Total  number  of  letters  written  to  patients  not  returning  in 

accordance  with  instructions  on  card 2,145 

Subsequent  letters  sent  in  answer  to  inquiries  from  patients, 

doctors  and  relatives  of  patients 744 

Total  number  of  patients  appearing  for  examination  at  Hos- 
pital in  response  to  cards  given  in  wards 1,069 

Total  number  returning  as  result  of  letter 665 

Total  number  of  cases  to  Social  Service  Nurse 1,124 

Total  number  of  returns  from  Nurse's  Visits 556 

Total  number  of  patients  personally  appearing  for  examination 
at  Hospital  in  response  to  cards  given  in  wards,  letters 

and  visits  made  by  "Follow  Up  Nurse" 2,280 

Medical   information   obtained   from   patients   by   letter   and 

through  Follow  Up  Nurse 158 

Information  regarding  patients  obtained  by  letter  and  through 

"Follow  Up  Nurse" 330 

Cases  not  found  by  "Follow  Up  Nurse". 173 

Last  year  as  the  Out-Patieut  Department  was  supplied  with  an 
adequate  number  of  regular  assistants,  we  discontinued  the  regular 
attendance  of  the  three  First  Assistant  Surgeons.  Shortly  after  this, 
however,  owing  to  several  resignations,  it  was  evident  that  our  Out- 
Patient  service  was  crippled.  Although  we  had  in  proportion  a  larger 
number  of  men  than  at  many  other  out-patient  clinics,  we  found  ours 
shorthanded,  in  attempting  to  give  the  same  type  of  care  and  treat- 
ment we  had  been  giving  in  the  past  to  our  patients.  We  have,  there- 
fore, resumed  our  plan  of  having  the  First  Assistants  take  part  in 
the  Out-Patient  work,  and  whenever  possible  during  the  morning 
hours,  when  not  employed  in  teaching,  our  First  Assistants  render 
valuable  service  in  the  clinic.  Our  present  plan  is  to  have  one 
member  of  the  senior  staff  (Director,  Attending,  or  Associate  Surgeon) 
on  hand  every  day  in  the  Out-Patient  Department  clinic,  examine 
the  return  cases,  and  act  as  consultant  to  the  regular  Out-Patient 
Staff.  This  relieves  the  regular  Out-Patient  Staff  from  the  duty, 
during  the  week  days,  of  examining  "Follow  Up"  cases,  and  will 
enable  them  to  devote  their  time  exclusively  to  the  care  of  the  regular 
Dispensary  patients. 
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It  will  thus  be  seen  that  while  we  are  still  keeping  up  our 
standards  of  Out-Patient  Service  and  Follow  Up  plan,  it  is  being 
accomplished  only  by  an  unusual  amount  of  devotion  and  personal 
service  on  the  part  of  all  of  our  Visiting  Staff.  It  is  our  opinion 
that  in  order  to  continue  this  work,  which  is  sure  to  increase  in 
volume,  it  will  be  necessary  for  us  to  employ  two  or  more  salaried 
assistants  and  an  equal  number  of  nurses.  For  this  we  believe  a 
fund,  yielding  an  interest  of  not  less  than  $1,5U0  a  year,  should  be 
established  to  prevent  the  possibility  of  this  work  being  neglected 
in  the  future. 

During  the  past  year  we  have  continued  to  send  members  of  the 
Visiting,  and  in  some  instances,  members  of  the  House  Staff,  to  other 
institutions  for  study,  their  expenses  being  defrayed  by  a  special  fund 
contributed  by  the  Surgical  Department  of  the  University.  Visits  have 
been  made  to  the  Harvard  Medical  School  and  Peter  Bent  Brigham 
Hospital,  Boston ;  Montreal  General  and  lloyal  Victoria  Hospitals, 
Montreal;  Lakeside  Hospital,  Cleveland;  Mercy,  Augustina  and 
Presbyterian  Hospitals,  Chicago;  Mayo  Clinic,  Rochester;  Washing- 
ton University  Hospital,  St.  Louis;  Johns  Hopkins  Hospital,  Balti- 
more, and  a  number  of  other  institutions. 

Interesting  reports  have  been  submitted  by  those  making  these 
visits,  including  valuable  suggestions  in  Hospital  management, 
operating  technique,  methods  of  teaching,  laboratory  and  X-ray  plants, 
general  administration  and  record  systems. 

Through  the  generosity  of  a  friend  of  the  Hospital,  who  read  in 
last  year's  report  an  article  of  this  plan  of  staff  education,  the  sum 
of  $500  was  given  for  this  purpose  of  continuing  these  educational 
visits,  after  the  original  fund  had  been  expended.  This  will  enable  us 
to  continue  until  the  end  of  the  Hospital  year  (July  1st,  1917).  It  is 
earnestly  hoped  that  some  one  interested  in  this  type  of  post-graduate 
medical  education  will  donate  a  fund,,  the  interest  of  which  will 
enable  us  to  establish  this  plan  on  a  permanent  basis. 

During  the  winter,  in  order  to  improve  our  operative  results  by 
more  accurate  methods  and  improved  operative  technique,  a  thorough 
investigation  was  made  including  a  bacteriological  examination  of 
all  material  employed  in  the  operating  room,  the  hands  of  the  nurses 
and  members  of  the  staff.  Without  going  into  details  of  the  results 
of  the  investigation,  it  was  decided  that  several  important  changes 
should  be  made  in  the  operating  room  arrangements.  The  most 
important  of  these  consisted  in  providing  two  fully  equipped  operating 
rooms  and  two  separate  staffs  of  nurses  and  orderlies,  so  that  both 
surgical  divisions  could  operate  at  the  same  time  during  the  morning 
hours.  This  would  relieve  the  nursing  staff  from  the  necessity  of  con- 
stantly operating  in  the  afternoon,  and  enable  them  to  give  more  time 
to  the  sterilization  of  dressings  and  materials,  not  only  for  use  in 
the  operating  room,  but  for  the  ward  service. 

In  order  to  accomplish  this  it  was  necessary  to  make  several 
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changes  in  the  operating  pavilion,  by  which  more  room  could  be 
given  to  the  nursing  staff.  This  was  presented  to  the  Executive  Com- 
mittee of  the  Board  of  Managers;  and  as  a  result  of  their  generous 
co-operation,  a  new  building  for  Surgical  Pathology  was  erected 
adjacent  to  the  operating  room,  and  a  new  room  for  Cystoscopy  in 
the  main  building  near  the  X-ray  plant,  new  instruments  provided  and 
arrangements  made  for  an  increased  staff  of  nurses  and  orderlies. 
As  a  result  we  have  inaugurated  the  plan  of  having  all  routine  opera- 
tions performed  in  the  morning ;  only  emergency  work,  special  clinics, 
and  in  rare  cases  private  patients  to  be  operated  upon  in  the  after- 
noon. 

As  a  result  of  a  special  research  fund  contributed  to  the  Surgical 
Department  of  Columbia  by  Mrs.  E.  H.  Harriman,  we  are  at  present 
conducting  a  clinical  and  bacteriological  inquiry  into  the  causes, 
general  behavior  and  treatment  of  post-operative  pneumonia.  The 
problem  is  an  important  one,  and  has  been  the  object  of  a  vast 
amount  of  study  and  investigation,  but  as  yet  no  definite  agreement 
has  been  reached  in  regard  to  its  etiology  or  the  measures  to  be 
taken  for  its  prevention  or  cure. 

The  reason  for  this  failure  to  throw  any  light  upon  so  import- 
ant a  subject,  in  our  opinion,  is  that  in  no  previous  investigation 
has  the  subject  been  considered  exhaustively  by  both  clinical  and 
bacteriological  observations.  Our  present  investigation  has  been  going 
on  since  the  winter  of  1914-1915,  and  has  already  solved  some  of  the 
many  difficult  questions.  We  earnestly  hope  within  a  year  or  at 
least  two  to  be  able  to  make  a  definite  contribution  on  this  highly 
important  topic. 

GEOEGE  EMERSON  BEEWEE,  M.D., 

Director  of  the  Surgical  Service. 


REPORT  OF  THE  DIRECTOR  OF  THE  PATHOLOGICAL 

SERVICE. 

Gentlemen  : 

I  have  the  honor  to  submit  the  following  report  from  the  Patho- 
logical Service  of  the  Hospital  for  the  year  ending  September  1,  1916. 
It  may  well  be  divided  into  three  parts,  that  concerning  the  Patho- 
logical laboratory,  that  of  the  Bacteriological  and  Serological  labora- 
tory and  that  from  the  laboratory  of  Surgical  Pathology. 

Since  the  appointment  of  Dr.  Zinsser  as  Bacteriologist  to  the 
Hospital  there  has  been,  as  the  report  will  show,  new  activity  and  an 
increase  in  the  staff  of  the  Bacteriological  laboratory.  The  old  quar- 
ters of  the  laboratory  of  Surgical  Pathology  have  been  replaced  by  a 
new  building,  with  modern  equipment,  and  work  there  is  carried  on 
now  under  far  more  favorable  conditions.  The  Pathological  labora- 
tory has  become  far  too  small  for  the  number  of  workers  there,,  especi- 
ally when  the  numerous  new  courses  given  tlierc  to  tlic  students  of  the 
College  are  taken  into  consideration.  This  is  equally  true  of  the  Bac- 
teriological laboratory,  where  all  the  work  is  crowded  into  one  small 
room.  The  cramped  conditions  are  particularly  felt  in  the  space 
allotted  to  the  housing  of  animals,  which  is  quite  inadequate. 

THE  PATHOLOGICAL  LABORATORY. 

The  work  of  this  laboratory  falls  into  three  parts,  of  which  the 
first  comprises  the  routine  performance  and  study  of  autopsies,  and 
the  maintenance  of  exact  records ;  the  second  the  prosecution  of  vari- 
ous investigations;  and  the  third  the  teaching  of  students  in  gross 
and  microscopic  pathology  in  connection  with  the  autopsies  and  in 
other  more  special  pathological  subjects. 

The  staff,  which  consists  of  the  director,  two  assistant  visiting 
pathologists  and  the  resident  and  assistant  resident  pathologists,  was 
changed  at  the  end  of  the  year  by  the  resignation  of  Dr.  F.  A.  Evans 
and  the  appointment  of  Dr.  J.  H.  Mueller  to  take  his  place  as  as- 
sistant resident.  Neither  of  these  residents  actually  lives  in  the  hos- 
pital, and  it  may  be  suggested  that  it  would  be  greatly  to  the  interest 
of  the  hospital  if  one  man  could  be  actually  resident. 

In  addition  to  the  regular  staff  several  volunteer  assistants  have 
worked  throughout  the  year  in  the  laboratory,  and  one  Junior  assistant 
sent  from  the  Department  of  Pathology  in  the  College  of  Physicians 
and  Surgeons  has  been  constantly  engaged  there,  partly  in  routine 
work  and  partly  in  the  prosecution  of  some  investigation.  Dr.  F.  H. 
Redwood  and  Dr.  Langman  were  voluntary  assistants  during  this 
year,  and  Drs.  B.  R.  Allison  and  W.  B.  Blanton  filled  the  positions 
of  Junior  Assistant. 
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In  the  routine  performance  of  autopsies  an  encouraging  advance 
was  made  in  the  number  of  autopsies  obtained,  as  is  shown  by  the 
following  table: 

1916       1915       1911 

Autopsies  performed  in  the  Hospital 123  98        81 

Autopsies  performed  outside  Hospital 22  2 

Deaths  in  Hospital 300        266       398 

Per  cent,  of  autopsies  obtained 41  36        20.4 

Miscellaneous  pathological  specimens  examined 67  40 

Total  number  of  microscopical  slides  prepared 5,300     3,290 

Museum  specimens  added 522         312 

This  increase  since  1910  in  the  percenta,2:e  of  autopsies  performed 
(20.9  in  1910,  41.5  in  1916),  is  really  very  creditable,  since  it  is  due, 
as  has  been  pointed  out  in  previous  reports,  to  the  increased  interest  of 
the  House  Staff  of  the  Hospital  and  their  enthusiastic  efforts  to  study 
their  cases  as  thoroughly  as  possible.  It  is  only  fair  to  call  attention 
to  the  fact  that  the  percentage  of  autopsies  obtained  on  the  medical 
division  during  the  year  was  50,  that  on  the  surgical  division  27.5. 

The  autopsies  performed  outside  the  hospital  were  chiefly  on 
cases  of  infantile  paralysis,  but  there  were  others  which  were  requested 
by  private  physicians  or  by  members  of  the  visiting  staff,  who  had 
maintained  their  interest  in  cases  which  had  left  the  hospital  and 
died  outside.  It  seems  desirable  to  extend  this  practice  as  much  as 
possible,  not  only  for  its  educational  value  to  the  general  practi- 
tioner but  also  in  order  to  make  as  complete  as  possible  our  records 
of  the  patients  whose  cases  have  been  studied  in  the  hospital. 

In  this  routine  work,  both  in  the  case  of  the  autopsies  them- 
selves and  in  that  of  the  excised  tissues  sent  from  the  medical  wards 
for  diagnosis,  the  records  are  made  with  great  care  and  completeness, 
and  are  frequently  illustrated  by  photographs  and  drawings.  All  the 
materials  for  gross  and  microscopical  study  are  stored  in  such  a  way 
that  future  more  detailed  studies  of  series  of  cases  are  made  possible. 

Investigation  of  various  problems  has  been  carried  on  during  the 
year  and  may  be  most  clearly  shown  by  a  list  of  the  titles  of  papers 
published  from  the  laboratory  in  various  journals.  These  will  be  in- 
cluded in  the  Annual  Eeport  of  The  Presbyterian  Hospital. 

The  cultivation  of  human  tissues  in  vitro,  with  particular  atten- 
tion to  improvements  in  technique,  and  the  application  of  the  method 
in  a  study  of  the  comparative  resistance  of  human  tissues  and  bacteria 
to  various  antiseptics. — By  Dr.  E.  A.  Lambert. 

Chronic  passive  congestion  of  the  liver. — By  Drs.  Allison  and 
Lambert. 

Origin  of  the  mononuclear  cells  of  the  blood  and  tissues.  En- 
largement of  the  spleen  in  acute  infections — By  Dr.  Evans. 

Cytology  of  the  exudate  in  early  stages  of  experimental  pneu- 
monia.— By  Dr.  F.  A.  Evans. 

Limitations  to  the  cultivation  of  mammalian  tissues  in  vitro. — By 
K.  A.  Lambert. 
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A  case  of  Gaucher's  Splenomegaly  in  a  child. — By  F.  A.  Evans. 

In  addition  to  these  investigations  several  interesting  cases  oc- 
curring in  the  autopsy  service  were  the  subjects  of  special  study  and 
report,  and,  as  mentioned  above,  tlie  material  collected  from  twelve 
cases  of  infantile  paralysis  is  being  carefully  studied  by  Dr.  Blanton. 

Another  study  by  Dr.  Langman  on  myocarditis  gives  promise  of 
very  interesting  results. 

The  increasing  amount  of  teaching  done  in  the  department  has 
been  emphasized  in  previous  reports.  A  brief  outline  of  the  courses 
given  during  the  past  year  will  serve  to  indicate  the  importance  of 
this  part  of  the  department's  work. 

The  required  courses  given  were: 

Gross  pathology,  autopsy  demonstrations. 

Clinico-pathological  conference  (in  conjunction  with  the  Medical 
Department). 

Elective  courses  were  as  follows: 

Pathology  of  certain  common  diseases — Kidney  and  cardio-vas- 
cular  system.    Drs.  Lamb  and  Pappenheimer. 

Gynecological  Patholog}'.    Dr.  R.  A.  Lambert. 

Microscopic  study  of  autopsy  material.  Drs.  Mackenzie,  Coulter, 
Evans  and  Mueller. 

For  the  course  last  mentioned  the  number  of  students  applying 
was  so  large  that  four  sections  had  to  be  arranged,  and  it  was  neces- 
sary, on  account  of  the  limited  space  in  the  laboratory  for  teaching 
purposes,  to  utilize  other  parts  of  the  hospital. 

BACTERIOLOGICAL  LABORATORY. 

Additional  technical  aid  was  procured  after  the  establishment 
of  the  pneumococcus  investigation  fund.  It  was  deemed  best  to  secure 
an  additional  assistant  for  the  less  complicated  technical  work,  thus 
freeing  Miss  Olmstead  for  the  pneumococcus  research  instead  of  en- 
gaging a  special  research  assistant.  Considerable  headway  has  been 
made  by  this  plan  and  the  preliminary  report  on  the  Classification  of 
Group  IV.  Pneumococci  is  now  being  prepared  for  publication. 

The  work  of  the  bacteriological  division  is  constantly  increasing 
in  volume  and  it  is  desirable  that  the  present  force  of  workers  in 
the  laboratory  be  maintained  as  it  is  now  organized  even  after  the 
pneumococcus  fund  has  expired.  Before  this  organization  was  com- 
pleted no  research  work  could  be  undertaken  in  the  division  of  bac- 
teriolog}'  because  the  time  of  the  workers  was  taken  up  with  routine 
work  which  w^as  rePatively  unimportant. 

The  following  table  represents  the  number  of  examinations  made 
in  the  labortary  this  year: 
Wasskrman  Test:  1916  1915 

Spinal  Fluid  392 

Blood 3.095 

Total  3,487  2,179 


eepoet  of  the  pathological  seevice  67 

Total  Foewaed   3,487  2,179 

MiSCILLAKEOUS  : 

Blood  Cultures  817 

Complement  Fixation   161 

Widal  245 

Isolysins    200 

Throat  Cultures   806 

Sputum : 

Pneumococci-ante-operative    643 

Routine   345 

Miscellaneous    T2 

Stools :    For — 

BacUlus  Typhosus 151 

Miscellaneous   49 

Urine :     For — 

BacUlus  Typhosus 131 

Miscellaneous    97 

Gonococcus  Smears 563 

Miscellaneous  Smears  882 

Miscellaneous  Cultures   1,153 

Milk,  bacterial  count  312 

Vaccines  prepared 27 

Guinea  pig  inoculations 71 

Total  6,725  4,591 

Total  Numbee  of  Examinations 10,212  6,770 

The  Hospital  laboratory  throughout  the  year  has  been  in  con- 
stant communication  with  the  Department  of  Bacteriology  of  the 
Medical  School.  Many  examinations,  such  as  stool  isolations,  gland 
cultures,  etc.,  have  been  sent  to  the  Department  of  Bacteriology  at 
P.  &  S.  and  there  has  been  constant  co-operation  maintained  by  mes- 
senger service  and  telephone.  The  workers  of  the  division  have  at- 
tended the  Department  of  Bacteriology  seminars  and  there  has  been 
close  contact  between  the  work  in  the  two  laboratories.  Advanced 
students  from  the  Department  of  Bacteriology  have  on  occasion 
been  sent  to  The  Presbyterian  Hospital  laboratory  to  help  out  with 
the  work  and  some  of  the  students  worked  there  for  as  long  as  half 
a  day  for  prolonged  periods.  It  is  our  hope  that  gradually  we  will  be 
able  to  add  to  the  efficiency  of  the  Hospital  laboratory  and  also  to  the 
teaching  facilities  of  the  department  by  sending  volunteer  workers  to 
do  routine  with  Miss  Olmstead  at  the  Hospital  laboratory.  There  are 
each  year  a  considerable  number  of  advanced  students  in  bacteriology 
or  candidates  for  higher  degrees  who  are  looking  for  practical  work 
or  the  opportunity  to  carry  out  research  work  on  practical  hospital 
problems.  It  will  be  possible  and  useful  for  both  institutions  in  the 
future  to  have  special  problems  of  interest  to  the  attending  staff  or 
useful  for  hospital  management  in  general,  such  as  sterilization 
methods,  stool  disinfection,  etc.,  undertaken  by  special  students  as- 
signed from  the  Department  of  Bacteriology  to  hospital  work.  In  this 
way  Complement  Fixation  Tests  on  tuberculosis  cases  have  been  done 
in  the  coUege  laboratory  for  the  Hospital  for  some  time  and  it  will 
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always  be  possible  to  attach  one  or  more  of  the  graduate  students  for 
the  special  service  of  any  particular  medical  or  surgical  division  of 
the  Hospital  that  requires  bacteriological  services. 

Our  dilliculties  during  the  preceding  year  have  been  due  to  the 
insufficient  number  of  workers  for  the  constantly  increasing  amount 
of  work.  This  difficulty,  however,  has  been  overcome  by  securing  ad- 
ditional help.  The  present  urgent  needs  of  the  bacteriological  labora- 
tory are  the  provision  of  more  adequate  animal  quarters  and  more 
space  for  the  laboratory  workers.  At  present  four  workers  and  a 
helper  are  working  in  one  room. 

The  research  work  for  the  coming  year  as  far  as  it  can  be  fore- 
told at  present  will  consist  in  tlie  continuation  of  the  pncuraococcus 
studies,  work  upon  anaerobic  blood  cultures,  studies  of  which  have 
already  been  started,  and  a  systematic  study  of  cat-gut  sterilization, 
since  this  seems  to  be  a  problem  calling  for  further  bacteriological 
work. 

SURGICAL  PATHOLOGY 

1916         1915     1910-11 

Specimens  examined    1,301       1,325         1,245 

Museum  specimens  added 60  75  

Microscopic  slides  prepared 2,200       2,500  .... 

During  the  past  year  a  new  and  commodious  laboratory  building 
has  been  provided  for  the  exclusive  use  of  the  Surgical  Department, 
lliis  building  contains  two  floors.  The  upper  is  subdivided  into 
three  rooms.  There  is  a  central  room  where  the  specimens  are  re- 
corded and  numbered  and  microscopic  sections  are  prepared.  A 
second  room  is  for  the  recording  clerk,  who  typewrites  the  reports 
and  at  once  posts  a  copy  with  the  history  in  the  ward.  In  this  way 
much  earlier  reports  are  forthcoming  than  in  the  past.  This  room 
is  also  used  for  the  filing  of  microscopic  slides,  the  diagnosis  file  and 
copies  of  the  completed  reports.  A  third  room  is  used  for  the  mount- 
ing of  museum  specimens  and  as  a  dark  room  for  the  exhibition  and 
study  of  slides.  This  is  to  be  used  for  student  instruction  when  the 
apparatus  is  provided.  The  ground  floor  is  a  museum,  class  and 
photographic  room.  Here  the  specimens  have  been  grouped  for  the 
use  of  the  students  and  staff.  This  museum  has  greatly  facilitated 
the  teaching  of  Surgical  Pathology  in  conjunction  with  the  clinical 
instruction  in  Surgery.  This  is  a  valuable  adjunct  to  the  Surgical 
service  of  the  hospital. 

The  propinquity  of  the  laboratory  with  the  operating  room  has 
tended  to  better  reports  and  preservation  of  specimens. 

The  acquisition  of  a  full-time  stenographer  has  facilitated  the 
making  of  reports  and  otherwise  increased  the  efficiency  of  the  labora- 
tory. The  diagnosis  catalogue  has  been  thoroughly  revised  and 
"follow-up"  work  begun  in  connection  with  certain  groups  of  inter- 
esting cases. 

W.  Ct.  MacCALLUM,  M.D., 
Director  of  Pathological  Service. 
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Eepokt  of  the  Eegistrar 


October  1,  1916. 

To  THE  BOAED  OE  MANAGERS  OF  ThE  PrESBYTERIAN  HOSPITAL. 

Gentlemen: — The  report  of  the  Out-Patient  Department  for 
the  year  ending  September  30th,  1916,  is  herewith  submitted.  There 
have  been  11,995  new  patients  admitted  to  the  benefits  of  the  Out- 
Patient  Department.  Adding  the  4,744  remaining  from  last  year 
to  these,  it  shows  that  16,739  people  received  treatment  during  the 
year.  They  made  76,428  visits;  64,395  payments  were  made;  12,033 
were  treated  free  and  212  were  vaccinated. 

The  following  will  show  the  birthplaces  of  new  patients  treated : 


Africa  . . . 
Armenia 
Asia   .... 
Australia 


2 

13 

2 

7 


Austria    513 

Bavaria 1 

Belgium   12 

Bohemia    224 

Bulgaria    1 

Canada    43 

China    7 

Cuba    9 

Denmark 24 

Egypt    2 

England    218 


Finland    56 

France    41 

Germany    499 

Greece 92 

Holland    7 

Hungary 418 

India    3 

Ireland    1,424 

Italy   522 

Japan   11 

Mexico    1 

Newfoundland    ....  5 

New  York  City 5,060 

Norway    27 

Persia    2 


Poland    39 

Porto  Rico  21 

Portugal    2 

Roumania    48 

Russia   605 

Scotland    63 

South  America    ...  28 

Spain    6 

Sweden    120 

Switzerland   35 

Syria    2 

Turkey   39 

United  States   1,556 

Wales   5 

West  Indies 180 


Their  occupations  were  as  follows : 


Actors    9 

Artists    10 

Bakers    29 

Barbers    29 

Barkeepers    40 

Blacksmiths    14 

Bookbinders    10 

Bosmakers    7 

Brewers    3 

Bricklayers    27 

Butchers    55 

Buttonmakers   ....  8 

Cabinetmakers    ...  14 

Carpenters   86 

Carriagemakers   ...  5 

Chauffeurs    105 

Cigarmakers    99 

Clergymen    6 

Clerks    723 

Coal  Dealers   9 


Conductors 25 

Dairymen   5 

Domestics    1,565 

Dressmakers    86 

Drivers    155 

Electricians    59 

Elevator   men 88 

Embroiderers    13 

Engineers    39 

Engravers    3 

Factory    hands 409 

Farmers  4 

Firemen    46 

Fishmen    6 

Housewives    1,853 

Infants,  etc.  . . 1,574 

Ironworkers    58 

Janitors   Ill 

Laborers   549 

Lithographers    5 


Machinists 119 

Mechanics     66 

MUliners    14 

Motormen    35 

Musicians   12 

Newsdealers    9 

Nurses    27 

Office  boys 31 

Painters    87 

Peddlers    25 

Photographers  ....  5 

Pianomakers    13 

Plasterers    17 

Plumbers   62 

Porters  143 

Printers    34 

Railroad  men  28 

Sailors 12 

Salesmen  and  sales- 
women      121 
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School  children. 
Shoemakers   . . . 


.1,552   Tailors   64   Unemployed  1,303 


25    Teachers    20    Upholsterers 


Stablemen    13    Telegraph  operators 

Stoneworkers    15   Telephone  operators  34    Wheelwrights 

Students   81    Tinsmiths    29   Woodworkers 

Undertakers 2 


Watchmen    35 

2 
6 


The  Pharmacist  compounded  50,061  prescriptions;  35,543 
dressings  were  applied  by  surgeons.  The  table  of  occupations  will 
give  a  very  good  idea  as  to  the  class  of  people  seeking  charitable  relief. 
The  receipts  for  the  year  amounted  to  $9,131.88.  The  daily  average 
number  of  patients  was  209. 

Thanks  are  due  to  all  of  those,  professional  or  otherwise,  who 

rendered  service  in  the  Out-Patient  Department  for  the  successful 

work  of  the  year.  -r,  , ,  n        u    -ii.  j 

-'  Respectfully  submitted, 

GEORGE  B.  LANDERS,  M.D., 

Registrar. 

REPORT  OF  THE  PHYSICIAN-IN-CHIEF  AND 
SURGEON-IN-CHIEF 

October  1,  1916. 

To  THE  Board  of  Managers  of  The  Presbyterian  Hospital. 

Gentlemen  : — We  have  the  honor  of  submitting  the  following 
report  from  the  Out-Patient  Department  for  the  year  ending  Sep- 
tember 30,  1916. 

The  appended  table  shows,  as  usual,  the  number  of  new  patients 
admitted  to  the  department  during  the  year. 
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October,  1915 

62 

22 

529 

140 

22 

61 

323 

1159 

November 

61 

16 

450 

126 

14 

53 

316 

1026 

December 

40 

11 

396 

84 

13 

31 

259 

834 

January,  1916 

65 

19 

438 

115 

35 

52 

3H4 

1088 

February  

42 

11 

428 

61 

36 

36 

297 

911 

March 

56 

20 

449 

107 

34 

45 

311 

1022 

April 

48 

14 

461 

121 

23 

44 

338 

1049 

May 

58 

18 

438 

169 

38 

38 

343 

1102 

June 

64 

63 

21 
8 

466 
499 

108 

77 

19 

41 

35 
36 

323 
268 

1036 

July 

992 

August 

57 

15 

490 

68 

18 

42 

243 

933 

September.  

45 

16 

403 

136 

27 

27 

189 

843 

Total 

651 

191 

6,447 

1,312 

320 

500 

3,574 

11,995 
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Admission  of  Cases  to  the  Hospital, 

The  system  of  checking  up  the  admissions  of  patients  to  the 
Hospital,  from  the  Out-Patient  Department,  begun  two  years  ago, 
was  continued  during  the  past  year  with  the  following  results: 

Total  number  of  Medical  Cases  admitted 348 

Entered  the  Hospital 326 

Failed  to  enter  the  Hospital 22 

Of  the  348  cases  seen  in  the  Out-Patient  Department  who  were 
considered  to  be  in  need  of  Hospital  care,  93.7%  actually  entered 
the  wards. 

Of  the  remaining  23.  9  were  not  admitted  owing  to  lack  of  room. 
They  either  went  to  other  hospitals,  to  the  country  or  changed  their 
minds.  Thirteen  promised  to  return.  They  were  followed  by  the 
Social  Service  Department  and  gave  various  reasons  for  not  return- 
ing, such  as  improvement  in  their  condition,  fear  of  entering  hospital, 
financial  inability  and  simply  that  they  didn't  wish  to  come  in. 

It  must  be  remembered  that  it  is  our  constant  aim  to  watch 
and  care  for  really  ill  patients  as  carefully  as  possible  so  as  to  prevent 
the  necessity  of  hospital  care.  And  we  feel  that  we  have  succeeded  in 
this  to  some  extent. 

Total  number  of  Surgical  Cases  admitted 447 

Entered  the  Hospital 341 

Failed  to  enter  the  Hospital 106 

In  this  department  76.3%  of  the  cases  admitted  actually  entered 
the  wards.  Of  the  106  who  did  not  come  in,  60,  or  56.6%,  were 
refused  admission  on  account  of  lack  of  room.  Forty  were  deterred 
by  fear  of  operation.  The  remaining  6  gave  various  reasons  for  not 
coming  in. 

Follow-Up  Woek. 

During  the  summer  a  very  important  change  has  gone  into  effect, 
one,  the  ultimate  results  of  which  can  scarcely  be  seen  or  gauged  at 
the  present  time,  but  bound  to  be  of  far-reaching  consequences  and 
value.    We  refer  to  the  new  Follow-TJp  Work. 

For  two  years  all  cases  discharged  from  the  surgical  wards  have 
been  followed.  This  work  had  been  done  on  Sunday  mornings.  With 
the  adoption  of  the  Unit  History  System  it  became  possible  to  amplify 
this  work  and  to  include  the  medical  cases  in  the  system. 

Now  all  cases  discharged  from  either  the  Medical  or  Surgical 
Wards  are  given  a  time  for  returning.  The  work  of  keeping  track 
of  these  patients  and  seeing  that  they  return  is  done  by  the  Eecord 
Eoom  and  Social  Service  Worker.  The  cases  return  to  the  Out- 
Patient  Department  on  the  regular  days  and  on  the  Surgical  Side  are 
seen  by  the  Attending  Surgeons  and  on  the  Medical  Side  by  the 
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Physician-in-Chief  and  his  Assistant,  and  also  on  some  of  the  days 
by  the  Attending  Pliysician.  The  regular  Hospital  Unit  History  is 
brought  to  the  Out-Patieut  Department  and  all  notes  are  made  in  it. 
Every  case  that  enters  the  hospital  ceases  to  be  an  Out-Patient  case, 
in  the  old  sense  of  the  word  and  becomes  part  of  the  Unit  History 
System.  Whenever  that  patient  comes  back  to  the  hospital  for  any 
reason  the  Unit  History  is  used. 

The  results  of  this  work  are  already  apparent,  although  the 
system  has  been  working  for  too  short  a  time  for  statistical  figures. 
As  the  cases  return  not  only  for  observation  of  ultimate  results,  but 
also  for  frequent  treatment,  it  can  readily  be  seen  that  we  are  build- 
ing up  a  rapidly  increasing  truly  Out-Patient  Department  of  the 
lu-Patient  Service.  No  one  can  yet  tell  when  this  service  will  reach 
its  approximately  average  level.  Certainly  not  for  two  or  more  years. 
But  in  a  much  shorter  time  than  that  we  will  find  ourselves  face  to 
face  with  two  alternatives,  i.  e. : 

1.  A  really  adequate  enlargement  of  our  present  available  room, 
facilities  and  working  force,  or, 

2.  A  limitation  of  Out-Patient  Work  to  the  cases  which  have 
had  In-Patient  treatment. 

The  question  is  already  looming  up  and  like  many  others  arising 
during  the  present  transition  period,  will  have  to  be  decided  accord- 
ing to  expediency  and  not  according  to  the  ultimate  ideal. 

The  work  in  the  Out-Patient  Department  has  gone  on  in  other 
respects  as  during  the  preceding  year.  Many  problems  have  come  up 
which,  while  important,  are  not  pertinent  to  this  report. 

ALBERT  R.  LAMB,  Physician-in-Chief. 
SIDNEY  R.  BURNAP,  Surgeon-in-Chief. 


EEPOET  OP  THE  DIEECTOE  OF  THE  SCHOOL  OF 
NUESING. 

October  15,  1916. 

To  THE  Board  of  Managers  of  The  Presbyterian  Hospital  in 
THE  City  oe  New  York: 

Gentlemen: — It  is  my  privilege  to  present  to  you  the  twenty- 
fourth  annual  report  of  the  School  of  Nursing.  The  school  owes, 
more  largely  than  to  any  other  one  factor,  the  measure  of  the  success 
to  which  it  has  attained  to  the  far-sighted  vision  and  liberal  views  of 
Mr.  Frederick  Sturges,  who  has  been  Chairman  of  the  Committee 
since  its  organization.  It  is  therefore  with  deep  regret  that  we  record 
his  resignation. 

Mr.  Sturges  gave  to  this  school  twenty-five  years  of  unselfish 
devotion  to  its  interests  and  progress  and  while  we  keenly  realize  the 
loss  of  his  guidance  and  wise  judgment,  we  are  inspired  by  his  exam- 
ple to  higher  aims  and  ideals.  That  he  has  made  a  distinct  con- 
tribution to  the  advance  of  both  the  medical  and  the  nursing  profes- 
sions there  is  no  doubt,  for  his  influence  has  always  been  exerted 
upon  the  side  of  broader  educational  facilities,  recognizing  the  inter- 
dependence which  exists  between  nursing  and  medicine  and  the  im- 
portance of  intelligent  co-operation. 

The  appointment  of  a  salaried  Attending  Physician  to  the  School 
is  a  notable  advance.  The  physical  history  of  each  student  is  taken 
and  kept  on  file.  Typhoid  inoculation  and  other  preventive  measures 
are  employed  and  the  physician  is  thus  enabled  to  treat  subsequent 
illness  intelligently. 

The  only  important  change  in  the  plan  for  theoretical  instruc- 
tion is  the  addition  of  lectures  on  Organized  Charity  and  Public 
Health. 

In  the  growth  of  our  Metabolism  Department  and  in  the  in- 
creased opportunities  for  Operating  Eoom  experience  combined  with 
"Social  Service"  and  "Follow-up"  work  our  students  are  receiving 
excellent  preparation  as  a  basis  for  future  activities. 

Of  the  sixty-five  graduates  of  the  school  who  responded  to  the 
call  of  the  nations  now  at  war,  four  have  returned  to  Eur.ope  for  the 
second  time  for  service  and  those  who  joined  the  Canadian  Army 
Medical  Corps  are  enlisted  to  remain  until  the  end  of  the  war.  Three 
members  of  this  corps  have  been  decorated  by  His  Majesty,  King 
George  V:  Edith  Campbell,  Class  '07;  Mary  Olive  Boulter,  Class  '08, 
and  Catherine  Isabel  Scoble,  Class  '13,  received  the  Eoyal  Eed  Cross 
for  distinguished  nursing  service. 

Alumnae  activities  are  devoted,  mainly,  to  the  increase  of  the 
Pension  Fund  and  it  is  a  matter  for  congratulation  that  the  Board 
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of  Managers,  through  Mr.  William  V.  S.  Thome,  is  taking  a  vital 
interest  in  these  efforts.  Several  contributions  of  importance  have 
been  received  and  an  entertainment  given  by  the  members  netted  a 
considerable  sum. 

The  War  Relief  work  has  been  carried  forward  by  the  efforts  of 
Mary  ^Vfagoun  Brown,  Class  '97,  and  other  members  of  the  alumnae 
and  several  cases  of  surgical  supplies  have  been  sent  to  Europe. 

As  a  result  of  the  work  for  preparedness  called  into  being  by 
the  American  National  Ked  Cross  a  "Presbyterian  Unit"  is  being 
formed.  There  has  been  a  fine  response  from  the  graduates  of  the 
school  to  the  appeal  for  nurses  and  fifty  members  have  signed  the 
Muster  Roll.  Two  members  of  the  unit  have  been  called  and  are  now 
serving  at  the  Mexican  Border.  The  lay  personnel  is  being  rapidly 
formed  and  we  hope  to  be  ready  to  serve  our  country  whenever  and 
wherever  called. 

We  are  again  called  upon  to  record  the  loss  of  two  members  of 
our  alumnae.  Laura  Wood  Coons,  Class  '14,  who  served  with  the 
American  Eed  Cross  in  England,  early  in  the  war,  will  be  sincerely 
mourned  by  her  many  friends.  Mrs.  Frank  E.  Rockwell,  nee  Mary 
Canfield  ;^iyers,  Class  '07,  has  been  called  from  a  useful  life  and 
our  sympathies  in  her  loss  are  extended  to  Mr.  Rockwell. 

The  Commencement  Exercises,  Class  '16,  were  held  in  Florence 
Nightingale  Hall  on  May  17th,  the  class  having  gone  through  its 
senior  year  without  a  break.  ]\Iiss  Kathleen  Burke,  Honorary  Secre- 
tary, Scottish  Women's  Hospitals  for  Foreign  Service,  made  the  ad- 
dress. Her  thrilling  description  of  the  wonderful  work  accomplished 
by  the  Scottish  women  in  this  great  war  was  an  inspiration  to  all 
members  of  the  nursing  profession.  The  diplomas  were  presented 
by  the  president  of  the  Board  of  Managers,  Mr.  William  Sloane  and 
the  pins  were  presented  by  Mr.  Eugene  Delano  of  the  School  of 
Nursing  Committee.  Flowers  were  provided  for  every  member  of  the 
school,  and  a  delightful  reception  was  held,  the  generous  gift  of  Mr. 
Frederick  Sturges  and  Mr.  Eugene  Delano. 

Senior  Class,  '17 
Number  at  last  report,  43 ;  withdrew,  6 ;  re-entered,  3 ;  remain- 
ing        40 

Intermediate  Class,  '18 
Numbered  last  report,  49 ;  withdrew,  4 ;  disqualified,  1 ;  re-en- 
tered, 2 ;  remaining 46 

Junior  Class,  '19 
First  Section  entered  April  1,  1916,  numbered,  21;  withdrew, 

3 ;  disqualified,  2 ;  remaining 16 

Second  Section  entered  October  1,  1916,  numbered  33;  remain- 

insr 23 
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Summary 

S'tudent  Nurses 103 

Probationers    • 33 

Total   135 

Applications  received  for  admission  to  the  School  of  Kursing 
numbered  one  thousand  two  hundred  and  ninety-two. 

Applications  for  graduates  of  the  School  to  fill  institutional  and 
visiting  nursing  positions  numbered  one  hundred  and  fourteen. 

Applications  from  gTaduates  of  other  schools  who  wish  to  enter 
this  hospital  for  added  experience  numbered  one  hundred  and  forty- 
seven. 

Eegistry  calls  filled  (for  private  cases) 1,710 

Calls  not  filled 300 


Total   2,010 

The  thirteenth  year  of  the  Visiting  Nursing  and  Social  Service 
Department,  liberally  supported  by  Mrs.  William  K.  Vanderbilt,  Sr., 
has  been  com^ileted. 

Besides  the  valuable  training  given  in  nursing  and  Public  Health 
work  to  thirty-nine  student  nurses,  including  seniors  and  probationers, 
a  large  amount  of  relief  work  has  been  done. 

The  staif  of  the  department,  which  includes  an  instructor,  three 
graduates,  three  pupil  nurses,  a  dietitian  and  a  social  service  secre- 
tary, is  kept  very  busy  in  this  ever  broadening  field  of  work : 

Total  number  of  visits  made  by  nurses  during  the  year 19,946 

Nursing  Home  Visits 6,536 

Social  Service  Home  Visits 6,948 

Miscellaneous  Visits   6,433 

New  patients  during  year 3,341 

Ee-opened  cases  365 

Patients  remaining  under  care,  October  1,  1916 763 

A  most  useful  and  appreciated  gift  to  the  Department  during 
the  past  year  has  been  a  motor  car,  with  the  services  of  a  chauffeur, 
presented  by  our  Board  of  Managers.  It  has  been  invaluable  in 
saving  the  time  and  strength  of  the  nurses,  in  multiplying  home  visits, 
in  carrying  sick  patients  to  and  from  the  hospital,  in  taking  conval- 
escents to  railway  stations,  and  in  bringing  pleasure  to  some  of  our 
"shut-ins"  by  taking  them  with  the  nurses  on  their  ''rounds." 

On  account  of  the  epidemic  of  poliomyelitis  and  the  necessity 
for  quarantining  the  city,  the  Fresh  Air  Work  was  curtailed.  As  a 
small  substitute,  several  all  day  picnics  and  motor  car  rides  to  Bronx 
Park  were  arranged,  two  hundred  and  fifty  children  benefiting. 


76  SCHOOL  OF  NUESING. 

"Hill  Top  Camp"  at  Hawthorne,  N.  Y.,  designed  to  give  the 
children  of  tuberculous  parents  a  month's  stay  in  the  open  country, 
began  its  sixth  season  ou  June  1st,  and  closed  September  23rd.  Also, 
because  of  the  quarantine,  51  children  only  were  received  at  the 
Camp,  and  the  July  party  remained  through  the  summer.  The  gain 
morally,  as  well  as  physically,  of  these  children  amid  happy,  healthy 
surroundings,  and  wholesome  discipline  and  training,  benefits  not 
alone  the  child,  but  unconsciously  is  felt  by  each  member  of  the  entire 
family. 

The  expenses  of  the  Camp  during  the  past  season,  maintained 
by  the  "Hill  Top  Camp  Fund,''  amounted  to  eighteen  hundred  and 
twenty-nine  dollars  and  thirty-six  cents.  The  total  receipts  received 
to  be  credited  to  the  "Hill  Top  Camp  Fund''  during  the  same  period 
amounted  to  two  thousand  and  two  hundred  and  forty  dollars  and 
sixty-nine  cents.  The  usual  gifts  of  ice  cream  and  vegetables  were 
given  by  Mrs.  Herbert  S'.  Carter. 

The  garden  talk,  sale  and  dance  for  the  "Hill  Top  Camp  Fund" 
was  a  delightful  atfair  and  we  are  grateful  to  our  young  friends  of  the 
"Hill  Top  Camp  Club,"  through  whose  efforts  this  valuable  work  is 
maintained. 

Miss  Emily  Tuckerman  of  Stockbridge,  Mass.,  again  took  six 
of  our  children  for  the  entire  summer.  These  lucky  little  ones  live 
in  a  charming  cottage  under  the  care  of  a  trained  nurse,  and  those 
chosen  were  especially  in  need  of  this  wonderful  opportunity  of  a 
summer  in  the  country,  under  the  best  possible  conditions,  and  the 
greatest  benefit  they  received  is  from  the  deep  personal  interest  shown 
in  them  by  Miss  Tuckerman, 

Through  the  interest  of  Miss  Josephine  Willis  in  our  work, 
two  children  of  tubercular  parentage,  needing  a  longer  stay  in  the 
country  than  is  usually  possible  to  give,  were  sent  to  the  Children's 
Home,  Summit,  N.  J.,  for  the  summer,  and  returned  wonderfully 
improved. 

The  Christmas  entertainment  was  enjoyed  by  five  hundred  of 
our  Out-Patient  Department  patients.  We  are  exceedingly  grateful 
to  the  following  ladies  who  served  ou  the  Committee: 

Mrs.  Herbert  S.  Carter  Mrs.  Hugh  Auchincloss 

Mrs.  Forbes  Hawkes  ]\[rs.  Charles  Sabin 

Mrs.  J.  G.  Rogers  Mrs.  George  E.  Brewer 

Mrs.  Philip  Rollins  Mrs.  Ernest  T.  Carter 

Mrs.  F.  J.  Barrett  Mrs.  Xathauiel  R.  Norton 

Mrs.  Eli  Long  Mrs.  J.  G.  :McCoy 

Mrs.  David  Bovaird  Miss  Margaret  Taylor 

and  many  other  friends  who  generously  helped  to  fill  five  hundred 
and  twenty-one  stockings  and  assisted  at  the  entertainment. 
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The  work  at  the  "Katie  Geitz  Kitchen,"  in  the  East  River 
Homes  has  continued  along  the  same  lines  as  formerly  and  is  self- 
supporting. 

Dispensed. 

Quarts  of  milk   (total) 40,646 

"       "     (sold)    18,863 

"       "     (free)     21,783 

Portions  of  soup  (total) 17,627 

"     "      (sold)    ■ 16,138 

"  "     "      (free)     1,489 

Quarts  of  milk  obtained  from  the   New   York  Diet  Kitchen 

Association,  and  paid  for  by  Vanderbilt  Fund 5,635 

Quarts  of  milk  delivered  through  Locust  Farms  Co.,  and  paid 

for  by  Vanderbilt  Fund 760 

To  Mrs.  W.  K.  Vanderbilt,  Sr.,  who  contributed  forty  (40) 
quarts  of  milk  daily  from  July  1st  to  October  13th,  we  are  deeply 
indebted.  We  are  also  most  grateful  to  Mrs.  Ogden  Mills,  who  gave 
us  a  liberal  donation  of  three  hundred  dollars  for  milk  for  our  tuber- 
culous patients.  The  Walker-Gordon  Laboratory  sent  us  a  daily 
supply  of  from  live  to  fifteen  quarts  of  mi]k,  which  is  much  appre- 
ciated. 

We  gratefully  acknowledge  our  indebtedness  for  co-operation  of 
the  many  convalescent  homes  and  charitable  agencies  with  whom  our 
work  has  brought  us  in  contact. 

The  House  and  Out-Fatient  Stall;  have  been  most  cordial  in  sup- 
port of  the  work  and  have  always  been  ready  to  co-operate  when 
asked  to  do  so,  either  in  the  wards,  the  Out-Patient  Department,  or 
in  the  homes  of  our  patients. 

I  wish  to  acknowledge  the  most  timely  gift  of  five  hundred  dollars 
from  Mrs.  Herbert  Barber  to  be  used  as  traveling  scholarships  by 
Graduates  wishing  to  familiarize  themselves  with  School  and  Hospital 
Management  in  other  institutions. 

Through  the  thoughtful  generosity  of  Mr.  and  Mrs.  J.  Kennedy 
Tod,  over  eighty  of  our  students  have  enjoyed  the  week  end  at  a  sea 
side  camp  on  Mr.  Tod's  estate  at  Sound  Beach,  Connecticut.  To  these 
and  other  kind  friends  who  have,  from  time  to  time,  sent  tickets  for 
the  opera,  theater,  concerts  and  other  forms  of  entertainment,  we 
wish  to  express  our  most  cordial  thanks. 

In  conclusion,  I  wish  to  thank  your  Board,  the  School  of  ISTursing 
Committee,  the  Attending  and  House  Staffs  and  my  co-workers  for 
loyal  support  and  interest  in  making  the  work  of  the  school  success- 
ful. 

Eespectfully  submitted, 

ANNA  CAROLINE  MAXWELL,  R.  N., 

Director,  School  of  Nursing. 
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LIST  OF  GEADUATES. 


'16    Abercromble,  Susan  W. 

"07    Agard,     Marion     Bissell,     now 

Mrs,  Henry  H.  Baker. 
'02    Allen,  Jessie  Anna. 
'94     Ambrose,  Edith  Margaret. 
'07     Anderburg.   Virginia  Caroline. 
*11     Anderson,  Dora  Martha 
'02    Andrews,  Stella  Mathilda,  now 

Mrs.  A.  W.  Lahey. 
'14     Ardell,   Mary  Eleanor. 
'14    Armstrong,  Marjorie  Parker. 
'10     Armstrong,  Rhoda  M. 
'16     Arthur.  Ethel  Roxana. 
'02     Ashe,  Elizabeth  Muywood. 
'16    Ashmun,  Margaret. 
'10    Atkins,    Lennis    Augusta,    now 

Mrs.  H.  P.  Leonard. 
'07     Avery,  Louise  Marion,  now  Mrs. 

Frederick  J.  Barrett. 
'14  Baird,  Agnes  Browning. 
'04  Baker,  Margaret  Eliza. 
'02    Baldwin,   Irene   Wetmore,   now 

Mrs.  J.  Berkeley  Hunter. 
'13     Balen,  Anna  Marie. 
'03     Barnes,  Georgia  Isabelle. 
'15     Barns,  Margaret  Virginia. 
'96     Bates,  Mary  Georgiana. 
'15    Battles,  Delia  Mae. 
'14    Bauer,  Anne. 
'09     Bauer,   Emily  Wilhelmina. 
'95     Beatty,  Araminta  Whiteley. 
'03  *Beatty,   Edith   Lucy,   late  Mrs. 

G.  N.  Hoffman. 
'99     Bebee,    Miua    Betsy,   now   Mrs. 

Sutherland  D.  Twining. 
'04     Becker,    Anna    Oleondea,    now 

Mrs.  James  "W.  Jameson. 
'06    Bell,    Anita,    now    Mrs.    B.    F. 

Peek. 
'08    Bell,  Caroline  Wack,  now  Mrs. 

Wm.  B.  Boyd. 
'11     Bellamy,  Ethel   May. 
'98    Bellinger,  Georgia   Wadsworth. 
'08    Benjamin,  Ada  Frances. 
'03    Bennett,  Leila  Richardson. 
'09     Benson,  Ella  Elizabeth. 
'09    Bentley,  Bertha,  now  Mrs.  Ed- 
ward Cook. 
'02    Bewley,  Margaret  Anne. 
'01     Bigelow,  Gleuna  Lindsey. 
'07    Bixby,  Grace  Vivian,  now  Mrs. 

Harry  Brick  Justice. 
'12    Blaine,  Lela  Rebecca. 
'94    Blanchard,     Sydnie     M.,     now 

Mrs.  Gosse. 


'07     Boise,   Margaret  Gait. 

'15     Bongard,  Ella  Mae. 

'05     Bonnell,  Elsie  Harper. 

'97  ♦Bonner,    Jeanette    Grace,    late 

Mrs.  Frederick  Schoonmaker. 
'07     Bonnet,  Marie  Therese. 
'08    Boulter,  Mary  Olive. 
'08     Boutwell.  Alice  Bradford,  now 

Mrs.  George  N.  Pease. 
'15     Brackett,   Elizabeth   Rock. 
'06     Branch,  Lucy  Morton,  now  Mrs. 

John  Street  Cator. 
'12  Breckon,  Mae  Edithe. 
'00     Brockway,  Emma  Holmes,  now 

Mrs.  M.  B.  Friedlander. 
'98     Brown,    Florence    Isabel,    now 

Mrs.  Hamilton  Byers. 
'15     Brown,  Bessie  Church. 
'07     Brown,  Dorothy. 
'06     Brown,  Esther  Allison. 
'12     Brown,  Margaret  Rutherford. 
'97     Brown,  Mary   Magoun. 
'16    Bruce,  Barbour  Elizabeth. 
'16     Bulla rd,  Winifred  W. 
'09  *Bulmer,    Elizabeth    Ethel    Ger- 
trude, late   Mrs.   William   B. 

Boyd. 
'16     Buntzen.  Agnes  Elizabeth. 
'07     Burbridge,     Alice    Eaton,    now 

Mrs.  Rudolf  Schumacher. 
'16     Burgess,  .Marjorie  McCoy. 
'94  *Burtis,  Harriet  Eliza. 
'11     Butler,  Meta. 
'06     Cadenhead,  Margaret  Jean. 
'97     Cadmus,  Nancy  Elizabeth. 
'07  *Cady,  Francis   Sibyl,  late  Mrs. 

Robert  L.  Hutton. 
'05     Cahoone,  Helen  May. 
'16    Calhoun.   Sara  Ellis. 
'98    Cameron.   Grace   Irving. 
'07     Campbell,  Edith. 
'94     Carpenter,   Frances  Ward. 
'07     Carr-Harris,  Silla  Marguerite. 
'12    Carter,   Bessie  Mae,  now   Mrs. 

John  T.  Harris. 
'95     Case,    Rena    Adelia,   now    Mrs. 

Fowler. 
'97     Chamberlain.    Amy   Aims,   now 

Mrs.  James  H.  McGuiuncss. 
'97     Chisholm,  Mary  Winifred,  now 

Mrs.  George  H.  Needier. 
'98     Christie,  Janet  Banford. 
'02     Clapp,  Edith  J.  Lawrence. 
'12     Clark,  Gertrude  Emma. 
'99    Clark,  Ruth  Gardner. 


♦Deceased. 
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'07    Clarke,  Emma  De  Veber. 

'02    Class,   Alice  Brown,  now   Mrs. 

William  W.  Conley. 
'98     Clatworthy,  Emily. 
'99  *Clausen,  Jessie  Leonard. 
'99    Claxton,   Helen  Catherine. 
'04     Cleland,  Jean. 
'10     Cleland,  Mary. 
'06     Cobb,   Clara  Battey,  now  Mrs. 

John  L.  Murphy. 
'u7     Coddington,  Florence  Marguer- 
ite, now  Mrs.  W.  M.  Petit. 
'13    Coffey,  Ada  Boone. 
'97  *Collester,    Georgiana    Scranton, 

late  Mrs.  Johnson. 
'03    Comstock,     Frances     Cornelia, 

now  Mrs.  H.  R.  Brown. 
'15    Conover,  Marjorie  Elsie. 
'10    Conroy,    Rebecca    Luella,    now 

Mrs.   Eugene   Fair  child   Rus- 
sell. 
'16    Cooke,  Helen  Douglas. 
'09    Cooke,   Susan  Cansevoort,  now 

Mrs.   Alfred  Elliot  Hitchner. 
'07    Cooley,  Carrie   Starr. 
'14  *Coons,  Laura  Wood. 
'08    Copeland,  Effie  Maud  Lee. 
'15    Corwin,  Helen  Avis. 
'99    Coull,  Ida  Elizabeth. 
'12     Coulson,  Ivy  May. 
'08    Courtright,    Louise    Neff,    now 

Mrs.  Frank  D.  Fearman. 
'97     Cowdry,    Charlotte,    now    Mrs. 

S.  A.  Brown. 
'09    Cowell,     Alice     Marie     Levan, 

now  Mrs.  W.  B.  Robinson. 
'05    Crawford,  Eleanor  Josephine. 
'15     Crawford,  Statira. 
'05    Crowder.     Cora     Emelia,     now 

Mrs.  C.   M.  Barnett. 
'04    Cruise,    Margaret    Allen,    now 

Mrs.  Charles  C.  Sewell. 
'02    Culgin,  Anna  Jane. 
'15     Culver,  Maud  Elizabeth. 
'02    Cunningham,   Helen  Bridgens. 
'13    Curtis,  Helen  Burnette. 
'05    Daniel,  Elizabeth  Morton. 
'06    Danner,  Katherine  Mary. 
'04    Darling,  Ethel  Marie. 
'09    Davey,  Lillian  May,  now  Mrs. 

John  H.  Braine. 
'97  *Davidson,   Anna  Adelia. 
'15    Davies,  Mabel. 
'04    Davis,  Sylvia  Hartston. 
'94  *Davis,  Sarah  Keyes. 
'13    Davis,  Jessie  Katherine. 
'11    Davis,  Mary  Lane. 


'06    Davis,     Gertrude    Ethel,    now 

Mrs.  Frank  Cowell. 
'99    Davison,   Elizabeth  Thompson. 
'14     Dean,    Ruth   Tisdale. 
'99     De  Bard.    Harriet  Davis. 
'09    Decker,  Bessie  Adelaide. 
'10     De  lesi,  Pauline  Maztirie,  now 

Mrs.  John  Allison  Lockwood. 
'98     Deinstadt,    Annie    Maud,    now 

Mrs.  Walter  J.  Wellington. 
'05    Deming,     Helen     Louise,     now 

Mrs.  John  S.  Martlno. 
'14    De  Ronde,  Ethel. 
'12     Dickinson.  Anna  Lois. 
'08    Drake,  Gertrude  Woodruff. 
'10     Dravo,     Marie     Frances,     now 

Mrs.  Robert  K.  Aiken. 
'09    Duncan,    Sarah    Frances,    now 

Mrs.  George  Del  Toro. 
'14     Duncan,  Grace  Flint. 
'13     Dunlap,  Harriet  Pence. 
'99    Dunning,  Charlotte  Estelle. 
'14    Durham,   Jane  Marion. 
'03     Durston,   Elizabeth   Hyde,  now 

Mrs.  William  Churchill. 
'11     Eddy,  Ruth  Margaret. 
'06    Eden,   Sybil  Constance. 
'11  *Ellis,  Charlotte  Emma. 
'12     Emery,    Ruby   Hannah. 
'04     English,  Augusta  Hobart. 
'12     Evans,  Madeline. 
'02     Farmer,     Rowena,     now     Mrs. 

Oscar  H.  Schloss. 
'05     Faure,  Adele  Louise. 
'10     Fellows,  Emily  Louise. 
'96     Fehrmann,  Elizabeth. 
'98     Fergusson,  Jessie  Mackellar. 
'11     Fernald,  Marion  Rebecca,  now 

Mrs.  Arthur  Bristol. 
'03    Field,  Alice  Gertrude. 
'06     Findlay,  Agnes. 
'05     Findlayson,  Edith  Belle. 
'97     Fletcher,  Anna  Beatrice. 
'16     Floyd,  Helen  LeRoy. 
'99     Fobes,  Louise  Mitchell. 
'06     Folsom,  Blanche  Eleanore. 
'10     Folsom,  Ruth  Brown. 
'14     Foote,  Louise  Caroline. 
'12     Fordham,  Mabel  Orlando. 
'04     Forrest,  Catherine  Munro. 
'16    Fortuine,  Florence  Esther. 
'15     Foster,  Anne  Stancliffe. 
'02     French,    Cherrie    Morton,    now 

Mrs.  James  B.  Crane. 
'07    French.  Constance  Braine,  now 

Mrs.  John  R.  Herrick. 
'05     Frey,  Carrie  Giddings. 
'14    Frost,  Elizabeth  Stirling. 
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'04    Fuller.  Ethel  Irene. 

'05    Fuller.  Clara  Keyes.  now  Mrs. 

Julius  R.  Rogers. 
'04    Gardiner.  Edith  Virginia. 
'16    Gaut.  Iris  Mae. 
'10    Geil,  Lulu. 
'16     George.  Christena. 
'96     Gerow.    Charlotte    Emma,    now 

Mrs.  F.  Irring. 
'94     Gibson.  Harriet  Beatrice. 
'03    Giddings.    Jessie    Marion,    now 

Mrs.    Stanley    B.    Thomas. 
'98     Gilfillan.  Mary. 
'12    Gillean.  Hazel  Frances. 
'07     Gillis.    Margaret. 
'12     Goldsmith.    Ethel   Mildred. 
'13     Goodrich.   Kate   Elizabeth. 
'96     Goodrich.      Beatrice      Landon, 

now  Mrs.  Merle  F.  Murphy. 
'09     Gould.  Elspeth  Anna. 
'14     Gould.  Myrtle  Rebecca. 
'05     Goulden.  Edith  Maria. 
'14     Graham.  Florence  Annie. 
'01     Granger.  Edith. 
'01     Grant.     Flnren<:"e     Mary,     now 

Mrs.  Gorton  Wair  Alien. 
'10     Grant.    Georgina   H.   Gordon. 
'96     Grant.     Lulia     Christina,     now 

Mrs.  .Tames  L.  Lawson. 
'94     Grant.  Janet  Gordon. 
*08     Grant.  Jessie  Wilson. 
'02     Graves.  Augusta  Angeline. 
'05     Green.      Mary      Holmes,      now 

Mrs.  Allen  T.  Gay. 
'01     Greenwood.      Katherine.      now 

Mrs.  .1.  K.  Reilly. 
'11  Griffith.  Rose  Erin. 
'03    Groht.  Josephine  A.,  now  Mrs. 

T,  W.  Cady. 
•95    Grote.  Anna,  now  Mrs.  J.  Col- 

ditz. 
*04     Guion.    Mary   Wood,   now   Mrs. 

Samuel  D.  Xewton. 
*05     Gunn.  Jean  Isabel. 
'15     Hackett.  Myra  Ross. 
'11     Haliburton.    Suzanne. 
'16     Hall.  Virginia  Derr. 
'11     Halsey,  Lyllis.  now  Mrs.  Oliver 

T.  Leonard. 
•10    Halstead.  Alice. 
'97     Hamilton.  Margaret  Sutherland 
'07     Hannan.  Julia,  now  Mrs.  A.  W. 

Samuels. 
'01     Hartwell,  Anna  Louise. 
'02    Hastings.     Emily     Belle,     now 

Mrs.  Edwin  L.   Bebee. 
'97     Hatton,    Agnes    Elizabeth,   now 

Mrs.   H.   B.   Higginbotham. 


'01     Haughwout,  Alice  Britton,  now 

Mrs.  Preston  C.  West. 
'08    Hayman.  Jean  Georgiana. 
'15    Heath.  Miriam  Ruxton. 
'02     Hebblewhite.  Anna. 
'07     Hegan.  Ethel  Tilley. 
'13     Henley.   Elizabeth   Whipple. 
'99     Hesselburg.    Laura    Antoinette. 
"04     Hesseltine.  Marion  Elizabeth. 
'04     Hicks.  Julia  Carolyn. 
'95     Hildrup,     Josephine     Wheeler, 

M.  D. 
'13     HUlyer,  Elise. 
'16     Hobson.      Eleanor      Whiteside, 

now  Mrs.  G.  M.  Mackenzie. 
'99  *Hoflfman.    Rose,   late   Mrs.   Ed- 
win Loben  stein. 
'16     Hopson.  Myra  Haxtun. 
'10     Houlder.  Martha  Stromer. 
'14     Hovey.  Ruth. 
'11     Howes.  Helen  Carol. 
'12     Howland.  Mary  Bartlett. 
'96     Hughes.  Emeline  Black. 
'13     Hughes.  Sarah  Helena. 
'OS     Hyde.  Annie  Lora. 
"94     Ilifif.  Ida  Gertrude. 
'14    Ivey.   Pauline  Amelia. 
'99    Jayne,  Alice. 
'14     Johnson.  Clarissa  Ordway. 
'12     Johnson.  Frances  Lewis. 
'11     Johnson.  M?.ry  Anna. 
'14    Johnson.  Natalie  Allien. 
'96     Jones.  Lottie  Searle.  now  Mrs. 

Bernard  J.  Richardson. 
'07     Jones.  Martha  Hunter. 
'11     Jordan.  Alice  Maud. 
"12     Kay.   Muriel,  now  Mrs.  Arthur 

H.  Ross. 
'0.'     Kelley.  Helen  Marie  IsabeL 
'07     Kelley.     Emma     Roswell.     now 

Mrs.  Richard  Pigeon. 
'13     Kerr.  Katherine. 
'02     Kershaw.  Alice  Henrietta,  now 

Mrs.  Charles  D.   Fowler. 
*94     Kilpatrick.      Gertrude     Evelyn, 

now  Mrs.  A.  W.  Trotter, 
'in    Kinestone.  Mary  .\ugusta. 
"07     Kirkby.   Olive   Holwell. 
'05    Kjeldsen.  Laura. 
'16     Knapp.    w'inifred   Hunt. 
'12     Knox.  Dorothy  Catherine,  now 

Mrs.  W.  Christensen. 
*9o  Kuroski.  Emma  Anna. 
'01     Laidlaw.    Helen    Erskrne.    now 

Mrs.  Henry  J.  Martin. 
"13  Lambert.  Ruth  Elizabeth. 
"05    Lamson,  Martha. 
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'94    Larkin,  Louise,  now  Mrs.  David 

Bovaid,  Jr. 
'13    Latimer,  Helen  F. 
'10     Lanbach,   Amy   Catherine,   now 

Mrs.  Benjamin  L.  Jolinson. 
'03     Lawless,  Emily  Viva,  now  Mrs. 

Albert  Oldroyd. 
'12     Leavens,  Edith  Annins: 
'10     L'Ecluse,    Bessie    Sophia,    now 

Mrs.  Shepard  R.  Saxton. 
'05     Lee,  Alice  Smith,  now  Mrs.  H. 

Thomas  Ryland. 
'13     Leonard,   Anna  Lurana. 
'94     Leonard,     Annie     Elliot,     now 

Mrs.  Collery. 
'98  *Lethan,  Annie  Baton. 
'08     Lewis,  Margery  .Jerauld. 
'16     Lewis,  Virginia  Nelson. 
'11     Lightbound.  Gertrude. 
'06     Liles,  Alice  Jfine. 
'10     Linderman,  Helen. 
'01     Livermore.  Henrietta. 
'09     Locke,  Helen  Glen  Bae. 
'03     Ludlum.  Marie  Hoffman. 
99     Lund.  Astrid  E.,  now  3Jrs.  Os- 
car W.  Erdal. 
'08    Lyon.  Charity  Wilson. 
'05     MacArthur,  Harriet  Frances. 
03     MacClellan,  Alice  Hortence. 
'13     MacClelland.    Ruth    Jane,    now 

Mrs.  Wm.  Forrest  Lee. 
'13     MacDonald,  Hilda   Havergal. 
'16     MacDonald,  Sarah  Elizabeth. 
'09     MacKay,  Agnes  Logan. 
'06     Mackie,  Helen  May. 
'16    Maclay,  Edith  Elizabeth. 
'01     McKean,    Alberta    ^laud.    now 

Mrs.  John  Curry. 
'06     Mahan.     Charlotte,     now 

W.  D.  Hazard. 
'11    McBean.     Mary     Helena,     now 

Mrs.  Edward  R.  Evans. 
'07     McCabe.    Elizabeth,    now    Mrs. 

George  Lathrop. 
'15    McClive,  Elsie. 
'08    McClive,   Mary  Isabel. 
'11     McClung,     Anabel     Winnifred, 
now  Mrs.   Anthony   C.   Free- 
man. 
'09     McClung.    Edith    Murray,    now 

Mrs.   John  LeRoy  Sawyer. 
'98  *McClure,  Martha. 
'94  *McDade,  Alvina. 
'16     McEvoy,  Margaret  Helen. 
'12    McGoodwin,  Mary  J.  R. 
'14    McHwraith,  Agnes  Evelyn. 
'05     McKnight.  Eliza. 
'09    McLean,  Mary  Henrietta. 


•05 
'12 
'13 
'OS 
'94 
'15 
'12 
'02 
'11 
'15 
'07 
'13 
'06 
'12 
'01 

'13 
'08 

'09 

■97 

'08 

'15 
'11 
'14 
'13 

'08 
'07 

'13 
'04 

'99 


Mrs.      '99 


'97 

'13 
'04 
'10 

'11 
•09 
'12 
'16 
'08 
'10 
'07 

'14 

'06 
'14 


Malcomson,  Alice  Louise. 
Maim,  Emily  Hooker. 
Marks,  Jessie  Mabel. 
Marsh,  Louise  Marie. 
Martin,  Josephine  Cordelia. 
Martin,  Martha  Carter. 
Mars,  Helen  Margaret. 
Mason,  Kathro  Montague. 
Matthew,   Edith  Margaret. 
Matthew,  Lucy  C. 
Maynard.  Agnes  Evangeline. 
Meeker,  Grace  Anista. 
Meiklejohn.    Harriet   Tremalne. 
Meiklejohn.  Naomi  Frances. 
Melville,     Mary     Collins,     now 
Mrs.  Alexander  J.  Mac  Tver 
Mercer,  Yioletta  Carroll. 
Merrill.  Lillian,  now  Mrs.  .John 

Harold  Knapp. 
Merritt,  Louise  Stephenna,  now 

Mrs.  J.  L.  Greiser. 
Mewhort.    .Jessie    Wilson,    now 

Mrs.  Benjamin  H.  Gray. 
Meyers.  Nellie,  now  Mrs.  Harry 

D.  Spaganberg. 
Millar,  Robena  Monica. 
Miller,  Elizabeth  Yiacent. 
MUroy,  Olive. 
Minnes,    Ethel    Georgene,    now 

Mrs.  John  K.  Robertson. 
Mitchel,  Mary. 
Monnell,    Mary   Elizabeth,  now 

Mrs.  Alvin  Walter  Baird. 
Moon,  Ethel  Loper. 
Mooney.  Katherlne  Clarke,  now 

Mrs.'  W.  P.  Williams. 
Moore.  Grace  Elrida.  now  Mrs. 

Jacob  L.  Potter. 
Moore.  Stella,  now  Mrs.  James 

W.  Thayer. 
Morley,  Rye. 

Morrison,  Georgina  Alberta. 
Mounce,   Sara  Belle. 
Mowat,     Alice     Barbara,     now 

Mrs.  George  L.  McCrea. 
Muller,  Rose. 
Munck,  Laura  Charlotte. 
Mxmdie,  Jessie. 
Murphy,  Malinda  M. 
Murray,  Annie  Elizabeth. 
Mussen.  Ethel  I. 
*Myers,  Mary  Canfleld,  late  Mrs. 

Frank  E.   Rockwell. 
Neales.    Margaret    Lester,    now 

Mrs.  James  Shrivers. 
Nelson.   Cora. 

Nethercut,  Ruth  Bell,  now  Mrs. 
Wm.  R.  Rogers. 
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'98    Newman,  Inez  Avery. 

'97     Nichols.   Kathleen  DePuy,  now 

Mrs.    Richard    K.    Sonthgate. 
'14     Niven.  Helen  Campbell. 
'10    Norton.  Martha  May. 
'05     Nye.     Winnifred     Louise,     now 

Mrs.  Royal   S.  Haynes. 
'96  *Odell,  A.   r,ertrude. 
'16     Oldham.  Frances  Fielding. 
'97     Oliver,   .7.   Rutherford. 
'15    Oi-bisnn.  Lillian  Valentine. 
'09     O'Neill.   Claudia   Marie. 
'11     O'Neill.      Frances,     now      Mrs. 

George  Berpau. 
'05    Overton.     Grace     Elting.     now 

Mrs.  Alfred  J.  Brown. 
'14    Owen.   Florence  Belle. 
'10     Parkins.  Mildred  Florence. 
'14     Parr,      Dorothy     Waller,     now 

Mrs.  Gilbert  W.  Rolston. 
'94  *Parsons.  .Tennie  L. 
'13     Posey.    Elinor,    now    Mrs.    Wil- 
liam B.  Ewing. 
'01     Patterson.  Elsie  Thayer. 
'08     Patton.     Ethel     Dorothy,     now 

Mrs.  George  A.  H.  Davies. 
'14    Peacock,  Susan  Chapman. 
'99    Pearce.  Etha  Etta. 
'95     Pearsall,    Sarah    Fedelia.    now 

Mrs.  Harry  D.  Curtis. 
'15    Penfield.    Theodora     Crawford, 

now  Mrs.  Wilson  C.  Price. 
'12    Penland.  Anne. 
'95     Perrigo.    Alice   May,   now   Mrs. 

Ralph  Hayhurst. 
'08     Phillips.  Elizabeth  Margaret. 
'95     Pierson.  Helen  Garthwaite,  now 

Mrs.  Ebenezer  Bull,  .7r. 
'09     Pierson.  Anna  Elizabeth. 
'15     Pinney.  Retta  L. 
'16     Piper,  Anna  S. 
'09    Pitcher.  Bessie  Kingsbury. 
'94     Pope.  Amy  Elizabeth. 
'09    Powell.  Helen  Clarissa. 
'16    Prechtl.  Genevieve  Veronika. 
'16     Price,  Emma  Augusta. 
'03  *Prime,  Ruth  Havens. 
'03     Pritchett,    Conyers,    now    Mrs. 

Lafayette  B.  Hedge. 
'12    Purves.     Mildred     Marot,    now 

Mrs.  Ellinwood  A.  Frost. 
'96     Read.  Ethel  May,  now  Mrs.  C. 

C.  Bennett. 
'16    Reeves.  Nell. 
'16    Reimann,  Florence  Augusta. 
*06     Richards,  Laura. 
'13    Rignel,  Jennie  Isabel. 


'96 

'16 
'96 

'07 
'14 
'14 
'97 

'94 

'97 
'98 
'07 
'09 

'94 
'96 


'99 

'12 
'14 
'05 
'14 
'98 

'15 

'13 
'13 

'05 

'11 
'95 
•09 
'96 
'03 
'15 
'15 
'12 

'13 
•13 

'01 
'15 
'06 
'11 

'96 

'99 
'97 


Rippard.     Kate     Linden,     now 

Mrs.  Ralph  W.  Sharer. 
Roberts,  Annabel  Scharfif. 
Robertson,      .loan,     now     Mrs. 

Winthrop  Daniels. 
Robinson.  Margaret  Latricia. 
Robson.  Emilie  Gesner. 
Rolfe,  Frances  Wilhelmina. 
Rose,    Constance    Baillie,    now 

I\Irs.  Lewis  Ripley. 
Rose.    .Tulia    Baillie.   now    Mrs. 

F.  Harris  Shipman. 
Russell.  Elizabeth. 
Ryder,  Lucy  Fidelia. 
Ryder,  ^L^r.^orie  Hope. 
Rylands.    Bessie    Walker,    now 

Mrs.  Arthur  I.  Piatt. 
Sailing.  Camilla. 
Savage.     Lillian     Eraser,     now 

Mrs.  William  Van  Kirk. 
Schetky,    Marcis    P.,   now    Mrs. 

Coon. 
Schioler.   Margrethe,   now   Mrs. 

Hans  Koch. 
Scoble,  Catherine  Isabel. 
Scott,  Frances  .May. 
Scott,  Hannah  Pacific. 
Scott,  Katherine. 
Seaborne.  Alice  de  Forest,  now 

Mrs.  Benjamin  Bayley. 
Shanks,  Marion  Catherine  Mil- 
ler. 
Shelley,   Louise  Chilton. 
Sherman,   Nellie   Frances,   now 

Mrs.  Henry  D.  Eaton. 
Sherrill,    Charlotte   Foote.  now 

Mrs.  John  D.  Kernan,  Jr. 
Shuford,  Agnes  Mercer. 
Simpson,    Alexandrina. 
Simpson.   Nellie   Ruth. 
Sill.  Helen. 
Skiff,  Marion  Love. 
Sleicher,   Ethel   Marguerite. 
Smith.  Alice  Orme. 
Smith,  Gwendolen  Conant,  now 

Mrs.   .John  M.  Hanford. 
Smith,  Ednah  Childs. 
Smith,  Eleanor  Doty,  now  Mrs. 

William  S.  Owen. 
Smith,  Gertrude  Reid. 
Smith,  Lucy  Mary. 
Smith,  Lydia  Vernon. 
Snare,    Helen    Jeannette.    now 

Mrs.  Frederick  A.  Stauwood. 
Spencer,   Sophie  Edwards,  now 

Mrs.  Donald  M.  Cammann. 
Spencer,  Katherine  Bunce. 
Stebbins,  Grace. 
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'98    Stephanova,  Katherina  D,,  now 

Mrs.  Gregory  W.  Tsilka. 
'06    Stevens,  Isabella  Abbott. 
'09    Stevens,  Katherine  Cecil. 
'96     Stewart,  Elizabeth. 
'16     Stoll,  Augustine  Barnard. 
'95     Stone,   Edith  Hosford. 
'94     Stone,   Frances  Abbott. 
'98     Strain,    Gertrude    Emily,    now 

Mrs.  James  Garrison. 
'01     Strain,  Sara  Homans. 
'06     Strong,  Mary  Leaycraft. 
'14     Strong,   Maud   Mary. 
'98     Stryker,  Carrie. 
'12     Sutherland,  Elspeth  Jean. 
'02    Tarbox,  Lida  Helen,  now  Mrs. 

Paul  W.  Orvis. 
'07     Taylor,   Rose  Ethel,   now  Mrs. 

Thomas  B.  Cameron. 
'13    Taylor,  Phoebe  Frances. 
'12     Taylor,  Mary  Frederica. 
'04     Tennant,  Mary  Maud. 
'15     Terriberry,  Kathryn. 
'16    Thackray,  Fay  Isabel. 
'13    Thorn,  Lily  Mary. 
'05    Thomas,  Annie  Mabel. 
'11     Thomas,  Nellie. 
'16    Thompson,  Helen  Irvin. 
'10    Thompson,  Marie  Louise. 
'14    Thorpe,   Constance  Adele,   now 

Mrs.  Howard  H.  Scott. 
'94    Threlkeld,      Margaret     Nichol, 
now  Mrs.   Stephen  H.  Ailing. 
'95    Tinker,     Grace     Rogers,     now 

Mrs.  James. 
'08    Todd,  Laura  Washington. 
'14    Todsen,  Hjordis. 
'06     Towner,  Grace  Emily. 
'99     Townsend.    Cordelia   Newland. 
'06     Truman,  Edith  Mary,  now  Mrs. 

James  G.  Bethel. 
'02     Turner,    Mary    Elizabeth,    now 

Mrs.  F.  O.  Rumsay. 
'14     Turner,  Mary  Isabel  Cochrane. 
'94     Tyger,  Emma  Elizabeth. 
'08     Upper,   Alice   Maud,   now   Mrs. 

Z.  G.  Lash. 
'02     Urquhart,  Marcella  Hunter. 
'95     Van  Cleft,  Henrietta. 
'06    Vanderbilt,     Elsie     May,     now 

Mrs.  C,  H.  Howell. 
'11    Van  Duzor,  Charlotte  Elizabeth 
'06    Van  Ingen,  Anne  Huntington. 
'96    Van    Kirk,    Anne    Dravo,    now 

Mrs.  Frederick  Geller. 
'15    Van  Patten,  Elizabeth  Penfield. 
'02    Van  Rensselaer,  Elizabeth,  now 

Mrs.  Benjamin  Arnold. 
'99    Vaux,  Winifred  Estelle. 
'95    Veeder,   Almina. 
'06    Veitch,  Susan  Helen. 


99    Vinton,     George     Waldo,     now 
Mrs.   R.  Bytngton. 
'14     Von  Brandis,  Johanna. 
'99    Vorhees,  Cornelia  Emmell,  now 

Mrs.  P.  C.  i'leld. 
'05     Wales.   Jean  Louise,  now  Mrs. 

William  J.  Norton. 
'99     Walker,  Mabel,  now  Mrs.  N.  F. 

Ferris. 
'16     Walker,   Jennie  Louise. 
'13    Ward,   Mabel  Drummond. 
'96     Warman,      Bertha      Frederica, 

now  Mrs.  Eli  Long. 
'01     Warner,  Agnes  Louise. 
'01     Weatherstou,  Frances. 
'06    Webster,  Annie  Alberta. 
'98     Webster,  Charlotte  Marcella. 
'09     Weigand.  Florence  Lena. 
'99    Weiss,  Henrietta  Lillian. 
'04     Welch,    Jessie    May,   now    Mrs. 

Frederic  B.   Morlok. 
'94     Welsh,  Lillian. 
'02     Wharton,   Mabel   Cynthia,   now 

Mrs.  Graham  Ryle. 
'03     Wheeler.  Katherine,   now   Mrs. 

Frederick  C.  Craig. 
'96     White,  Frances  Agnes. 
'97    White,  Frances  Richards. 
'97     White,  Meriel  Richards. 
'16     White,  Rosina. 
'01     Whitelaw,  Edna,  now  Mrs.  Wil- 
liam Henry  Ketchum. 
'13     Whitman,     Nancy,     now     Mrs. 

Guy  Hamilton  Scull. 
'05     Whicson,  Ravenna  Cecilia. 
'15     Whittemore,    Elsie. 
'05     Williams,     Cutts     Adele,     now 

Mrs.  B.  Van  Dyke  Hedges. 
'15     Williams,  Anne  Katherine. 
'13     Wilson,  Harriet  Edith. 
'01     Wilson,  Severina. 
'96     Wiltsie,  Grace,  now  Mrs.  H.  S. 

Howland. 
'08     Winant,      Martha,     now     Mrs. 

Allen  Frost. 
'13    Winey,  Nettie  Louise. 
'05     Winters,  Ida  Marguerite. 
'04    Wood,  Alice  Shove. 
'11     Wood,  Ruth  B. 
'09     Woodruff,  Theo. 
'15     Woods,  Isabelle  Stridiron. 
'98  *Wyman,     Edith    Johnson,    late 

Mrs.  H.  Rodman. 
'08  Yost,  Nancy  Ellen. 
'95     Young,  Amelie  Jean  Inglis,  now 

Mrs.  Walter  A.  Dunckel. 
'12    Young,  Helen. 
'09    Young,    Helen   Jean,   now   Mrs. 

Ralph  W.  Shields. 
'13     Zetterstrom,       Florence,       now 
Mrs.  Arthur  NUsen. 
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SUMMARY. 

Superintendents  of  Hospitals,  Schools  of  Nursing  and  other  Institu- 
tional Positions   55 

Anaesthetists    3 

Visiting  Nursing,  Social  Service  and  Welfare  Work 39 

European  War   Service 38 

Private  Nursing  117 

Married    158 

At  Home   90 

Office  Nurses 4 

Mexican  Border  2 

Deceased    20 

Total 526 
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THE    ALUMNAE     ASSOCIATION     OF     THE    PRESBY- 
TERIAN  HOSPITAL  TRAINING  SCHOOL  FOR 
NURSES  IN  THE  CITY  OF  NEW  YORK 

EXECUTIVE   COMMITTEE 
Term  expires  1917  Term  expires  1918  Term  expires  1919 

Nancy  Cadmus  Ann  Penland  Mes.  Janet  B.  Cheistie 

Emma  Kueoski  Saba  H.  Stbain  Jean  G.  Hayman 

Eleanoe  Ceawfoed  Edith  Gbangee  Geobgia  W.  Bellingee 

Anna  J.  Culgin  Mes.  A,  W.  Teottee 

OFFICERS 

Peesident  :     Geobgia  W.  Bellingee 

Vice-Peesident  :     Nancy  Cadmus 

Teeasubee  :     Janet  B.  Cheistie 

Seceetaey  :     Helen  C.  Howes 

ADVISORY  BOARD 

Feedeeick   Stueges  C.  Ieving  Fisher,  M.  D. 

MoBEAU  Delano  William  Sloane 

FINANCE  COMMITTEE 
Janet  B.  Cheistie  William  V.  S.  Thobne 

Nancy  E,  Cadmus,  ex-officio.  C.  Ieving  Fishee,  M.  D. 

BENEFIT  COMMITTEE 

To  Serve  until  Annual  Meeting,  1916 

Saba  H.  Steain 
To  Serve  until  Annual  Meeting,  1917 

Janet  B.  Cheistie 

Tg  Serve  until  Annual  Meeting,  1918 

Maegabet  a.  Bewley 

CHAIRMEN  OF  COMMITTEES 

Membership — Mabel  D.  Wabd 

Social — Mes.  Wm.  B.  Ewing 

Red  Cross — Miss  Helen  Young 

Pension  Fund,  Ways  and  Means — Anna  J.  Culgin 

MEMBERS  OF  THE  CENTRAL  REGISTRY  GOVERNING  BOARD 

Nancy  E.  Cadmus  Helen  Young 

PERMANENT  MEMBERS    OF   THE   AMERICAN   NURSES' 
ASSOCIATION 

Nancy  E.  Cadmus  Janet  B.  Cheistie 

Mes.  B.  H.  Geay  Rye  Moeley 

Mabgaeet  a.  Bewley  Mes.  Feedeeick  B.  Moblok 

Edith  Ambbose  Helen  C.  Howes 

DELEGATES 

Acting  Alternating 

Janet  B.  Cheistie  Nancy  Cadmus 

Mes.  a.  W.  Teottee  Helen  C.  Howes 

Jean  G.  Hayman 
Tlie  President  is  Ex-Officio  a  member  of  all  Committees. 
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86    ALUMNAE  ASSO.   PRESBYTERIAN    HOSPITAL  TRAINING   SCHOOL  FOB  NURSES. 

October  15,  1916. 

To  THE  Board  of  Managers  of  The  Presbyterian  Hospital  in 
THE  City  of  Xew  York. 

Gentlemen  : — 1  have  the  honor  of  presenting  to  you  a  report  of 
The  Alumnae  Association  of  The  Presbyterian  Hospital  School  of 
Nursing  which  will  be  the  second  tliat  has  occupied  a  place  in  the 
Annual  Keport  of  the  Hospital. 

As  the  growth  of  the  Association  must  necessarily  be  gradual 
and  practically  dependent  upon  the  outgoing  classes  from  year  to 
year,  the  increase  in  membership  during  the  year  just  ended  brings 
the  membership  now  up  to  about  four  hundred  and  fifty  (450). 

The  Association  does  not  desire  to  make  the  impression  that  its 
chief  thought  lies  in  the  direction  of  its  finances,  but,  if  I  should 
give  a  description  of  our  professional,  ethical  and  sociological  activi- 
ties it  would  take  up  too  much  space. 

At  the  beginning  of  the  past  fiscal  year  a  good  realization  of 
the  benefits  accruing  to  us  under  the  new  plan  for  the  management 
of  our  finances  was  manifest — and  now,  at  the  end  of  the  year's 
operation  entirely  under  this  management  of  our  investments  by  the 
Finance  Committee,  a  study  of  the  Treasurer's  Eeport  makes  the 
advantage  to  us  quite  obvious. 

A  few  facts  concerning  the  growth  of  the  Pension  Fund  may  be 
of  interest.  This  fund  was  founded  in  1910,  and  at  the  end  of  the 
fifth  year  it  amounted  to  $18,60-4.40. 

During  the  past  year  through  some  splendid  contributions  and  the 
energetic  efforts  on  the  part  of  the  membership,  we  have  succeeded  in 
increasing  the  fund  by  $9,469.64,  making  a  total  of  $28,074.04  at 
the  end  of  the  sixth  year. 

If  the  yearly  increase  hereafter  is  in  the  same  ratio  as  that  during 
the  past,  we  may  be  encouraged  to  believe  that  the  necessary  sum — 
$100,000.00 — with  which  to  begin  the  disbursement  of  pensions,  may 
become  ours  within  a  comparatively  short  period  of  years. 

A  plan  for  an  annual  contribution  to  the  Pension  Fund  of  a 
definite  sum  by  each  member  of  the  Alumnae,  is  being  worked  out. 

Again  it  is  the  privilege  and  pleasure  of  our  Association  to  ex- 
tend to  you  our  continued  appreciation  and  thanks  for  the  many  cour- 
tesies we  have  received  from  your  esteemed  body. 

Respectfully  submitted, 

GEORGIA   WADSWORTH   BELLINGER, 

President. 
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REPORT  OF  THE  TREASURER  OF   THE    ALUMNAE    ASSOCIATION 

OF  THE  PRESBYTERIAN  HOSPITAL    TRAINING    SCHOOL 

FOR  NURSES  IN  THE  CITY  OF   NEW  YORK. 

For  Years  ending  September,  SOtli,  1916  and  1915. 


55.10 


CURRENT  REVENUE  1916                  1915 

Initiation  Fees   $165.00  \ 

Dues     1,114.00  / 

Donation  5.00 

Income  from  General  Fund 525.18              592.66 

Miscellaneous  Revenue : 

Interest  on  Bank  Balances   $70.26 

Subscriptions  to  Magazine  26.00 

Miscellaneous    2.35  98.61                13.71 

Appropriations  from  Income  of  Benefit  Fund  account 
Benefits  paid  and  minor  miscellaneous  expenses 

connected  tfierewith    2,616.20  4,847.08 

Grand  Total  Current  Revenue  .,$4,52.3.99         $6,438.55 


CURRENT   EXPENSES  19I6  1915 

Accountant's  Salary  account  services  rendered,  1915.      $41.66  $150.20 

Alumnae  Pins   12.00 

Bank  Exchange    1.10  2.98 

Delegate's  Expenses  to  American  Nurses  Ass'n  Con- 
vention at  Syracuse,  N.  Y 32.05 

Delegate's  Expenses  to  American  Nurses  Ass'n  Con- 
vention at  San  Francisco,  Cal.   ($300) 50.00  250.00 

Special  Contribution  in  connection  with  the  American 

Nurses  Ass'n  Convention  at  San  Francisco,  Cal.  250.00 
Delegate's  Expenses  to  American  Nurses  Ass'n  Con- 
vention at  New  Orleans,  La 120.30 

Box  at  Pageant   • 25.00 

Fruits,  etc.,  for  Nurses  embarking  for  the  War 27.50  55.50 

Floral  Tributes  to  Deceased  Members  and  Friends . .        15.00  22.00 

American  Nurses  Association  Dues   49.20  63.75 

New  York  County  Registry  Dues  27.00 

New  York  County  Association  Dues   72.00  72.00 

Quarterly  Magazine,  Printing   496.87  342.00 

Stationery,  Printing  and  Postage  156.09  93.17 

Refreshments : 

Luncheon  to  Graduating  Class $158.50  150.00 

Luncheon  to  State  Delegates 30.00 

Quarterly  Meetings    39.89 

County  and  Semi- Annual  Meeting 13.50     241.89 

Rent  of  Safe  Deposit  Box 5.00  5.00 

Telephone  and  Telegraph   4.88 

Miscellaneous    60-00  30.98 

Total    $1,393.49         $1,531.63 

Benefits  paid  to  members  of  The  Alumnae  Associa- 
tion from  income  of  Benefit  Fund 2,580.00  4,704.00 

Grand  Total  Current  Expenses  $3,973.49         $6,235.63 

Excess  Current  Revenue  over  Current  Expenses  .  550.50  202.92 

Total    $4,523.99         $6,438.55 
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REPORT  OF  THE  TREASURER— Conftnued 

STATEMENT    OF   INCREASES   OR   DECREASES    OF   PRINCIPAL   OF 
CAPITAL  RESERVE  FUNDS 

For  Year  ending  September  30th,  1916 


Amount 
Sept.30,'15 

Received 

Expended 

Amount      r^^^^^^^ 
Sept.30,'16  liicrease 

Decrease 

General  Fund. 

$11,311.86 
49,800.00 

8,170.29 
18,604.40 

145.05 

*$2!852.50 

3,025.11 
9,469.64 

$11,311.86  

Benefit  Fund.. 

52,652.50  $2,852.50 
5,632.70 

Income  from 
Benefit  Fund 

*$5,568.70 

$2,543.59 

Pension  Fund. 

28,074.04     9,469.64 
145.05' 

Scholarship 
Fund    

$5,568.70 

Total 

$88,037.60 

515,347.25 

$97,816.15  $9,778.55 

•Note. — .$2,852.50  was  transferred  from  Income  from  Benefit  Fund  to 
Benefit  Fund  to  enable  the  Treasurer  to  purchase  additional  bonds  to  be 
added  to  the  principal  of  the  Benefit  Fund  by  authority  of  the  Finance 
Committee  at  meeting  held  December  17th,  1915. 

COMPARATIVE  BALANCE  SHEET 

For  Tears  ending  September  30th,  1916  and  1915 


CAPITAL  ASSETS 


1916 


Bonds    $90,668.75 

Stocks    


Total   Capital  Assets $90,668.75 

CURRENT  ASSETS 

1916 

Cash  on  Hand $5,788.98 

Loans  Receivable  due  from  members  of  The  Alumnae 

Ass'n    2,087.00 


1915 
$39,223.75 
8.302.25 

$47,526.00 


1915 

$38,594.68 

2,095.00 


Total  Current  Assets    $7,875.98       $40,689.68 


Grand  Total  Assets $98,544.73 

CAPITAL  LIABILITIES 

1916 

Benefit  Fund   $52,652.50 

Unappropriated  Income  from  Benefit  Fund 5,6.32.70 

General  Fund   11,311.86 

Pension  Fund    28.074.04 

Scholarship  Fund    145.05 


Total   Capital   Liabilities $97,816.15 

Surplus    728.58 


$88,215.68 


1915 

$49,800.00 

8,176.29 

11,311.86 

18,604.40 

145.05 

$88,037.60 
178.08 


Total    $98,544.73        $88,215.68 
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REPORT   OF  TREASURER— Continued. 

LIST  OF  INVESTMENTS,  FUNDS  HELD  IN,  AND  ANNUAL  INCOME 

Par  Value        HELD  IN  BENEFIT  FUND.        Book  Value   Annual  Income 

$35,000.00  Provident  Loan  Society  of  New 
York  6%  Certificates  of  Contri- 
bution      $35,000.00  $2,100.00 

17,000.00     U.    S.    Steel    Corporation    Sinking 

Fund   5%    Bonds   due   1963 17,652.50  850.00 

HELD  IN  GENERAL  FUND. 
12,000.00     Interborougli    Rapid    Transit    Co. 
First   Refunding   Mortgage    5% 
Bonds  due  1966 11,640.00  600.00 

HELD   IN   PENSION   FUND 
17,000.00     New  York  Central  R.  R.  Co.  Con- 
vertible Debentures  0%  due  1935  18,496.25  1,020.00 
8,000.00     Interborough    Rapid   Transit    Co., 
First   Refunding    Mortgage    5% 
Bonds  due  1966 7,880.00  400.00 

$89,000.00  $90,668.75  $4,970.00 

Eespectfully  submitted, 

JANET  B.  CHEISTIE, 

Treasurer. 


BOARD  OF  MANAGERS 


William   A.   Booth 

James   Brown    

Marshall   S.   Bidwell 

Aaron    B.    Belknap 

William  E,  Dodge 

James  Donaldson  

John   C.   Green 

Winthrop  S.  Oilman 

Robert   M.   Hartley 

Richard  Irvin   

Edward  S.  Jaffray 

Thomas   Jeremiah    

Morris  K.  Jesup 

John  Taylor  Johnston 

James    Lenox    

David  Olyphant   

William   Paton    

Thomas  C.  M.  Paton 

Joseph  Stuart   

Robert  L.   Stuart 

Thomas  U.  Smith 

Jonathan    Sturges    

Otis  D.   Swan 

Charles   N.  Talbot 

Willard  Parker,   M.D 

John  R.  Ford 

Henry  M.  Taber 

Alexander  Van  Rensselaer. 

William   M.  Vermilye 

Washington  R.  Vermilye... 

A.    R.    Wetmore 

A.  Robertson  Walsh 

George  de  F.  Lord 

Henry   Parish    

David  S.  Egleston 

Edmund  D.   Stanton 

George  W.  Lane 

John  C.  Tucker 

Charles   Lanier 

John   E.   Parsons 

Latimer  Bailey   

William  Adams,  D.D 

John  T.  Agnew 

Joseph  K,  Skidmore 

Walter  Edwards,  Jr 

William  K.  Hinman 

Richard  W.  Hurlbut 

John  S.  Kennedy 


From 


1868 

1868 

1808 

1808 

1868 

1808 

1808 

1808 

1808 

1868 

1808 

18(i8 

1808 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1869 

1869 

1873 

1873 

1873 

1873 

1873 

1873 

1874 

1874 

1875 

1875 

1875 

1875 

1875 

1876 


To 


1869 
1877 
1872 
1880 
1883 
1872 
1875 
1873 
1881 
1888 
1878 
1872 
1875 
1893 
1880 
1873 
1875 
1878 
1874 
1882 
1874 
1874 
1876 
1874 
1875 
1880 
1884 
1876 
1878 
1876 
1881 
1884 
1872 
1872 
1876 
1873 
1883 
1875 
1875 
1875 
1881 
1880 
1899 
1876 
1895 
1908 
1887 
1909 


Served  the  Institution 


lyear 

9  years 
4  years 

12  years 

15  years 

4  years 
7  years 

5  years 

13  years 
20  years 
10  years 

4  years 
7  years 

25  years 
12  years 

5  years 

7  years 
10  years 

6  years 

14  years 
6  years 
6  years 

8  years 

6  years 

7  years 

12  years 

16  years 

8  years 

10  years 
8  years 

13  years 
16  years 

3  years 

3  years 

3  years 

lyear 

10  years 

2  years 

2  years 

2  years 

7  years 

6  years 

24  years 

1  year 

20  years 

33  years 

12  years 

33  years 


Resigned. 
Died  in  ofBce. 
Died  in  office. 
Died  In  office. 
Died  in  office. 
Died  in  office. 
Died  in  office. 
Resigned. 
Died  in  office. 
Died  in  office. 
Resigned. 
Died  in  office. 
Resigned. 
Died  in  office. 
Died  in  office. 
Resigned. 
Resigned. 
Resigned. 
Died  in  office. 
Died  in  office. 
Died  In  office. 
Died  in  office. 
Resigned. 
Died  in  office. 
Resigned. 
Died  in  office. 
Resigned. 
Resigned. 
Died  in  office. 
Died  in  office. 
Died  in  office. 
Died  in  office. 
Resigned. 
Resigned. 
Resigned. 
Died  in  office. 
Died  in  office. 
Resigned. 
Resigned. 
Resigned. 
Resigned. 
Died  in  office. 
Died  in  office. 
Resigned. 
Died  in  office. 
Died  in  office. 
Died  in  office. 
Died  in  office. 
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BOARD  OF  MANAGERS— Continued. 


Robert   Schell    

Thomas  Donaldson    

George  W.  Talbot 

Randolph   W.    Townsend 

Alexander  Maitland    

J.  Cleveland  Cady 

J.  Cleveland  Cady,  re-elected 

John   A.    Hardenbergh 

Charles  A.  Bulkley 

Frederick   Sturges    

Elbert  B.  Monroe 

Robert   Lenox   Belknap 

Henry  G.  de  Forest 

Edwin  D.  Morgan 

Charles   Fanning    

William  M.  Taylor,  D.D 

John  S.  Bussing 

Heber  R.  Bishop 

Elbert  A.  Brinckerhoff 

Algernon   S.   Sullivan 

Frederick  Marquand  

Henry   M.   Flagler 

Frederick  Billings   

John  T.  Terry 

John  Sloane  

George  E.  Dodge 

William  H.  Jackson 

John  Crosby   Brown 

Charles  S.  Smith 

Henry   S.  Wilson 

William  B.  Isham 

Frederic  Baker  

Henry  G.  Marquand 

William  Moir    

Donald  MacKay   

Robert  W.  de  Forest 

Francis  B.   Griffin 

Samuel  Inslee  

William  F.  Havemeyer 

Hugh  D.  Auchincloss 

John  Herbert  Johnson 

C.  Whitney  Carpenter 

Ethan  Allen  

William  L.  McLane 

William  V.  S.  Thorne 

John  S.   Billings,  M.D , 

Charles  W.  McAlpin 

John  P.  Duncan 

William  Barbour 

Arthur  P.   Sturges 

John   J.    Sinclair 

James  R.  Jesup 

William  Sloane 


From 

To 

1876 

1900 

1872 

1874 

1876 

1881 

1876 

1902 

1876 

1907 

1876 

1887 

1896 

•  •  •  • 

1876 

1898 

1877 

1886 

1877 

1878 

1894 

1878 

1896 

1878 

1889 

1878 

1883 

1878 

1880 

1881 

1895 

1881 

1890 

1881 

1897 

1881 

1913 

1881 

1887 

1881 

1882 

1882 

1891 

1883 

1890 

1883 

1913 

1883 

1906 

1883 

1900 

1883 

1908 

1883 

1909 

1884 

1908 

1886 

1908 

1886 

1908 

1887 

1913 

1887 

1902 

1888 

1896 

1888 

1911 

1890 

.... 

1890 

1910 

1891 

1895 

1892 

1913 

1892 

1913 

1893 

1895 

1895 

1895 

1896 

.... 

1896 

1903 

1896 

.... 

1896 

1913 

1896 

1899 

1901 

1899 

1909 

1899 

.... 

1900 

1916 

1900 

1901 

1901 

.... 

Served  the  Institution 


24  years 
2  years 
5  years 

26  years 

31  years 
11  years 

22  years 
9  years 

16  years 
18  years 
11  years 

5  years 
2  years 

14  years 
9  years 

16  years 

32  years 

6  years 
lyear 
9  years 

7  years 
30  years 

23  years 

17  years 

25  years 

26  years 

24  years 
22  years 

22  years 
26  years 

15  years 

8  years 

23  years 

20  years 
4  years 

21  years 
21  years 

2  years 


7  years 

17  years 

2  years 
10  years 

16  years 
lyear 


Died  in  office. 
Died  in  office. 
Resigned. 
Died  in  office. 
Died  in  office. 
Resigned. 
Continues  in  office. 
Died  in  office. 
Died  in  office. 
Continues  in  office. 
Died  in  office. 
Died  in  office. 
Died  in  office. 
Died  in  office. 
Resigned. 
Died  in  office. 
Resigned. 
Resigned. 
Died  in  office. 
Died  in  office. 
Died  in  office. 
Resigned. 
Died  in  office. 
Died  in  office. 
Died  in  office. 
Resigned. 
Died  in  office. 
Died  in  office. 

Died  in  office. 
Resigned. 
Died  in  office. 
Died  in  office. 
Died  in  office. 
Died  in  office. 
Continues  in  office. 

Died  in  office. 
Died  in  office. 
Died  in  office. 
Resigned. 
Resigned. 
Continues  in  office. 
Died  in  office. 
Continues  in  office. 
Died  in  office. 
Continues  in  office. 
Died  in  office. 

Continues  in  office. 
Died  in  office. 
Resigned. 
Continues  in  office. 
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BOARD   OF 

MANAGERS 

— Continued. 

From 

To 

Served  the  Institution 

Henry  W.  de  Forest 

Matthew  C.  Fleming 

Eugene  Delano   '. 

1902 
1902 
1902 

.... 

11  years 
2  years 

Continues  in  office. 
Continues  in  office. 
Continues  in  office. 

Simeon  B,  Cliapin 

William  R.  Willcox 

1905  i  1916 
1905 

Resigned. 
Continues  in  office. 

Henry  S.  Van  Duzer 

William  M.  Kingsley 

Moreau  Delano   

1906 
1908 
1908 
1908 
1909 
1909 
1909 
1910 
1911 
1912 
1912 
1912 
1913 
1913 
1913 
1913 
1913 
1913 
1914 

it)  12 

Continues  in  office. 
Continues  in  office. 
Continues  in  office. 

William    Sloane   Coffin 

William  Allen  Butler 

David   M.    Look 

Continues  in  office. 
Continues  in  office. 
Continues  in  office. 

E.  Parmelee  Prentice 

Robert   E.   Tod 

Edward  S    Harkness 

Continues  in  office. 
Resigned 
Continues  in  office. 

James  R    Sheffield 

Continues  in  office. 

George   Gibbs    

Continues  in  office. 

Stephen  G   Williams 

Continues  in  office. 

Cornelius  A.   Agnew 

Phillip   A.   Rollins 

Continues  in  office. 
Continues  in  office. 

Thatcher   M.   Brown 

Robert  W.   Carle 

Johnston  de  Forest 

William   Williams    

Continues  in  office. 
Continues  in  office. 
Continues  in  office. 
Continues  in  office. 

C.  Irving  Fisher,  M.D 

Continues  in  office. 
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EX-OFFICIO  MEMBEES  OF  THE  BOARD  OF  MANAGEES 
CONSTITUTING  THE  CLEEICAL  BOAED. 


From 

To 

Served  the  Institution 

Ministers    of    the    Firfc,t    Presbyterian 
Church : 

Rev.  WiUiam  M.  Paxton,  D.D 

Rev.  Richard  D.  Harlan 

1868 
1886 
1891 

1868 
1875 
1880 

1868 
1875 
1893 
1896 
IS  14 

1868 
1875 
1888 
1891 

1907 
1914 

1883 
1891 

1875 
1880 

1874 
1893 
1896 
1914 

1874 
1886 
1890 
1906 

1914 

15  years. 
5  yers. 

Rev.  Howard  Duffield,  D.D 

Ministers  of  the  Madison  Square  Pres- 
byterian Church : 
Rev.  William  Adams,  D.D 

Continues  in  office. 
7  years. 

Rev.  William  J.  Tucker,  D.D 

Rev.  Charles  H.  Parkhurst,  D.D. . . 
Senior     Ministers     of     the     Collegiate 
Church     of     the     Reformed     Dutch 
Church : 

Rev.  Thomas  Dewitt,  D.D 

5  years. 
Continues  in  office. 

Died  in  office. 

Rev.  Thomas  E.  Vermilye,  D.D 

Rev.  Talbot  W.  Chambers,  D.D 

Rev.  Edward  B.  Coe,  D.D 

Died  in  office. 
Died  in  office. 
Died  in  office. 

Rev.  David  J.  Burrell,  D.D 

Ministers  of  the  First  Reformed  Pres- 
byterian Church : 

Rev.  John  N.  McLeod,  D.D 

Rev.  William  Wylie 

Continues  in  office. 

Died  in  office. 
11  years. 

Rev.  I.  M.  Stephens 

2  years. 

Rev.  James  D,  Steele,  Ph.D 

Ministers   of  the   Scotch   Presbyterian 
Church,   successor  of  the  First  Re- 
formed  Presbyterian   Church : 

Rev.  David  G.  Wylie,  D.D 

15  years, 
7  years. 

Rev.  Robert    Watson,    D.D 

Continues  in  office. 
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OFFICERS 


President  Emeritut. 

Frederick  Sturges   

Presidents. 

James    Lenox    

Robert  L.  Stuart 

Edwin  D.  Morgan 

George   W.   Lane 

John  S.  Kennedy 

Frederick  Sturges   

William  Sloane 

Vice-Presidents, 

John    C.    Green.; 

Robert  L.  Stuart 

Edwin  D,  Morgan 

George   W.    Lane 

John  S.  Kennedy , 

Heber  R.  Bishop 

Frederick  Sturges   .... 

Robert  W.  deForest 

William    Sloane 

William  M.  Klngsley. . 
Treasurers. 

Aaron    B.    Belknap 

Robert  Lenox  Belknap 
Elbert  A.  BrInokerhoCf 
William  V.  S.  Thorne.. 

Corres'g  Secretaries. 

Robert  M.   Hartley 

Otis  D.   Swan 

Walter  Edwards.  Jr... 
Algernon   S.    Sullivan.. 

Elbert   B.   Monroe 

George    E.    Dodge 

William  V.  S.  Thorne. . 
Alexander  Maitland  . . 
William  V.  S.  Thorne. 
William  M.  Klngsley. . 
Matthew   C.   Fleming.. 

Record'g   Secretaries. 

Henry   M.   Taber 

Walter  Edwards.  Jr... 
Alexander  Maitland... 
Charles  W.  McAlpin... 
Matthew  C.  Fleming... 

Resident  Directress. 
Miss  Jane  S.  Woolsey. 

Superintendents. 
Charles    F.    Carpenter. 
ReT.  Thomas  G.  Wall . . 
C.  Irving  Fisher,  M.D. 
Charles  H.  Young,  M.D 


From 

To 

1916 

1868 

1880 

1880 

1882 

1882 

1883 

1883 

1884 

1884 

1909 

1910 

191G 

1916 



1868 

1875 

1876 

1880 

1880 

1882 

1882 

1883 

1883 

1884 

1884 

1896 

1896 

1910 

1910 

1915 

1915 

1916 

1916 

.... 

1868 

1880 

1880 

1892 

1892 

1898 

1898 

.... 

1868 

1876 

1876 

1877 

1877 

1884 

1884 

1888 

1888 

1890 

1890 

1898 

1898 

1899 

1899 

1907 

1908 

1911 

1911 

1914 

1914 



1868 

1884 

1884 

1895 

1896 

1899 

1899 

1901 

1903 



1872 

1876 

1876 

1879 

1879 

1892 

1892 

1914 

1914 

.... 

Served  the  Institution 


12  years 
2  years 
2  months 
2  years 

25  years 
6  years 


7  years 

4  years 
2  years 

2  months 

1  year 
12  years 
14  years 

5  years 
1  year 


12  years 

12  years 

6  years 


8  years 

1  year 

7  years 
4  years 

2  years 

8  years 
1  year 
8  years 

3  years 
8  years 


16  years 

11  years 

3  years 

2  years 


4  years 

3  years 
13  years 
22  years 


Continues  in  oflace. 

Died  In  office. 
Died  in  office. 
Died  in  office. 
Died  in  office. 
Died  in  office. 
Resigned,  Elected 
President  Emeritus. 
Continues  in  office. 

Died  in  office. 

Elected  to  Presidency 

Elected  to  Presidency 

Elected  to  Presidency 

Elected  to  Presidency 

Resigned. 

Elected  to  Presidency 

Resigned. 

Elected  to  Presidency 

Continues  in  office. 

Died  in  office. 
Resigned. 
Resigned. 
Continues  in  office. 

Died  in  office. 

Resigned. 

Resigned. 

Died  in  office. 

Died  in  office. 

Resigned. 

Resigned. 

Died  in  office. 

Resigned. 

Resigned. 

Continues  in  office. 

Resigned. 
Died  In  office. 
Resigned. 
Resigned. 
Continues  in  office. 

Resigned. 

Resigned. 
Resigned. 
Resigned. 
Continues  in  office. 
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OFFICERS— Continued. 


Chaplains. 
Rev.  Thos.  G.  Wall,  D.D. 
Rev.  Juett  N.  McDonald. 
Rev.  Theodore  D.  Martin 

Acting  Chaplains. 

Albert  P.  Fitch 

Rev.  J.  D.  Steele,  Ph.D.. 

Alfred  J.  Sadler 

Rev.  John  L.  Gillin 

John   C.   Boyers 

J.  B.  Tarney 

Egbert  W.  Hayes 

Guy  C.  Converse 

Director  School  of 

Nursing. 

Anna  C.  Maxwell,  R.  N. . 


From 

To 

1879 

1902 

1905 

1909 

1915 

... 

1902 

1902 

1903 

1903 

1904 

1904 

1905 

1909 

1910 

1910 

1912 

1912 

1913 

1913 

1915 

1892 

Served  the  Institution 


23  years 

4  years 


6  months 
17  months 

6  months 
16  months 
12  months 
29  months 

1  year 
23  months 


Died  in  office. 
Resigned 
Continues  in  office. 

Resigned. 
Resigned. 
Resigned. 
Resigned. 
Resigned. 
Resigned. 
Resigned. 
Resigned. 


Continues  in  office. 
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CONSULTING  PHYSICIANS  AND  SURGEONS 


From 

To 

Served  the  Institution 

C.P.  Alonzo  Clark.  M.D 

1871 

1875 

4  years 

C.P.  Oliver  White,  M.D 

1871 

1880 

9  years 

Died 

in 

office. 

C.S.  George  A.  Peters,  M.D 

1871 

1875 

4  years 

C.S.John   J.    Crane,   M.D 

1871 

1876 

5  years 

C.P.  Jared  Linsley,   M.D 

1870 

1885 

9  years 

Died 

in  office. 

C.S.William  DetmoUl.  M.D 

187G 

1885 

9  years 

Died 

in 

office. 

C.S.  Gurdon  Buck,  M.D 

1876 

1877 

5  months 

Died 

in 

office. 

C.S.  William  H.  van  Buren,  M.D. 

1876 

1883 

7  years 

C.P.  Samuel  F.  Hubbard,  M.D.. 

1880 

1885 

5  years 

Died 

in 

office. 

C.P.James  L.  Banks.  M.D 

1880 

18a3 

3  years 

C.P.  Gouverneur  M.  Smith,  M.D. 

1882 

1884 

2  years 

C.S.  Alfred  C.  Post,  M.D 

188S 

1885 

2  years 

C.S.John  H.  Hinton,  M.D 

18.S4 

1885 

lyear 

C.S.Frederick    Lanse,    M.D 

1885 

1889 

1  G  years 

C.S.  Frederick    Lanse,    M.D 

1802 

1894 

C.S.Charles  McBurney.  M.D... 

188.^1 

1913 

28  years 

Died 

in 

office. 

C.P.  William  H.  Draper.  M.D.. 

188.^. 

1001 

16  years 

Died 

in 

office. 

C.P.  E.  G.  Janewav,  M.D 

188.- 

1910 

25  years 

Died  in 

office. 

C.S.Charles  K.  Briddon.  M.D.. 

1000 

1016 

16  years 

Died 

in 

office. 

C.P.Andrew  H.   Smith,  M.D... 

1903 

1008 

5  years 

Resigned. 

C.S.  F.  Tilden  Brown,   M.D.... 

1008 

1910 

2  years 

Died 

in 

office. 

C.P.Walter  B.  James,  M.D 

1914 

.... 

Conti 

nues  in  office. 

PATHOLOGISTS 


Charles  S.  Bull,  M.D 

T.  E.  Satterthwaite,  M.D 
John  W.  Beckman,  M.D. 
John  S.  Thacher,  M.D... 

Eugene  L.  Opie,  M.D 

Wm.  G.  MacCallum,  M.D 


From         To 


1871  j  1873 

1873  1888 

1874  1875 
1889  1907 
1907  1910 
1910  I  .... 


Ser^-ed  the  Institution 


2  years 
15  years 

1  year 
18  years 

3  years 


Continues  iu  office. 


VISITING  PHYSICIANS  TO  ROENTGEN  RAY 
DEPARTMENT 


Alfred  T.   Osgood 

Eugene  W.  Caldwell,  M.D. 


1907 
1910 


To 


Served  the  Institution 


1909       3  years      Resigned. 

Continues  in  office. 


VISITING  physicia:n^s  and  suegeons 


V.P.A.    Brayton    Ball,    M.D 

V.P.Edward    C.    Seguin,    M.D... 
V.P.George  G.  Wheelock,  M.D.. 

V.P.Walter  De  F.  Day,  M.D 

V.P.  Gerardus  H.  Wynkoop,  M.D 

V.P.  Alexander  Hadden,  M.D 

V.S.Alfred  C.  Post,  M.D 

V.S.  Gurdon   Buck,   M.D 

V.S.  Thomas  T.  Sabine,  M.D 

V.S.Daniel  M.  Stimson,  M.D 

V.S.  L.  De  Forest  Woodruff,  M.D 

V.S.  Samuel  B.  Ward,  M.D 

V.S.Charles  M.  Allin,  M.D 

V.P.  James  L.  Banks,  M.D 

V.P.  Samuel  T.  Hubbard,  M.D 

V.P.  Gouverneur  M.  Smith,  M.D. . 
V.P.  Frederick  A.  Burrall,  M.D . . 

V.P.  James  V.  S.  Wooley,  M.D 

V.S.Lewis  A.  Stimson,  M.D 

V.S.John   H.    Hinton,   M.D 

V.S.Charles  K.  Briddon,  M.D... 

V.S  William  T.  White,  M.D 

V.S.George  F.  Shrady,  M.D 

V.P.  Fred  A.  Castle,  M.D 

V.S.Leroy  M.  Tale,  M.D 

V.P.  Andrew  H.  Smith,  M.D 

V.P.  Thomas  A.  McBride,  M.D. . . 

V.P.  William  H.  Flint,   M.D 

V.S.William  S.  Halsted,  M.D 

V.P.  W.  Gilman  Thompson,  M.D. 

V.S.Andrew  J.  McCosh,  M.D 

V.P.  F.  P.  Kinnicutt,  M.D 

V.P,  William  P,  Northrup,  M.D . . 

V.P.  Walter  B.  James,  M.D 

V.S.  Ellsworth  Eliot,    Jr.,  M.D. . . 

V.P.John  S.  Thacher,  M.D 

V.S.Joseph  A.  Blake,  M.D 

V.P.Theodore  C.  Janeway,  M.D.. 
V.P.  Warfield  T.  Longcope,  M.D . . 

V.P.  George  A.  Tuttle,  M.D 

V.P.  David  Bovaird,  M.D 

V.P.  T.  Stuart  Hart,  M.D 

V.S.Adrian  V.  S.  Lambert  M.D.. 

V.P.  Homer  F.   Swift,  M.D 

V.S.  George  E.  Brewer,  M.D 


1871 

1871 
1871 
1871 
1871 
1871 
1871 
1871 
1871 
1871 
1871 
1871 
1874 
1875 
1875 
1875 
1875 
1875 
1876 
1876 
1876 
1876 
1877 
1880 
1880 
1880 
1880 
1885 
1885 
1886 
1887 
1892 
1892 
1892 
1900 
1903 
1909 
1911 
1914 
1914 
1914 
1914 
1914 
1914 
1914 


To 


1875 
1873 
1875 
1875 
1875 
1885 
1883 
1876 
1874 
1876 
1876 
1876 
1876 
1880 
1881 
1882 
1885 
1881 
1889 
1884 
1900 
1880 
1885 
1885 
1885 
1903 
1886 
1896 
1887 
1911 
1908 
1913 

1914 

1914 
1913 

1914 


Served  the  Institution 


4  years 

2  years 
4  years 
4  years 

4  years 
14  years 
12  years 

5  years 

3  years 


years 
years 
years 
years 
years 

6  years 

7  years 

10  years 
6  years 

13  years 

8  years 

24  years 

4  years 
8  years 

5  years 

5  years 
23  years 

6  years 

11  years 

2  years 

25  years 
21  years 

21  years 

22  years 

11  years 
4  years 

3  years 


Resigned. 
Resigned. 


Resigned. 
Died  in  office. 
Resigned. 

Resigned. 
Died  in  office. 
Died  in  office. 
Continues  in  office. 
Elec.  Cons. 
Continues  in  office. 
Resigned. 
Resigned. 
Resigned. 

Continues  in  office 
Continues  in  office 
Continues  in  office 
Continues  in  office 
Continues  in  office 
Continues  in  office 
Continues  in  office 
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ASSOCIATE  VISITI^s'G  PHYSICIANS  AND  SURGEONS 


From 


A.V.P.  George  A.  Tuttle,  M.D 
A. V.P.John  S.  Thacher,  M.D 
A.V.S.  F.  Tilden  Brown.  M.D 
A.V.S.  George  Woolsey,  M.D. 
A.V.P.  David  Bovaird,  M.D., 
A.'S'.S.  Forbes  Hawkes,  M.D. . 
A.V.P.  WarQeld  T.  Longcope,  M.D 

A.V.P.  T.   Stuart  Hart.   M.D 

A.V.S.  Adrian  V.  S.  Lambert.  M.D, 
A.V.P.  Herbert  S.  Carter.  M.D 
A.V.P.  Howard  H.  Mason.  M.D 
A.V.S.  William  Darraeh.  M.D. 
A.V.S.  Clarence  A.McWilliams.M.D 
A.V.P.  George  Draper,  M.D. 


1900 
1900 
1900 
1900 
190.3 
1908 
1911 
1911 
1912 
1914 
19U 
1914 
1914 
1915 


To 


1914 
1903 
1908 
1914 
1914 

1914 
1914 
1914 


1916 


Served  the  Institution 


14  years 

3  years 

8  years 

14  years 

11  years 

3  years 
3  years 
2  years 


2  years 


Phys. 

Phys. 


Phys. 


Elee.  Vist. 
Eleo.  Vist. 
Klec.  Cons, 
designed. 
Elec.  Vist. 
Continues  in  office. 
Elect.  Vist.  Phyj?. 
Elect.  Vist.  Phys. 
Elect.  Vist.  Sursi'n. 
Continues  in  office. 
Continues  in  office. 
Resigned. 
Continues  in  office. 
Continues  in  office. 
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HOUSE  PHYSICIANS  AND  HOUSE  SUEGEONS 


Nelson  B.  Slzer,  M.D 

D.  H.  Moment,  M.D 

M.   E.   Tully,   M.D 

Edward  T.  Ely,  M.D 

John  B.  Crowell,  M.D 

Charles  B.  Roof,  M.D 

D.  B.  Delavan,  M.D 

William  E.  Forrest,  M.D... 
Jacob  A.  van  Houten,  M.D. 
W.  H.  Haynes,  Jr.,  M.D... 
August  F.  Buehler,  M.D... 

P.  F.  Chambers,  M.D 

A.  M.  Jacobus,  M.D 

John  J.  McNulty,  M.D 

Thomas  W.  Busche,  M.D . . . 

William  H.  Porter,  M.D 

L.  Alberto  Lacayo,  M.D 

W.  H.  Gerrish,  M.D 

Edwin  B.  Ramsdell,  M.D . . . 

Herbert  W.  Little,  M.D 

Herbert  W.  Little,  M.D 

Howard  G.  Wetmore,  M.D. . 
Howard  G.  Wetmore,  M.D. . 

John  A.  Wells,  M.D 

John  A.  Wells,  M.D 

Joseph  W.  Stickler,  M.D... 
William  K.  Simpson,  M.D . . 

John  T.  Duffield,  M.D 

John  T.  Duffield,  M.D 

WUllam  K.  Simpson,  M.D.. 
William  K.   Simpson,   M.D.. 

H.  A.  Mandeville,  M.D 

H.  A.  Mandeville,  M.D 

H.  B.  McCarroll,  M.D 

H.  B.  McCarroll,  M.D 

A.  Freeman,  Jr.,  M.D 

A.  Freeman,  Jr.,  M.D 

Charles  G.  Wagner,  M.D... 
Charles  G.  Wagner,  M.D... 

E.  S.  Garner,  M.D 

E.  S.  Garner,  M.D 

Henry  Rolando,  M.D .. . . 

Henry  Rolando,  M.D 

William  H.  Sherman,  M.D. 
William  H.  Sherman,  M.D. 

Frank  W.  Shaw,  M.D 

Frank  W.  Shaw,  M.D 

Alfred  E.  Hooker,  M.D 

Alfred  E.  Hooker,  M.D 

William  A.  Moore,  M.D 

William  A.  Moore,  M.D 

Henry  B.  Douglass,  M.D. . . 
Henry  B.  Douglass,  M.D . . . 
Grant  C.  Madill,  M.D 


May, 

Oct, 

Mar., 

Mar., 

April, 

Mar., 

April, 

Sept, 

Mar., 

Mar., 

Mar., 

Sept, 

Sept., 

Mar., 

Mar., 

Sept., 

Sept, 

Mar., 

April, 

May, 

Oct, 

Oct, 

April, 

April, 

Oct., 

Oct, 

July, 

April, 

Dec. 

Dee. 

June, 

April, 

June, 

Oct, 

Dec., 

June, 

Dec., 

Dec., 

June, 

June, 

Dec, 

Dec, 

June, 

June, 

Dec, 

Dec, 

June, 

June, 

Dec, 

Dec, 

June, 

June, 

Dec, 

Dec, 


1872 
1872 
1873 
1874 
1874 
1875 
1876 
1876 
1876 
1877 
1877 
1877 
1877 
1878 
1878 
1878 
1878 
1879 
1879 
1879 
1879 
1879 
1880 
1880 
1880 
1880 
1881 
1881 
1881 
1881 
1882 
1882 
1882 
1882 
1882 
1883 
1883 
1883 
1884 
1884 
1884 
1884 
1885 
1885 
1885 
1885 
1886 
1886 
1886 
1886 
1887 
1887 
1887 
1887 


Oct., 
Mar., 
Mar., 
Mar., 
Mar., 
April, 
Sept., 
Mar., 
Mar., 
Sept, 
Sept, 
Mar., 
Mar., 
Sept, 
Sept., 
Mar.. 
Mar., 
May, 
Oct., 
Oct., 
April, 
April, 
Oct, 
Oct, 
April, 
July, 
Oct, 
Dec, 
April, 
June, 
Oct, 
June, 
Dec, 
Dec, 
June, 
Dec, 
June, 
June, 
Dec, 
Dec, 
June, 
June, 
Dec, 
Dec, 
June, 
June, 
Dec, 
Dec, 
May, 
June, 
Dec, 
Dec, 
June, 
Dec, 


1872 
1873 
1874 
1875 
1875 
1876 
1876 
1877 
1877 
1877 
1877 
1878 
1878 
1878 
1878 
1879 
1879 
1879 
1879 
1879 
1880 
1880 
1880 
1880 
1881 
1881 
1881 
1881 
1882 
1882 
1882 
1882 
1882 
1882 
1883 
1883 
1884 
1884 
1884 
1884 
1885 
1885 
1885 
1885 
1886 
1886 
1886 
1886 
1887 
1887 
1887 
1887 
1888 
1888 


Physician 

Physician 

Physician 

Physician. 

Surgeon. 

Physician 

Physician 

Physician. 

Surgeon. 

Physician. 

Surgeon. 

Physician. 

Surgeon. 

Physician. 

Surgeon. 

Physician. 

Surgeon. 

Surgeon. 

Physician. 

Surgeon. 

Physician. 

Surgeon. 

Physician. 

Surgeon. 

Physician. 

Surgeon. 

Surgeon. 

Physician. 

Surgeon. 

Physician. 

Surgeon. 

Surgeon. 

Physician. 

Surgeon. 

Physician. 

Physician, 

Surgeon. 

Physician. 

Surgeon. 

Physician. 

Surgeon. 

Physician. 

Surgeon. 

Physician. 

Surgeon. 

Physician. 

Surgeon. 

Physician. 

Surgeon. 

Physician. 

Surgeon. 

Physician. 

Surgeon. 

Physician. 


and  Surg'n. 
and  Surg'n. 
and  Surg'n. 


and  Surg'n. 
and  Surg'n. 
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Grant  C.  Madill.  M.D 

June, 

1888 

Dec, 

1888 

Surgeon. 

David  M.  Marvin,  M.D 

June, 

1888 

Dec, 

1888 

Physician. 

David  M.  Marvin,  M.D 

Dec., 

1888 

June, 

1889 

Surgeon. 

Frank  W.  Sharpe,  M.D 

Dec., 

1888 

June, 

1889 

Physician. 

Frank  W.  Sharpe,  M.D 

June. 

1889 

Dec, 

1889 

Surgeon. 

William  Hugh  Ross,  M.D 

June, 

1889 

Dec, 

1889 

Physician. 

William  Hugh  Ross.  M.D 

Dec., 

1889 

June. 

1890 

Surgeon. 

H.  Lawrence  Shively,   M.D. . . 

Dec., 

1889 

July, 

1890 

Physician. 

H.  Lawrence  Shively,   M.D. . . 

June, 

1890 

Dec, 

1890 

Surgeon. 

Edmund  Wallen  Bill,   M.D... 

July, 

1890 

Jan., 

1891 

Physician. 

Frank  Le  Moyne  Hupp,  M.D.. 

Jan., 

1891 

Jan.. 

1892 

Surgeon. 

Edward  W.  Perkins,  M.D 

Jan., 

1891 

July, 

1891 

Physician. 

Edward  E.   Cornwall,   M.D. . . 

July, 

1891 

Jan- 

1892 

Physician. 

H.  H.  Forbes.  M.D 

Jan., 

1892 

July. 

1892 

Surgeon. 

Whitmore  Steele,  M.D 

Jan., 

1892 

July, 

1892 

Physician. 

Pedro  F.  Francke,  M.D 

July, 

1892 

Jan., 

1893 

Surgeon. 

Renwick  R.  Ross,  M.D 

July, 

1892 

Jan., 

1893 

Physician. 

Robert  S.  Adams,  M.D 

Jan., 

1893 

July. 

1893 

Surgeon. 

B.  Van  Dyke  Hedges,  M.D... 

Jan., 

1893 

July, 

1893 

Physician. 

Ernest  C.   Shultze,   M.D 

July, 

1893 

Jan., 

1894 

Surgeon. 

Porter  R.  McMaster,  M.D 

July, 

1893 

Jan., 

1894 

Physician. 

Edward  H.  Pershing,  M.D 

Jan., 

1894 

July, 

1894 

Surgeon. 

David  Bovaird,  Jr.,  M.D 

Jan., 

1894 

July, 

1894 

Physician. 

Forbes  Hawkes,  M.D 

July, 
July, 

1894 

Jan., 

1895 

Surgeon. 
Physician. 

J.   P.  Thornley,'  M.D 

ism 

Jan., 

1895 

W.  Seaman  Bainbridge,  M.D.. 

Jan., 

1895 

July. 

1895 

Surgeon. 

Bert  H.   Waters,   M.D 

Jan., 

189,5 

July, 

1895 

Physician. 

John  A.  Hartwell,  M.D 

July, 

1895 

Jan.. 

IS.% 

Surgeon. 

James  D.  Voorhees,  M.D 

July, 

1895 

Jan., 

1896 

Physician. 

Leonard  C.  Sanford,  M.D 

Jan., 

1896 

July, 

1896 

Surgeon. 

S.  W.  Thurber,  M.D 

Jan., 

1896 

July, 

1896 

Ph^vsician. 

John  A.  Hartwell,  M.D 

July. 

1896 

Jan., 

1897 

Surgeon. 

N.  R.  Norton,  M.D 

July, 

1896 

.Jan., 

1897 

Physician. 

T.  Stuart  Hart,  M.D 

Jan., 

1897 

July, 

1897 

Surgeon. 

John  B.  Kouwenhoveu,  M.D.. 

Jan., 

1897 

July. 

1897 

Physician. 

Clarence  A.  McWilliams,  M.D. 

July, 

1897 

Jan., 

1898 

Surgeon. 

Herbert  S.  Carter.  M.D 

July. 

1897    Jan., 

1898 

Physician. 

Finley  R.  Cook,  M.D 

Jan., 

18.98    July, 

1898 

Surgeon. 

Hpnrv   E    Hale    MD 

Jan., 

1898    July, 
1898    J:m., 

1898 

Phvsician. 

Samuel  Cochran.  M.D 

July, 

1899 

Surgeon. 

SLerwood  B.  Ives.  M.D 

July, 

1898    Jan.. 

1899 

Physician. 

Francis  0.  Dorsey.  M.D 

Jan., 

1899    July. 

1899 

Surgeon. 

John  Howland.  M.D 

Jan., 

1899    July. 

1899 

Physician. 

Frederick  Rustin,  M.D 

July, 

1899    Jan., 

1900 

Surgeon. 

Frederick  J.  Tooker,  M.D 

July, 

1899   Jan., 

1900 

Physician. 

Burton  J.  Lee,  M.D 

Jd.n. 

1900   July, 
1900   July. 
190O   Jan., 

1900 

Surgeon. 
Physician. 

John  W.  Coe,  M.D 

Jfin. 

1900 

Henry  Perkins  Moseley,  M.D. 

July,' 

1901 

Surgeon  first 

division. 

Burton  J.  Lee,  M.D 

July. 

1900    Jan., 

1901 

Surgeon  sec'd  division. 

Montgomery  H.  Sicard.  M.D.. 

July. 

1900 

Jan., 

1901 

Physician. 

Alfred  T.  Osgood,  M.D 

.Tan., 

1901 

July, 

1901 

Surgeon  first 

division. 

Edwin  L.   Bebee.  M.D 

Jan.. 

1901 

July, 

1901 

Surgeon  sec'd  division. 

James  A.  Miller,  M.D 

Jan.. 

1901 

July, 

1901 

Physician. 

Reginald   H.   Jackson.   M.D... 

July, 

1901 

Jan., 

1902 

Surgeon   first 

division. 
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Frederick  Coonley,  M.D 

Linsly  R.  Williams,  M.D 

Harry  G.  Dorman,  M.D 

Clarence  Fahnestock,  M.D. . . . 

Lewis  F.  Frissell,  M.D 

Jos.  Storer  Wheelwright,  M.D. 

Roland   Hazen,   M.D 

Edward  L.  Trudeau,  Jr.,  M.D. 

William  Darrach,  M.D 

W.  H.  Winchester,  M.D 

Charles  Hendee  Smith,  M.D.. 
Wilfred  Mcllvaine  Post,  M.D.. 

Austen  Fox  Riggs,  M.D 

Philip  Van  Ingen,  M.D 

Harry  M.  Keator,  M.D 

Charles  K.  Roys,  M.D 

Herman  von  W.  Schulte,  M.D. 

Seward  Erdman,  M.D 

Joseph  G.  Yocum,  M.D 

Chas.  E.  S.  Webster,  Jr.,  M.D. 
Isaac  Wm.  Kingsbury,  M.D.. 

Stanley  B.  Thomas,  M.D 

Royal  S.  Haynes,  M.D 

John  D.  Kernan,  Jr.,  M.D .... 

Selden  I.  Rainforth,  M.D 

Alfred  J.  Brown,  M.D 

Edward  Cook,  M.D 

George  H.  Lathrop,  M.D 

Howard  H.  Mason,  M.D 

Charles  A.  Squires,  M.D 

E.  St.  John  Ward,  M.D 

George  H.  Lathrop,  M.D 

Robert  A.  Cooke,  M.D 

Alvin  W.  Baird,  M.D 

George  M.  Smith,  M.D 

Armistead  C.  Crump,  M.D... 
Frederick  J.  Barrett,  M.D. . . . 

Charles  H.  Cocke,  M.D 

James  W.  Jameson,  M.D 

William  B.  Boyd,  M.D 

Robert  L.  Hutton,  M.D 

Edwin  D.  Watkins,  M.D 

Athel  C.  Burnham,  M.D 

Homer  P.   Swift,  M.D 

George  Draper,  M.D 

James  A.  Corscaden,  M.D .... 
Alexander  R.  Stevens,  M.D . . . 

Frank  P.  Goodwin,  M.D 

Eugene  F.  DuBois,  M.D 

Robert   E.   Gaby,   M.D 

Harry  R.  Decker,  M.  D 

Edward  M.  Welles,  Jr.,  M.D.. 

Fred  B.  Utley,  M.D 

George  N.  Pease,  M.D 

J.  Colin  Vaughan,  M.D 


July, 

1901 

July, 

1901 

Jan., 

1902 

Jan., 

1902 

Jan., 

1902 

July, 

1902 

July, 

1902 

July, 

1902 

Jan., 

1903 

Jan., 

1903 

Jan., 

1903 

July, 

1903 

July, 

1903 

July, 

1903 

Jan., 

1904 

Jan., 

1904 

Jan., 

1904 

July, 

1904 

July, 

1904 

July, 

19T)4 

Jan., 

1905 

Jan., 

1905 

Jan., 

1905 

July, 

1905 

July, 

1905 

July, 

1905 

Jan., 

1906 

Jan., 

1906 

Jan., 

1906 

July, 

1906 

July, 

1906 

July, 

1906 

July, 

1906 

Jan., 

1907 

Jan., 

1907 

Jan., 

1907 

Jan., 

1907 

July, 

1907 

July, 

1907 

July, 

1907 

July, 

1907 

Jan., 

1908 

Jan., 

1908 

Jan., 

1908 

Jan., 

1908 

July, 

19081 

July, 

1908 

July, 

1908! 

July, 

1908! 

Jan., 

1909 

Jan., 

1909 

Jan., 

1909 

Jan., 

1909 

July, 

1909 

July, 

1909 

Jan., 
Jan., 
July, 
July, 
July, 
Jan., 
Jan., 
Jan., 
July, 
July, 
July, 
Jan., 
Jan., 
Jan., 
July, 
July, 
July, 
Jan., 
Jan., 
Jan., 
July, 
July, 
July, 
Jan., 
Jan., 
Jan., 
July, 
July, 
July, 
Jan., 
Jan., 
Jan., 
Jan., 
July, 
July, 
July, 
July, 
Jan., 
Jan., 
Jan., 
Jan., 
July, 
July, 
July, 
July, 
Jan., 
Jan., 
Jan., 
Jan., 
July, 
July, 
July, 
July, 
Jan., 
Jan., 


1902 
1902 
1902 
1902 
1902 
1903 
1903 
1903 
1903 
1903 
1903 
1904 
1904 
1904 
1904 
1904 
1904 
1905 
1905 
1905 
1905 
1905 
1905 
1906 
1906 
1906 
1906 
1906 
1906 
1907 
1907 
1907 
1907 
1907 
1907 
1907 
1907 
1908 
1908 
1908 
1908 
1908 
1908 
1908 
1908 
1909 
1909 
1909 
1909 
1909 
1909 
1909 
1909 
1910 
1910 


Surgeon  sec'd  division. 

Physician. 

Surgeon  first  division. 

Surgeon  sec'd  division. 

Physician. 

Surgeon  first  division. 

Surgeon  sec'd  division. 

Physician. 

Surgeon  first  division. 

Surgeon  sec'd  division. 

Physician. 

Surgeon  first  division. 

Surgeon  sec'd  division. 

Physician. 

Surgeon  first  division. 

Surgeon  sec'd  division. 

Physician. 

Surgeon  first  division. 

Surgeon  sec'd  division. 

Physician. 

Surgeon  first  division. 

Surgeon  sec'd  division. 

Physician. 

Surgeon  first  division. 

Surgeon  sec'd  division. 

Physician. 

Surgeon  first  division. 

Surgeon  sec'd  division. 

Physician. 

Surgeon  first  division. 

Surgeon,  seed  divls'n. 

Physician  first  divls'n. 

Physician  sec'd  divls'n. 

Surgeon  first  division. 

Surgeon  sec'd  division. 

Physician  first  divis'n. 

Physician  sec'd  divls'n. 

Surgeon  first  division. 

Surgeon  sec'd  division. 

Physician  first  divis'n. 

Physician  sec'd  divis'n. 

Surgeon  first  division. 

Surgeon  sec'd  division. 

Physician  first  divis'n. 

Physician  sec'd  divls'n. 

Surgeon  first  division. 

Surgeon  sec'd  division. 

Physician  first  divis'n. 

Physician  sec'd  divis'n. 

Surgeon  first  division. 

Surgeon  sec'd  division. 

Physician  first  divis'n. 

Physician  sec'd  divis'n. 

Surgeon  first  division. 

Surgeon  sec'd  dlvla'n. 
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Richard  H.  McBaine,  M.D... 

Albert  R.  Lamb,  M.D 

Harold  E.   Santee,  M.D 

C.  Roy  Davis,  M.D 

Clarence  T.  Roome,  M.D 

Antonio  J.  Waring,  M.D 

Edward  C.  Brenner,  M.D 

Gaylord  W.  Graves.  M.D 

Willard  B.  Soper,  M.D 

Kenneth  Bulkley,  M.D 

Thomas  W.  Harvey,  Jr.,  M.D. 

J.  Oliver  McDonald,  M.D 

F.   Wade  Paton,  M.D 

Kenneth  Bulkley,  M.D 

John  M.  Hanford,  M.D 

Edwin  F.  Sampson,  M.D 

Edward  R.  Evans,  M.D 

Malcolm  McBurney,  M.D 

Anthony  C.  Freeman,  M.D... 

Berton    Lattin,    M.D 

Arthur  H.  Terry,  Jr.,  M.D 

James  N.  Worcester,  M.D 

Malcolm  K.   Smith,  M.D 

Thomas  A.  Devan,  M.D 

Benjamin  A.  Furman,  M.D... 

James  L.  Cobb,  M.D 

Albert  V.  Franklin,  M.D 

Edwin  F.  Sampson,  M.D 

David  D.  Stowell,  M.D 

Edwin  F.  Sampson,  M.D 

Henry  T.  Chickering.  M.D... 

Roderick  V,  Grace,  M.D 

Constantine  J.  MacGuire,  M.D. 

Hubert  S.   Howe.  M.D 

Martin  DeForest  Smith,  M.D.. 

Frank  S.  Dolley,  M.D 

Otto  C.  Pickhardt,  M.D 

Henry  A.  Riley,  M.D 

George  M.  Mackenzie,  M.D. . . 

Robert  H.  Kennedy,  M.D 

W.  William  Weeks,  M.D 

John  P.  Peters,  Jr.,  M.D 

Hugh  Chaplin,  M.D 

Norman  B.  McWilliams,  M.D. 

Horace  H.  LeSeur,  M.D 

Howard  F.  Shattuck,  M.D,... 

A.  Benson  Cannon.  M.D 

Fen  ton   Taylor,   M.D 

James  W.  Babcock,  M.D 

Thayer  M.  Smith,  M.D 

Harry  L.  Alexander,  M.D 

W.  Barclav  Parsons.  Jr.,  M.D. 
T.  F.  X.  Sullivan,  M.D 


July, 
July, 
Jan., 
Jan., 
Jan., 
July, 
July, 
July, 
July, 
Jan., 
Jan., 
Jan., 
Jan., 
July, 
July, 
July, 
July, 
Jan., 
Jan., 
Jan., 
Jan., 
July, 
July, 
July, 
July, 
Jan.. 
Jan.. 
Jan.. 
Jan., 
July, 
July, 
July, 
July, 
Jan., 
Jan., 
Jan., 
Jan., 
July, 
July, 
July, 
July, 
Jan., 
Jan., 
Jan., 
Jan., 
July, 
July, 
July, 
July, 
Jan., 
Jan., 
Jan., 
Jan., 


1909 
1909 
1910 
1910 
1910 
1910 
19]  0 
1910 
1910 
1911 
1911 
1911 
1911 
1911 
1911 
1911 
1911 
1912 
1912 
1912 
1912 
1912 
1912 
1912 
1912 
1913 
191.S 
1913 
1913 
1913 
1913 
1913 
1913 
1914 
1914 
1914 
1914 
1914 
1914 
1914 
1914 
1915 
1015 
1915 
1915 
1915 
1915 
1915 
1915 
1916 
1916 
1916 
1916 


Jan., 

Jan., 

July, 

July, 

July, 

Jan., 

Jan., 

Jan., 

Jan., 

July, 

July, 

July, 

July, 

Jan., 

Jan., 

Jan., 

Jan., 

July, 

July, 

July, 

July, 

Jan., 

Jan., 

Jan., 

Jan., 

July, 

July, 

July. 

July, 

Jan.. 

Jan., 

Jan., 

Jan.. 

July, 

July, 

July, 

July, 

Jan., 

Jan., 

Jan., 

Jan.. 

July, 

July, 

July, 

July. 

Jan., 

Jan., 

Jan., 

Jan., 

July, 

July, 

July, 

July, 


1910 
1910 
1910 
1910 
1910 
1911 
1911 
1911 
1911 
1911 
1911 
1911 
1911 
1912 
1912 
1912 
1912 
1912 
1912 
1912 
1912 
1913 
1913 
1913 
1913 
1913 
1913 
1913 
1913 
1914 
1914 
1914 
1914 
1014 
1914 
1914 
1914 
1915 
1915 
1915 
1915 
1915 
1915 
1915 
1915 
1916 
1916 
1916 
1910 
1916 
1916 
1916 
1916 


Physician  first  divis'n. 
Physician  sec'd  divls'n. 
Surgeon  first  division. 
Surgeon  sec'd  division. 
Physician  first  divLs'n. 
Surgeon  first  division. 
Surgeon  sec'd  division. 
Physician  first  divis'n. 
Physician  sec'd  divis'n. 
Surgeon  first  division. 
Surgeon  sec'd  division. 
Physician  first  divis'n. 
Physician  sec'd  divis'n. 
Surgeon  first  division. 
Surgeon  sec'd  divis'n. 
Physician  first  divis'n. 
Physician  sec'd  divis'n. 
Surgeon  first  division. 
Surgeon  sec'd  division. 
Physician  first  divis'n. 
Physician  sec'd  divis'n. 
Surgeon  first  division. 
Surgeon  sec'd  division. 
Physician  first  divis'n. 
Physician  sec'd  divis'n. 
Surgeon  first  division. 
Surgeon  sec'd  division. 
Physician  first  divis'n. 
Physician  sec'd  divis'n. 
Physician  first  divis'n. 
Physician  sec'd  divis'n. 
Surgeon  first  division. 
Surgeon  sec'd  division. 
Physician  first  divis'n. 
Physician  sec'd  divis'n. 
Surgeon  first  division. 
Surgeon  sec'd  division. 
Physician  first  divis'n. 
Physician  sec'd  divis'n. 
Surgeon  first  division. 
Surgeon  sec'd  division. 
Physician  first  divis'n. 
Physician  sec'd  divis'n. 
Surgeon  first  division. 
Surgeon  sec'd  division. 
Physician  first  divis'n. 
Physician  sec'd  divis'n. 
Surgeon  first  division. 
Surgeon  sec'd  division. 
Physician  first  divis'n. 
Physician  sec'd  divis'n. 
Surgeon  first  division. 
J  Surgeon  sec'd  division. 


CHARTER 


AN  ACT 

TO   FOUND   A   PBESBYTEEIAN    HOSPITAL   USr   THE    CITY   OF   NEW    YOEK. 

Passed  February  28,  1868.— Chapter  15. 


The  People  of  the  State  of  New  York,  represented  m  Senate  and 
A-Ssembly,  do  enact  as  follows: 

Section  1.  James  Lenox,  John  Taylor  Johnston,  Robert  L.  Stuart, 
Morris  K.  Jesup,  Marshall  S.  Bidwell,  and  their  associates,  as  hereinafter 
named,  shall  constitute  a  body  corporate,  with  power  to  establish,  maintain, 
and  conduct  a  Hospital  in  the  City  of  New  York,  which  shall  be  known  and 
designated  as  "The  Peesbytebian  Hospital  in  the  City  of  New  Yobk." 

Section  2.    The  property  and  concerns  of  said  Corporation  shall  be 

vested  in  and  managed  by  a  Board  of  thirty -two  Managers    (by  act  of 

March  28,   1868,   increased  to  thirty-six  Managers),   to   be  constituted  as 
provided  for  in  the  following  section. 

Section  3.  James  Brown,  Marshall  S.  Bidwell,  William  A.  Booth, 
Aaron  B.  Belknap,  William  E.  Dodge,  James  Donaldson,  John  C.  Green, 
Winthrop  S.  Oilman,  Robert  M.  Hartley,  Richard  Irvin,  Edward  S.  JafEray, 
Thomas  Jeremiah,  Morris  K.  Jesup,  John  Taylor  Johnston,  James  Lenox, 
David  Olyphant,  William  Paton,  Thomas  C.  M.  Paton,  Joseph  Stuart,  Rob- 
ert L.  Stuart,  Thomas  U.  Smith,  Jonathan  Sturges,  Otis  D.  Swan,  Charles 
N.  Talbot,  Willard  Parker,  M.D.,  John  R.  Ford,  Henry  M.  Taber,  Alexander 
Van  Rensselaer,  William  M.  Vermilye,  Washington  R.  Vermilye,  A.  R.  Wet- 
more,  and  A.  Robertson  Walsh,  thirty-two  in  number,  shall  constitute  a 
part  of  the  Board  of  Managers.  To  these  thirty-two  Managers,  the  Rev. 
William  M.  Paxton,  D.D.,  as  Minister  of  the  First  Presbyterian  Church; 
the  Rev.  William  Adams,  D.D.,  as  Minister  of  the  Madison  Square  Presby- 
terian Church;  the  Rev.  Thomas  Dewltt,  D.D.,  as  Senior  Minister  of  the 
Collegiate  Church  of  the  Reformed  Protestant  Dutch  Church,  and  the  Rev. 
John  N.  McLoed,  D.D.,  as  Minister  of  the  First  Reformed  Presbyterian 
Church,  all  in  the  City  of  New  York,  and  their  successors  in  office  for  the 
time  being,  shall,  by  virtue  of  their  respective  offices,  be  associated  as  mem- 
bers of  the  Board  of  Managers. 
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SEcnoif  4.  As  soon  as  practicable  after  the  passage  of  this  Act,  the 
gaid  Board  shall  organize,  and  by  lot  divide  the  thirty-two  Managers  Into 
four  classes  of  eight  each,  and  the  places  of  the  said  classes  shall  be  vacant 
respectively  on  the  second  Wednesday  In  April,  one,  two,  three,  and  four 
years  thereafter,  so  that  eight  Managers  shall  be  elected  by  the  said  Board 
of  Managers  annually,  by  ballot,  to  hold  their  seats  for  four  years. 

Section  5.  The  Board  of  Managers  shall  have  power  to  fill  all  va- 
cancies that  may  occur  in  the  said  Board,  to  enact  By-Laws,  and  to  appoint 
all  such  agents,  assistants,  and  attendants  as  may  be  proper  to  carry  out 
the  purposes  of  the  said  Corporation.  Among  these  shall  be  Included  a 
Superintendent  and  a  Chaplain  or  both  a  Superintendent  and  a  Chaplain; 
but  these  positions  shall  be  held  only  by  Presbyterians. 

Section  6.  Not  less  than  eleven  Managers  shall  constitute  a  quorum 
for  the  purpose  of  electing  OflScers,  making  or  changing  By-Laws,  or  for 
holding  any  special  meeting;  but  for  all  other  purposes,  and  at  stated 
meetings,  seven  shall  be  a  quorum. 

Section  7.  The  said  Corporation  are  authorized  to  take  by  purchase, 
devise,  or  otherwise,  and  may  hold,  transfer,  and  convey,  for  the  purposes 
of  said  Hospital,  all  the  real  and  personal  property  of  which  it  may  be- 
come possessed,  in  so  far  as  the  same  is  in  accordance  with  the  general 
laws  of  this  State,  and  not  otherwise,  and  which  said  property  shall  be 
exempt  from  taxation,  and  shall  be  entitled  to  the  benefit  of  the  provisions 
of  law  relating  to  charitable  Institutions. 

Section  8.  This  Corporation  shall  possess  the  general  powers,  and  be 
subject  to  the  provisions,  restrictions,  and  liabilities  contained  in  the  3d 
Title  of  the  18th  Chapter  of  Part  First  of  the  Revised  Statutes. 

Section  9.    This  Act  shall  take  effect  immediately. 
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ARTICLE  I. 

TITLE. 

The  name  by  which  this  Society  shall  be  known  shall  be,  "The  Pbes- 

BYTEBIAN    HOSPITAL    IN    THE    CiTY    OF    NeW    YoBK." 

ARTICLE  11. 

OBJECT. 

The  object  of  the  Society  is  the  establishment,  supi)ort  and  manage- 
ment of  an  Institution  for  the  purpose  of  affording  medical  and  surgical 
aid  and  nursing  to  sick  or  disabled  persons  of  every  creed,  nationality, 
and  color.  The  public  religious  services  in  the  Hospital  shall  be  in  con- 
formity with  the  doctrine  and  forms  of  the  Presbyterian  or  Reformed 
Church. 

ARTICLE  III. 

THE  80CIETT. 

The  Society  shall  consist  of  Life  Members,  who  shall  respectively  be 
approved  by  a  majority  of  members  of  the  Board  of  Managers  present  at  a 
stated  meeting,  and  who  shall  have  been  nominated  at  a  previous  stated 
meeting  by  a  Standing  Committee  appointed  for  that  purpose  by  the  Board. 

ARTICLE  IV. 

ENDOWED   BEDS. 

The  Board  of  Managers  may  fix  amounts  which  when  paid  shall  en- 
title the  donor  to  nominate  from  time  to  time  a  patient  to  use  and  occupy 
one  bed  in  the  common  wards  of  the  Hospital  free  of  charge,  subject,  how- 
ever, to  sudi  rules  and  regulations  for  the  admission,  treatment,  and  dis- 
charge of  patients  as  are  now,  or  shall  be  hereafter,  prescribed  by  said 
Board. 

Where  such  nomination  is  accorded  during  life,  or  in  perpetuity,  the 
amount  paid  therefor  shall  be  kept  invested  in  income-producing  securi- 
ties until  the  privilege  may  lapse  by  the  death  of  the  donor  or  otherwise. 

ARTICLE  V. 

PEOPEBTY. 

All  the  property  of  the  Society  shall  be  applied  to  advance  the  general 
objects  of  the  Society,  except  where  it  has  been  otherwise  specially  directed 
by  the  donor  or  testator. 
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ARTICLE    VI. 

GOVERNMENT. 

The  affairs  of  the  Society  shall  be  under  the  direction  of  a  Board  of 
thirty-six  Managers,  thirty-two  of  whom  shall  be  divided  into  four  classes 
of  eight  each  ;  and  the  places  of  the  said  classes  shall  be  vacant  respectively 
on  the  second  Wednesday  of  April,  at  the  end  of  one,  two,  three  and  four 
years  thereafter,  so  that  Eight  Managers  shall  be  elected  by  the  said  Board 
annually,  by  ballet,  to  hold  their  seats  for  four  years.  To  these  thirty-two 
Managers,  the  Minister  of  the  First  Presbyterian  Church,  the  Minister  of 
the  Madison  Square  Presbyterian  Church,  the  Senior  Minister  of  the 
Collegiate  Church  of  the  Reformed  Protestant  Dutch  Church,  and  the 
.Minister  of  the  First  Reformed  Presbyterian  Church,  all  in  the  City  of 
New  York,  by  virtue  of  their  respective  offices,  for  the  time  being  shall  be 
added  as  members  of  tlie  Board  of  Managers.  The  officers  of  the  Society 
shall  consist  of  a  President,  a  Vice-President,  a  Treasurer,  a  Correspond- 
ing Secretary,  and  a  Recording  Secretary,  who  shall  be  selected  annually 
by  the  said  Board  of  Managers,  from  their  own  number,  and  shall  also  be 
Officers  of  the  said  Board.  The  said  Officers  and  Managers,  together,  shall 
form  a  Board,  to  be  denominated  the  "Board  of  Managers  of  the  Presby- 
terian Hospital  in  the  City  of  New  York,"  not  less  than  eleven  of  whom 
shall  constitute  a  quorum  for  the  purpose  of  electing  Officers,  making  or 
changing  By-Laws,  or  for  holding  any  special  meeting;  but  seven  shall  be 
a  quorum,  for  all  other  purposes,  and  for  stated  meetings.  The  Board  of 
Managers  shall  at  all  times  be  fully  authorized  to  execute  all  powers  of 
the  Society,  over  all  the  estate  and  property  of  the  Society.  To  it  shall  be 
committed  the  care  of  the  funds  of  the  Institution ;  authority  to  make 
By-Laws,  Rules,  and  Regulations,  and  to  alter  and  amend  the  same;  to 
fill  vacancies  in  their  own  body,  choose  the  Officers  of  the  Society,  appoint 
agents,  assistants,  and  attendants,  and  generally  to  transact  the  entire 
business  of  the  Society. 


ARTICLE    VII. 

MEETINGS   OF   THE   BOABD. 

The  Board  of  Managers  shall  hold  stated  meetings  on  the  second  Tues- 
day of  April,  June.  August.  October,  December,  and  February,  and  may 
hold  adjourned  meetings  when  necessary.  Special  meetings  of  the  Board 
may  be  called  by  the  President,  or,  in  case  of  his  absence  or  inability  to 
act,  by  the  Vice-President,  or  on  the  written  requisition  of  five  members 
of  the  Board  of  Managers;  but  when  special  meetings  are  called,  the  time 
and  place  of  meeting,  and  the  subject  proposed  to  be  considered,  shall  be 
notified  to  the  members  at  least  two  days  previous  to  the  meeting ;  and  no 
other  subject  shall  be  discussed  or  acted  upon  at  such  meetings. 
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ARTICLE   VIII. 

ANNXTAL     MEETING. 

A  meeting  of  the  members  of  the  Society  shall  be  held  annually  on 
such  day  between  the  15th  of  October  and  1st  of  January  as  the  Board  of 
Managers  may  appoint  It  shall  be  the  duty  of  the  Board  of  Managers  to 
make  the  necessary  arrangements  for  this  meeting ;  to  present  to  the  mem- 
bers a  report  of  the  proceedings  of  the  previous  years ;  to  exhibit  a  state- 
ment of  the  funds  and  property  of  the  Society ;  and  also  to  give  informa- 
tion of  any  matters  relating  to  the  objects  of  the  Society  which  may  be 
of  interest  or  importance. 

At  the  stated  meeting  of  the  Board  in  April  eight  members  shall  be 
chosen  by  ballot  from  among  the  members  of  the  Society  to  supply  the 
places  of  the  class  of  managers  whose  term  of  service  is  about  to  expire. 
These  eight  members,  together  with  those  composing  the  three  other  classes, 
and  the  four  ex-offlcio  members  of  the  Board,  shall  constitute  the  Board  of 
Managers  for  the  ensuing  year,  and  shall  continue  in  office  until  their  suc- 
cessors are  elected.  In  case  of  failure  to  make  such  elections  on  the  ap- 
pointed day,  a  special  meeting  of  the  Board  shall  be  called  for  that 
purpose. 


ARTICLE    IX. 

AMENDMENTS    TO    THE    CONSTITUTION. 

Amendments  to  the  Constitution  shall  be  proposed  in  writing  at  a 
regular  meeting  of  the  Board  of  Managers,  and  may  be  acted  on  at  the 
next  regular  meeting  of  the  Board,  or  at  a  special  meeting  called  for  that 
purpose;  and  shall  be  adopted  only  on  a  concurrence  of  a  majority  of  the 
members  present,  but  the  affirmative  vote  must  not  be  less  than  eleven. 


BY-LAWS 

OF  THE  BOARD  OF  MANAGERS. 

I. — Rules  and  Regulations. 

The  Board  of  Managers  shall  prescribe  rules  and  regulations  respect- 
ing the  management  of  the  affairs  of  the  Hospital.  Such  rules  and  regu- 
lations shall  not  be  inconsistent  with  these  By-Laws,  and  may  be  amended 
at  any  meeting  of  the  Board  of  Managers  by  a  majority  of  those  present 

II. — President. 

The  President  shall  preside  at  the  meetings  of  the  Board.  He  shall 
appoint  all  special  Committees,  unless  otherwise  ordered,  and  shall  per- 
form such  other  duties  as  may  be  required  by  the  Constitution  and  By- 
Laws.    He  shall  also  be  ex-officio,  a  member  of  all  committees. 

III. — "Vice-President. 

In  the  event  of  a  vacancy  of  the  ofBce  of  President,  or  during  his 
absence  or  inability  to  act,  his  duties  and  powers  shall  devolve  upon 
the  Vice-President.  Should  he  also  be  unable  to  act,  a  President  pro 
tern  shall  be  chosen  by  the  Board. 

IV. — Treasurer. 

The  Treasurer  shall  be  charged  with  the  custody  of  all  papers  and 
documents  relating  to  the  property  of  the  Corporation,  other  than  such 
as  are  mentioned  in  By-Law  V.,  of  all  moneys  belonging  thereto,  and  of 
the  seal.  He  shall  keep  an  account  in  the  name  of  the  Corporation  with 
an  institution  approved  by  the  Board,  and  shall  deposit  therein  all  moneys 
immediately  upon  receiving  them.  He  shall  cause  to  be  kept  such  accounts 
as  may  be  necessary  to  show  the  receipts,  expenditures,  and  financial  con- 
dition of  the  Institution,  or  as  may  be  required  by  the  Finance  Committee. 
These  accounts  shall  be  open  at  all  suitable  times  to  the  inspection  of  the 
Managers.  He  shall  pay  no  moneys  without  proper  order,  as  is  elsewhere 
provided. 

v. — Safe-Keeping  or  Securities 

All  bonds,  stocks,  and  other  invested  securities  and  evidences  of  value 
shall  be  kept  in  a  safe  in  the  vault  of  a  Safe  Deposit  Company  to  be  taken 
in  the  name  of  the  Hospital.  Access  to  the  safe  containing  the  securities 
shall  only  be  had  by  the  Treasurer  when  accompanied  by  a  member  of  the 
Finance  Committee,  or  in  the  absence  of  the  Treasurer  by  any  two  mem- 
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bers  of  the  Finance  Committee.  A  record  shall  be  made  of  each  visit  to 
the  vault  in  a  book  provided  for  that  purpose,  stating  over  the  signature 
of  the  visitors  all  changes  made  in  the  contents  of  the  safe,  and  when 
no  changes  are  made,  the  object  of  the  visit. 

VI. — Secbetaey. 

The  Secretary  shall  be  the  Recording  and  Corresponding  Secretary 
and  shall  keep  the  minutes  of  the  proceedings  of  the  Board  of  Managers, 
and  preserve  such  records  and  papers  as  do  not  pertain  to  the  oflSce  of 
Treasurer.  He  shall  notify  members  of  all  meetings  of  the  Board  of  Man- 
agers at  least  two  days  before  the  meeting.  He  shall  notify  members  of 
their  appointment  on  Committees,  and  generally  perform  such  duties  as 
usually  pertain  to  the  office. 

He  shall  have  charge  of  the  correspondence  of  the  Board,  and  shall 
prepare  the  Annual  Report  of  the  Managers  and  attend  to  its  publication. 

VII. — Committees. 

At  the  meeting  in  April,  after  filling  the  vacancies  about  to  occur 
in  their  Board,  the  Managers  shall  elect  an  Executive  Committee  of  eiglit 
members,  a  dispensary  Committee  of  five  members,  a  Training-SchooI 
Committee  of  three  or  more  members,  a  House  Committee  of  three  or  more 
members,  a  Finance  Committee  of  five  members,  of  which  the  Treasurer 
shall  be  one,  a  Committee  on  nominations  of  five  members,  of  which  the 
Secretary  shall  be  one,  and  an  Auditing  Committee  of  two  members.  The 
members  appointed  on  these  Committees  shall  hold  office  for  one  year  from 
the  second  Wednesday  in  April  next  ensuing,  unless  otherwise  ordered 
by  the  Board,  and  shall  keep  minutes  of  their  proceedings,  which  shall 
be  submitted  to  the  Board  at  its  stated  meetings.  The  Board  shall  also 
appoint  two  of  its  members  for  each  month  of  the  year,  who  shall  serve 
as  an  Inspecting  Committee.  If  any  manager  thus  appointed  shall  be  un- 
able to  attend  during  the  time  allotted  to  him,  it  shall  be  his  duty  to  pro- 
cure some  other  manager  to  attend  in  his  stead. 

VIII. — ExEctmvE  Committee. 

The  Executive  Committee  shall  consist  of  the  eight  Managers  chosen 
as  provided  in  By-Law  VIII,  to  whom  shall  be  added  the  two  Managers 
serving  as  the  Inspecting  Committee,  and  the  members  of  the  Dispensary, 
Training  School  and  House  Committees. 

1.  The  Committee  shall  meet  on  the  second  and  fourth  Tuesday  of 
each  month  and  may  hold  special  meetings  when  necessary,  or  when  called 
by  the  Chairman  or  two  members  of  the  Committee.  Three  shall  con- 
stitute a  quorum. 

2.  The  Executive  Committee  shall  give  such  orders  and  establish  such 
rules  and  regulations  as  they  shall  deem  necessary  for  the  better  carrying 
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into  effect  the  object  of  this  Institution,  provided  such  rules  and  regulations 
be  not  inconsistent  with  those  established  by  the  Board  of  Managers. 

3.  All  questions  relating  to  the  admission,  rejection  and  discharge  of 
patients  shall  be  decided  by  the  Executive  Committee,  in  conformity  with 
the  directions  of  the  Board  of  Managers. 

4.  In  case  the  House  Physician,  House  Surgeon,  or  any  of  their  assist- 
ants, or  any  other  officer  or  employee  shall  neglect  any  of  the  duties 
prescribed  to  them,  or  refuse  to  comply  with  any  reasonable  request  of 
the  Executive  Committee  or  Superintendent,  the  Suprintendent  may  sus- 
pend the  offender,  and  he  shall  at  once  report  his  action  to  the  Executive 
Committee. 

5.  The  Executive  Committee  shall  have  general  charge  of  all  prop- 
erty within  the  precincts  of  the  Hospital,  and  shall  see  that  proper  economy 
is  observed  in  the  administration  of  all  its  affairs,  having  due  regard  to 
the  welfare  of  its  beneficiaries.  It  shall  audit  and  examine  the  accounts 
of  the  Superintendent;  and  authorize  such  repairs  and  disbursements  as 
may  from  time  to  time  be  necessary,  and  shall  draw  drafts  upon  the 
Treasurer  therefor ;  such  drafts,  except  for  the  monthly  pay-roll  and  sup- 
plies, shall  not  exceed  $1,000  without  authority  of  the  Board  therefor; 
shall  be  signed  by  the  Chairman  and  Secretary  for  the  time  being  of  the 
Committee;  and  shall  be  a  sufficient  voucher  for  the  Treasurer. 

IX. — Out-Patient  Depabtment  Committee. 

The  Out-Patient  Department  Committee  shall  consist  of  five  Man- 
agers. It  shall  have  the  general  care  and  oversight  of  the  Out-Patient 
Department,  and  shall  meet  on  the  second  and  fourth  Tuesdays  of  each 
month. 

X. — School  of  Nursing  Committee. 

The  School  of  Nursing  Committee  shall  consist  of  three  or  more 
Managers,  who  shall  have  the  general  care  and  oversight  of  the  School 
of  Nursing. 

XI. — House  Committee. 

The  House  Committee  shall  consist  of  three  or  more  Managers,  and 
shall  direct  and  control  the  purchasing  of  all  food,  fuel,  equipment  and 
repair  supplies,  and  have  general  supervision  of  the  equipment,  main- 
tenance and  repair  of  real  estate  and  buildings. 

XII. — Finance  Committee. 

1.  The  Finance  Committee  shall  consist  of  five  Managers — one  of 
whom  shall  be  the  Treasurer.     Three  shall  constitute  a  quorum. 

2.  It  shall  be  their  duty  to  adopt  proper  means  to  augment  the  finan- 
cial resources  of  the  Institution,  to  direct  and  counsel  the  Treasurer  in 
the  investment,   care  and  management  of  the  finances,   and   to  prescribe 


BY-LAWS.  Ill 

such  form  of  accounts  and  reports  as  are  deemed  necessary.  All  proposed 
investments  must  receive  the  approval  of  the  Board  of  Managers  or  the 
Executive  Committee. 

XIII. — Nominating  Committee. 

1.  The  Nominating  Committee  shall  consist  of  five  Managers,  of  whom 
the  Secretary  shall  be  one.    Three  shall  constitute  a  quorum. 

2.  In  the  case  of  a  vacancy  occurring  in  the  Board  of  Managers  they 
shall  recommend  to  the  Board  the  name  of  a  Life  Member  to  fill  such 
vacancy,  and  to  them  shall  be  referred  the  names  of  all  persons  sug- 
gested for  such  position  or  for  Life  Membership;  but  no  report  of  the 
Committee  shall  be  acted  upon  until  the  next  subsequent  meeting  of  the 
Board,  except  with  unanimous  consent. 

3.  All  persons  nominated  for  positions  on  the  House  Staff  shall  be 
referred  to  this  Committee.  The  names  of  such  as  shall  be  favorably 
considered  by  the  Committee  shall  be  by  them  reported  to  the  Board  of 
Managers. 

XIV. — Inspecting  Committee. 

1.  The  Inspecting  Committee  shall  inspect  all  the  Hospital  buildings, 
visit  the  wards,  service  rooms,  and  laboratories  and  shall  examine  as  to 
the  cleanliness  and  order  of  all  parts  of  the  hospital  and  grounds. 

2.  They  shall  enter  their  report  in  a  book,  which  book  shall  be  laid 
before  the  Executive  Committee  at  its  meetings. 

XV. — Auditing  Committee. 

The  Auditing  Committee  shall  shortly  after  the  close  of  each  fiscal 
year  examine  and  check  the  bonds,  stocks,  mortgages  or  other  securities  or 
evidences  of  value  owned  by  the  Hospital  and  shall  also  have  the  accounts 
of  the  Treasurer  and  Superintendent  for  the  last  fiscal  year  examined  and 
checked  by  certified  public  accountants.  The  Committee  shall  thereafter 
report  to  the  Board  the  result  of  such  accounting  with  Its  recommendations. 

XVI. — Medical    Boaed    and    the    Medical,    Suegical    and    Labobatoey 

Seevice. 
1.  The  Board  of  Managers  shall  appoint  annually — 

(a)  A  Director  of  the  Surgical  Service,  a  Director  of  the  Medical 
Service,  and  a  Director  of  the  Pathological  Service;  these  shall  together 
constitute  the  Medical  Board. 

(b)  As  many  Visiting  Physicians  and  Surgeons,  and  Associate  Vis- 
iting Physicians  and  Surgeons,  as  the  service  of  the  Hospital  may  require, 
a  Visiting  Physician  to  the  Roentgen  Ray  Department,  a  visiting  Bac- 
teriologist, a  Visiting  Chemist,  an  Out-Patient  Department  Staff,  and  such 
other  department  chiefs  and  assistants  as  the  various  services  of  the 
Hospital  may  require. 

(c)  As  many  Assistant  Physicians  and  Surgeons  and  special  Con- 
sulting Physicians  and  Surgeons  as  the  service  cf  the  Hospital  may  require. 
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(d)  A  House  Staff,  consisting  of  as  many  members  as  the  service 
of  the  Hospital  may  require,  and  at  such  times  and  for  such  terms  of 
service  as  shall  seem  best  to  meet  the  needs  of  the  Hospital. 

(e)  A  Registrar  of  the  Out-Patient  Department. 

2.  These  appointments  shall  be  made  at  some  time  prior  to  July  1st 
in  each  year.  The  appointees  unless  a  different  term  be  fixed  by  the 
Board  shall  hold  office  for  one  year  and  thereafter  until  further  action 
of  the  Board. 

XVII. — Executive  Staff. 

The  Board  of  Managers  shall  appoint  a  Superintendent  and  such 
Assistants  as  the  Board  may  deem  necessary  for  the  service  of  the  Hos- 
pital, whose  services  shall  continue  during  the  pleasure  of  the  Board. 

The  Board  of  Managers  shall  appoint  a  Director  of  the  School  of 
Nursing,  and  such  Assistants  as  may  be  necessary  for  such  service,  and 
such  appointees  shall  hold  office  during  the  pleasure  of  the  Board. 

XVIII. — Endowed  Beds. 

1.  A  gift  of  $7,500  shall  entitle  the  donor  and  his  successors  to  nomi- 
nate, from  time  to  time,  an  adult  patient  to  use  and  occupy  one  bed  in 
the  common  wards  of  the  Hospital  free  of  charge. 

2.  A  gift  of  $5,000  shall  entitle  the  donor  to  a  like  privilege  for  the 
children's  ward. 

3.  A  gift  of  $5,000  shall  entitle  the  donor,  during  life,  to  nominate, 
from  time  to  time,  a  patient  to  use  and  occupy  one  bed  in  the  common 
wards  of  the  Hospital  free  of  charge.  In  the  case  of  a  corporation  or 
association  the  privilege  shall  expire  in  fifteen  years. 

4.  Any  person  or  corporation  being  the  donor  of  a  $5,000  bed  may 
increase  their  donation  to  $7,500,  in  which  case  they  shall  become  thence- 
forth entitled  to  the  privilege  that  attaches  to  an  original  donation  of  that 
amount. 

5.  All  endowed  bed  privileges  are  subject  to  the  Rules  and  Regulations 
governing  the  admission,  treatment  and  discharge  of  patients. 

6.  Contributions  to  the  endowment  fund  of  free  beds,  as  above  pro- 
vided for,  may  be  made  by  instalments,  when  the  donor  shall,  in  writing, 
so  notify  the  Treasurer  at  the  time  of  each  payment.  So  long  as  the 
instalments  so  paid  in  shall  not  equal  the  sums  required  under  the  pre- 
ceding sections,  the  amount  received  shall  constitute  a  portion  of  the  gen- 
eral endowment  fund,  the  income  of  which  shall  be  used  for  the  payment 
of  the  current  expenses  of  the  Hospital,  and  no  privileges  shall  accrue  to 
the  donor. 

7.  The  Board  of  Managers  shall  have  power  in  their  discretion  to 
make,  under  special  and  exceptional  circumstances,  such  other  arrange- 
ments (temporary  or  permanent)  as  to  endowed  beds  as  they  may  deem 
best  calculated  to  promote  the  objects  for  which  the  Hospital  was  estab- 
lished and  is  now  being  maintained. 
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8.  Certificates  of  the  right  to  nominate  patients  to  use  and  occupy 
beds  free  of  charge  shall  be  issued  in  such  form  as  the  Board  of  Manag- 
ers may  prescribe,  and  shall  be  signed  by  the  President  or  Vice-President 
and  Treasurer,  who  shall  also  affix  the  seal  of  the  Corporation. 

XIX. — Appbopeiations  of  Monet. 
Except  in  the  cases  provided  for  in  Section  5  of  By-law  VIII.  and  Section 
2  of  By-Law  XII,  all  appropriations  of  money  shall  be  made  by  resolution 
of  the  Board  of  Managers.  Orders  for  the  amounts  thus  appropriated  shall 
be  drawn  on  the  Treasurer  by  the  President  or  presiding  officer  of  the 
meeting,  and  be  countersigned  by  the  Secretary  or  Secretary  pro  tern,  and 
when  properly  endorsed  shall  be  sufficient  voucher  for  the  Treasurer. 

XX. — Complaints,  Suspensions,  ob  Dischabges. 
If  any  officer,  physician,  or  surgeon  shall  become  unfit  to  execute  his 
office,  or  shall  conduct  himself  contrary  to  any  of  the  Rules  of  the  Hospital 
or  refuse  or  neglect  to  execute  the  same,  the  Executive  Committee,  or  any 
member  of  the  Board  of  Managers  may  submit  against  him  a  complaint 
in  writing,  at  a  meeting  duly  called,  and  thereupon  a  notice  of  the  said 
complaint  shall  be  given  to  the  person  complained  of,  and  a  time  shall 
be  appointed  (not  less  than  six  days  after  service  of  said  notice)  for  the 
person  complained  of  to  make  his  defence  before  the  Board  of  Managers; 
and  the  Board,  having  examined  into  the  truth  of  the  complaint,  and  heard 
the  defence  of  the  party  accused,  if  any  shall  be  made,  may,  with  the  con- 
currence and  approbation  of  a  majority  of  the  Managers  present,  suspend 
or  discharge  the  officer,  physician,  or  surgeon  complained  of. 

XXI. — Obdee  of  Business. 
The  order  of  business  shall  be  as  follows : 

1.  The  meeting  shall  be  opened  with  prayer. 

2.  The  roll  shall  be  called,  and  the  attending  members  noted. 

3.  The  minutes  of  the  preceding  meeting  shall  be  read,  corrected  if 
necessary,  and  approved. 

4.  Treasurer's  Reports. 

5.  Reports  of  the  Committees  shall  be  called  for,  and  order  taken 
thereon. 

6.  Communications  to  the  Board  shall  be  received  and  considered. 

7.  Unfinished  business. 

8.  New  business. 

XXII. — Alterations  oe  Additions. 
Any  amendment  to  the  By-Laws  shall  be  proposed  in  writing  at  a 
regular  meeting  of  the  Board  of  Managers,  and  may  be  acted  on  at  the 
next  regular  meeting  of  the  Board,  or  at  a  special  meeting  called  for  that 
purpose.  It  shall  be  adopted  only  on  an  affirmative  vote  of  a  majority 
of  those  present.  A  copy  of  any  proposed  amendment  shall  be  mailed  to 
eadh  member  of  the  Board  at  least  three  days  prior  to  the  next  meeting. 


RULES  AS  TO  THE  ADMISSION  OF  PATIENTS. 

1.  All  ward  patients  are  required  to  pay  $10.50  per  week  for  board 
or  such  smaller  sums  as  may  be  determined  by  the  circumstances  of  the 
case,  of  which  the  Managers  shall  be  the  sole  judges.  Patients  from  New 
York  City  (Manhattan  and  Bronx),  who  are  unable  to  pay  are  admitted 
free.  Patients  from  out  of  town  requiring  operative  treatment  not  obtain- 
able at  their  homes  may  be  admitted  free  if  unable  to  pay.  Other  patients 
from  out  of  town  will  not  usually  be  admitted  free,  but  this  rule  shall  not 
apply  to  patients  recommended  for  admission  by  members  of  the  Board  of 
Managers  or  by  any  of  the  Directors  of  Service. 

2.  Patients  suffering  from  severe  accident  or  serious  illness  will  be 
admitted  at  any  hour  of  the  day  or  night.  Other  patients  will  be  admitted 
between  9  A.  M.  and  5  P.  M.  If  able,  they  must  apply  in  person  at  the 
office  of  the  Hospital,  when  they  will  be  examined  by  a  member  of  the 
House  Staff  or  Surgeon  on  duty,  and  admitted  by  the  Superintendent, 
subject  to  approval  by  the  Executive  Committee.  If  unable  to  apply  in 
person,  they  shall  be  visited  and  examined  by  such  Physician  as  may  be 
appointed  by  the  Executive  Committee. 

3.  Patients  may  be  admitted  by  the  Supermtendent  on  the  recom- 
mendation of  any  Manager,  after  examination  as  to  suitableness  by  a 
member  of  the  House  Staff,  or  on  the  recommendation  of  any  Physician 
or  Surgeon  of  the  Hospital. 

4.  No  jiatient  suffering  from  any  readily  communicable  disease  shall 
be  admitted,  nor  any  whose  case  does  not  require  the  special  benefits  of 
the  Hospital ;  nor  shall  any  patient  be  admitted  whose  case  is  judged  to 
be  incurable,  unless  there  be  urgent  symptoms  which,  in  the  opinion  of 
the  Attending  Physician  or  Surgeon,  are  capable  of  being  relieved.  There 
shall  be  no  uterine  nor  vaginal  examination  made  except  in  the  presence 
of  a  nurse. 

5.  No  patient  suffering  from  erysipelas  shall  be  admitted  to  either 
the  Medical  or  Surgical  Division  of  the  Hospital. 

6.  There  shall  be  recorded  In  the  office  daily  the  number  of  vacant 
beds. 

7.  Application  for  the  admission  of  patients  living  out  of  the  city 
must  be  accompanied  by  a  certificate  of  some  reputable  physician,  stating 
the  nature  and  probable  duration  of  the  disease. 
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RULES   FOR   VISITORS. 


1.  Visitors  will  be  admitted  to  the  wards  on  Tuesdays,  Fridays  and 
Sundays  from  2  to  4  P.  M.,  and  Tuesday  and  Friday  evening  between  6 
and  8  one  visitor  will  be  permitted,  providing  only  two  come  in  the  after- 
noon, and  at  no  other  time,  except  by  special  permission  from  the  Super- 
intendent. 

2.  Not  more  than  three  visitors  will  be  admitted  to  see  any  patient, 
but  only  two  will  be  permitted  to  be  at  the  bedside  at  one  time. 

3.  Parents  only  (no  children,  relatives  or  friends)  will  be  permitted 
to  visit  in  the  children's  ward  and  for  one-half  hour  only  each  visit. 

Patients  reported  as  seriously  ill  by  the  Physician  or  Surgeon  will 
be  permitted  to  see  members  of  the  family  at  any  time. 

4.  Only  fruit,  jelly,  and  ice-cream  can  be  brought  for  patients.  Such 
packages  must  be  left  with  the  door  clerk,  and,  if  approved  by  the  Physi- 
cian, will  be  sent  to  the  patients. 

5.  Visitors  must  observe  perfect  order  and  propriety  while  in  the 
Hospital ;  must  confine  their  visits  to  their  immediate  friends ;  must  not 
stop  or  loiter  in  the  halls,  offices,  or  on  stairways,  and  must  leave  the 
building  promptly  at  the  end  of  visiting  hours. 

Any  violations  of  these  rules  may  subject  the  offender  to  exclusion 
from  the  premises. 

All  letters  of  inquiry  regarding  patients  should  be  addressed  to 

CHARLES  H.  YOUNG,  M.D.,  Superintendent. 
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CORLIES,  MACY  &  CO.,  I 
PRINTERS 
NEW  YORK  CITY,  N.  Y. 


FORM  OF  BEQUEST 


I  give  and  bequeath  to  The  Prksbytbrian  Hospital  in  thb 
City  of  New  York,  incorporated  by  the  Legislature  of  the  State 

of  New  York  in  the  year  1868,  the  sum  of _ 

Dollars,  to  be  applied  to  the  use  and  benefit  of  the 

said  Hospital,  under  the  direction  of  the  Managers  thereof. 


FORM  OF  DEVISE 


I  give  and  devise  to  The  Presbyterian  Hospital  in  the  City 
OF  New  York,  incorporated  by  the  Legislature  of  the  State  of 
New  York  in  the  year  1868,  all  that,  etc.  [describe  the  property] 
to  be  had  and  holden  to  the  said  The  Presbyterian  Hospital  in 
THE  City  op  New  York,  and  their  successors  and  assigns,  for  the 
use  and  benefit  of  the  said  Hospital. 


THE 


PRESBYTERIAN  HOSPITAL 


IN  THE 


CITY  OF  NEW  YORK  /^    , 

.       /^i7 

Forty-Ninth  Annual  Report 

FOR  THE  YEAR  ENDING  SEPT.  30 

1917 


Also  Report  of 

No.  1    ( Presbyterian  U.  S.  A. )   General  Hospital 

British  Expeditionary  Force 


'PRESBYTERIAN  in  its  BURDENS  because  founded  by 
PRESBYTERIANS. 

UNDENOMINATIONAL  in  its  BENEFITS  because 
"For  the  l^eception  of  Patients  irrespective  of  Creed,  Nationality  and 
Color. " 

Announcement  of  James  Lenox,  President,  on  opening  Hospital,   1872. 
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OFFICERS 


President  Emeritus 
FREDERICK  STURGES 


President 
WILLIAM  SLOANE 


Vice-President 
WILLIAM  M.  KINGSLEY 


Treasurer 

WILLIAM  V.  S.  THORNE 

41  East  TOtli  Street 


Secretary 

MATTHEW  C.  FLEMING 

71  Broadway 


MANAGERS 
Whose  terms  of  office  expire  respectively  in 


1918 

ETHAN  ALLEN 
WILLIAM  V.   S.  THORNE 
MATTHEW  C.  FLEMING 
EUGENE   DELANO 
WILLIAM  ALLEN  BUTLER 
PHILIP  A.  ROLLINS 
ROBERT  W.   CARLE 

JOHNSTON  Deforest 

1919 

ROBERT  w.  Deforest 

CHARLES  W.  McALPIN 
DAVID  M.  LOOK 
EDWARD    S.   HARKNESS 
JAMES    R.    SHEFFIELD 
GEORGE  GIBBS 
WILLIAM  WILLIAMS 


1920 

WILLIAM  R.  WILLCOX 
MOREAU  DELANO 
WILLIAM   M.   KINGSLEY 
WILLIAM   SLOANE   COFFIN 
STEPHEN  G.  WILLIAMS 
CORNELIUS  R.   AGNEW 


1921 

FREDERICK    STURGES 
J.  CLEVELANT)  CADY 
ARTHUR  P.   STURGES 
WILLIAM   SLOANE 

HENRY  w.  Deforest 

THATCHER  M.  BROWN 
C.  IRVING  FISHER.  M.  D. 


Ex-Officio 


HOWARD  DUFFIELD.  D.D., 
Minister  of  the  First  Presbyterian 
Church. 

CHARLES  H.  PARKHURST.  D.D., 
Minister   of   the  Madison   Square 
Presbyterian  Church. 


DAVID  JAMES  BURRELL,  D.D., 
Senior  Minister  of  the  Collegiate 
Reformed  Church. 

ROBERT  WATSON,  D.D., 

Minister    of    the    Scotch    Presby- 
terian Church,  successor  of  the 
First     Reformed     Presbyterian 
Church. 


Board  meets  second  Tuesday  of  February,   April,   June.  August,  October 

and  December. 


STANDING  COMMITTEES 


Executive 


THATCHER  M.  BROWN,  WM.   M.   KINGSLET, 

J.  CLEVELAND  CADY,  EDWARD   S.   HARKNESS, 

WILLIAM  ALLEN  BUTLER,  EUGENE  DELANO. 

C.   IRVING   FISHER,    M.D..  WILLIAM  V.   S.  THORNE. 

And    the   members    of    the    Inspecting    Committee    on    duty,    Out-Patient 
Department,  School  of  Nursing  and  House  Committees. 

Regular  meeting  on  second  and  fourth  Tuesdays  of  each  month. 


Out-Patient  Department 

PHILIP  A.  ROLLINS,  WILLIAM   SLOANE  COFFIN, 

ETHAN   ALLEN,  CORNELIUS  R.   AGNEW, 

JAMES  R.   SHEFFIELD. 


Finance 

WILLIAM  M.   KINGSLEY,  MOREAU  DELANO, 

CORNELIUS  R.  AGNEW,  HENRY  W.   DEFOREST, 

And   Treasurer  Ex-officio. 


Nominating 

JOHNSTON  Deforest,  thatcher  m.  brown, 

EUGENE  DELANO,  WILLIAM  WILLIAMS, 

And   Secretary  Ex-Officio. 


House 

STEPHEN  G.  WILLIAMS,  ROBERT  W.  CARLE, 

CORNELIUS  R.  AGNEW,  GEORGE  GIBBS. 


STANDING  COMMITTEES 


WILLIAM  SLOANE. 
JAMES  R.  SHEFFIELD, 
EUGENE  DELANO, 


School  of  Nursing 


ELLSWORTH   ELIOT.  JR.,  M.D., 
DAVID  BOVAIRD.  M.D., 
WARFIELD  T.  LONGCOPB,  M.D. 


Auditing 
DAVID  M.  LOOK,  ETHAN  ALLEN. 

Oommittee  on  Relations  Between  the  Hospital  and  Columbia  University 

EDWARD  S.  HARKNESS,  WILLIAM  SLOANE. 

WILLIAM  V.   S.  THORNE,  HENRY  W.   DEFOREST, 

WILLIAM  M.  KINGSLEY. 

Building  Committee 

EDWARD  S.  HARKNESS,  WILLIAM  SLOANE. 

WILLIAM  V.   S.  THORNE.  HENRY  W.  DEFOREST. 

The  President  is  Ex-Officio  a  member  of  all  Committees. 


Inspecting  Committee 


1917, 


May — 

Messrs.  FISHER  and  SLOANE. 

June — 

Messrs.    ALLEN    and    JOHNSTON 

Deforest. 

July — 

Messrs.  WILLIAM  WILLIAMS  and 
SHEFFIELD. 

August — 

Messrs.    STEPHEN   G.    WILLIAMS 
and  LOOK. 

September — 

Messrs.  KINGSLEY  and  AGNEW. 

October — 

Messrs.    ARTHUR    STURGES    dnd 
GIBBS. 


November — 

Messrs.  ROLLINS  and   SLOANE. 

December — 

Messrs.  FISHER  and  BUTLER. 

1918. 

January — 

Messrs.  CARLE  and  HARKNESS. 

February — 

Messrs.  ALLEN  and  COFFIN. 

March — 

Messrs.    STEPHEN   G.   WILLIAMS 
and  FLEMING. 

April — 

Messrs.     AGNEW     and     MOREAU 
DELANO. 


The   By-Laws   call   for   a    weekly    inspection  of  all   Departments  of  the 

Hospital. 


EXECUTIVE   OFFICERS 


Superintendent 
CHARLES   H.   YOUNG,    M.D. 

Assistant  Superintendent 
JAMES  U.  NORRIS. 

Assistant  to  the  Superintendent 
CLARK  S.  COMSTOCK. 

Director  School  of  Nursing 
ANNA    CAROLINE    MAXWELL,    R.    N. 

Assistant  Director  School  of  Nursing 
JANET  B.  CHRISTIE,   R.  N. 

Chaplain 
THEODORE  D.  MARTIN 

Pharmacist 
FRED  H.  HOLDEN 

Chief  Clerk 
REGINALD  SCOTT 

Assista/nt  to  the  Treasurer 
J.   H.   P.   RITTER 


MEDICAL    BOARD 

President.  ADRIAN  V.   S.  LAMBERT,  M.D. 

Director  of  Surgical    Service. 

WARFIELD  T.  T^ONGCOPE,  M.D 

Director  of  Medical  Service.  Director  of  Pathological  Service. 


MEDICAL  SERVICE 

Director 
WARFIELD  T.  LONGCOPE,  M.D. 

Visiting  Physicians 

GEORGE  A.  TUTTLE,  M.D.,  T.  STUART  HART.  M.D., 

DAVID   BOVAIRD.    M.D.,  WALTER   W.   PALMER,  M.D. 

Visiting  Physician  to  Children's  Service 
WILLIAM  P.   NORTHRUP,  M.D. 

Visiting  yeurologist 
FREDERICK  TILNEY,  M.D. 

Visiting  Urologist 
J.  BENTLEY  SQUIER,  M.D. 

Associate  Visiting  Physicians 

HERBERT  S.  CARTER.  M.D.,      GEORGE  DRAPER.  M.D., 
ALBERT  R.  LAMB,  M.D. 

Associate  Visiting  Physician  to   Children's   Service 

HOWARD  H.  MASON.  M.D. 

Assistant    Visiting  Physicians 

H.   RAWLE  GEYELIN.   M.D..  RALPH  A.  KINSELLA.  M.D.. 

ARTHUR   E.   NEERGAARD,   M.D.,     ARCHIBALD   McI.    STRONG,   M.D. 


MEDICAL  AND  RESEARCH  LABORATORIES 
Assi'Stant  Physicians 
DANA  W.  ATCHLEY,  M.D.  WILLIAM  S.   LADD,  M.D. 

Clinical  Chemist 
KATHARINE    R.    COLEMAN,    M.A. 


SVRGICAL  SERVICE 

Director 
ADRIAN  V.   S.   LAMBERT,  M.D. 

Visiting  Surgeon 
ELLSWORTH  ELIOT,  JR.,  M.D. 

Associate  Visiting  Surgeons 
FORBES  HAWKES,  M.D.,  CLARENCE  A.  McWILLIAMS,  M.D. 

Assistant  Visiting  Surgeons 

HUGH  AUCHINCLOSS,  M.D.,  ALLEN  O.   WHIPPLE,   M.D., 

JAMES  A.  CORSCADEN,  M.D, 

Second  Assistant  Visiting  Surgeons 

JAMES  W.  JAMESON,  M.D.,  J.   M.   HANFORD,  M.D., 

E.  T.  RULISON,  Jb.,  M.D. 

Resident  Surgeon 
CLARENCE  P.  THOMAS,  M.D. 

Anesthetist 
EMMA   AGUSTA   PRICE,    R.N. 


ROENTGEN  RAY  DEPARTMENT 

Visiting  Physician 
EUGENE  WILSON  CALDWELL,  M.D. 


Photographer 
CARLIS  J.  LANDER 


PATHOLOGICAL    SHRYIOB 
Director 


Associate    Visiting  Pathologist 
ROBERT  A.  LAMBERT,  M.D. 

Assistant  Resident  Pathologist 
HAROLD  L.  MEIERHOF,  M.D. 

Associate  Visiting  Surgical  Pathologist 
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HEB81ST   PEX^SiflTH 
ASHBT  POFE 

RrssKix    C.    Weateb 


HONOR   BOLL. 
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NO.  1  (PRESBYTERIAN,  U.  S.  A.)  GENERAL  HOSPITAL 
BRITISH  EXPEDITIONARY  FORCE 


Janet    B.    Christie,    '98  Elspeth   A.    Goui-d,    '09, 

Chief   Nurse  Assistant  Chief  Nurse 


fViBGrpriA    Andebbtjeg,    '07 
Maejoeie  p.  Aemstbong,  '14 
Ethel  R.  Aethub,  '16 

tJESSIE  A.  Axlen,  '02 
Mabgaeet  Ashmxjk,  '16 
Dora  M.  Andeeson,  '11 
Elizabeth  R.  Beackett,  '15 
Maeie  T.  Bonnet,  '07 
Lela  R.  Biain,  '12 
Dobothy  Bbown,  '07 

WiNIFBED  W.   BuLLAED,  '16 

fANNA  M.  Balen,  '13 
Ada  F.  Benjamin,  08 
Helen  M.  Cahoone,  '05 
Maejoeie  E.  Conoveb,  '15 
Jean  Cleland,  '04 
May  Coulson,  '12 
Haeeiet  p.  Dunlap,  '13 
Ethel  DeRonde,  '14 

fMAEY  Lane  Davis,  '11 

f Geeteude  Deake,  '08 
Jessie  K.  Davis,  '13 
RXTBY  H.  Emeey,  '12 
Madeline  Evans,  '12 
Alice  G.  Field,  '03 
Helen  L.  Floyd,  '16 
F.  Esther  Fobtuine,  '16 
Anne  S.  Fostee,  '15 
Ibis  Mae  Gatjt,  '16 
Flobence  a.  Geaham,  '14 
Ethel  M.  Goldsmith,  '12 

fMABioN  E.  Hesseltine,  '04 
Ruth  Hovey,  '14 

fServed  twice 

$  Served  three  times 


fKATHEEINE  KeEE,  '13 

Anna  L.  Leonard,  '13 
Marjory  J.  Lewis,  '08 
Elsie  McClive,  '15 
Malinda  M.  Mtjbphy,  '16 
fLouiSE  M.  Maesh,  '08 
Saba  E.  MacDonald,  '16 
Kathro  M.  Mason,  '02 
Ethel  L.  Moon,  '13 
Edith  E.  Maclay,  '16 

fVlOLETTA  MeRCEE,  '13 

Geoegia  a.  Morrison,  '13 
Helen  C.  Niven,  '14 
fCLATjDiA  M.  O'Neill,  '09 
Florence  B.  Owen,  '14 
Frances  F.  Oldham,  '16 
Anne  Penland,  '12 
Elizabeth  M.  Phillips,  '08 
Flobence  A.  Reiman,  '16 
Annabel  Robebts,  '10 
Jane  I.  Rignel,  '13 
Emilie  G.  Robson,  '14 
Alice  O.  Smith,  '15 

fSAEA    H.    StBAIN,    '01 

Hjobdis  Todson,  '14 

fPHOEBE   F.   TaYLOB,    '13 

Annte  M.  Thomas,  '05 
Nellie  L.  Winey,  '13 
Anne  K.  Williams,  '15 


BeATEICE   MaEY    ilACDONALD, 

N.   Y.   City   Hospital, 


'05 
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H0I70B  BOLL. 


PRESBYTERIAN  UNIT  NO.  2  RESERVE 


Ella  Mae  Bongabd,  '15 
Maboabet  Eliza  Baker,  '04 
Ethel  May  Bellamy,  '11 
Mae  Edithe  Breckon,  '12 
Meta  Butleb,  '11 
Mabjoby  McCoy  Bubgess,  '16 
Ruth  Gabdinee  Clabk,  '99 
Emily  Clatwobthy,  '98 
Helen  Douglas  Cooke,  '16 
Ada  Boone  Coffey,  '13 
Elizabeth  Moeton  Daniel,  '05 
Lulu  Geil,  '10 


CtABissA  Obdway  Johnson,  '14 
Charity  Wilson  Lyon,  '08 
jAlice  Louise  Malcolmson,  '05 
Mabgabet  Helen  McEvoy,  '16 
Anne  Strykeb  Piper,  '16 
Genevieve  Vebonika  Prechtl,  '16 
Constance  Thorpe  Scott,  '14 
Augustine  Babnabd  Stoll,  '16 
Kathebine  Tebeibebby,  '15 
Maby  Isabel  Turner,  '14 
Mabel  Drum  mono  Ward,  '13 
Rosina  White,  '16 


fServed  twice 


HeKOB   BOLL 
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LIST  OF  PRESBYTERIAN  NURSES,  WHO  HAVE  SERVED 
IN  FOREIGN  COUNTRIES  DURING  THE  WAR 


List  of  those  nurses  who  have  received 
the  Royal  Red  Cross: 


Miss  Edith  Campbell,  '07 

Miss  Catheeine  Isabel  Scoble,  '12 


Miss  Maby  Olive  Boulteb,  '08 
Miss  Elizabeth  Russell,  '97 


Decorated  by  the  French  Government ; 
•j-Miss  Agnes  Louise  Wabnee,  '12 


Elizabeth  Haywood  Ashe,  '02 
Agnes  Browning  Baird,  '14 
Anne  Bauee,  '14 
Caroline  W.  Bell,  '08 
Glenna  Bigelow,  '01 
Maegaeet  Rutherford  Beown,  '12 
Saea  Ellis  Calhoun,  '16 
SiLLA  IMaegueeite  Caee-Haeris,  '07 
Mes.  Aemand  J.  Celhay,  '12 
Emma  De  Vebeb  Claeke,  '07 
Helen   Catheeine   Claxton,   '99 
*Lauba  Wood  Coons,  '14 
Ethel  Patton  Davies,  '08 
Mabel  Davies,  '15 
jSybil  Constance  Eden,  '06 
Adele  Louise  Faube,   '05 
Mabel  Oblak-do  Foedham,  '12 
JBdith  Virginia  Gardiner,  '04 
Hazel  Frances  Gillean,  '12 
Rose  Erin  Griffith,  '11 
Miriam  Ruxton  Heath,  '15 
Ethel  Tilley  Hegan,  '07 
fELizABETH  Whipple  Henley,  '13 
Julia  Carolyn  Hicks,  '04 
Amelia  Pauline  Ivey,  '14 
Feances  Lewis  Johnson,  '12 
Maby  Augusta  King  stone,  '10 
Olive  Holwell  Kirkby,  '07 
j-Helen  F.  Latimee,  '13 
f  Geeteude  Lightbound,  '11 
■j-Helen  Lindebman,  '10 


fHENBIETTA  LiVEEMOEE,   '01 

Hilda  Haveegal  MacDonald,  '18 
Agnes  Evelyn  McIlweaith,  '14 
Eliza  McKnight,  '05 
Haeeiet   Teemaine  Meiklejohn, 

'06 
Naomi  Frances  Meiklejohn,  '12 
Rose  Mullee,  '11 
Jessie  Mundie,  '12 
f  Annie  Elizabeth  Murray,  '08 
Ethel  I.  Mussen,  '10 
Mildred  Florence  Pabkins,  '10 
Etha  Etta  Peabce,  '99 
Helen  Claeissa  Powell,  '09 
Katheeine  Scott,  '14 
Lydia  Veenon- Smith,  '06 
Isabella  Abbott  Stevens,  '06 
Elspeth  Jean  Sutheeland,  '12 
Maey  Feedeeica  Taylor,  '12 
Mabie  Louise  Thompson,  '10 

In  Other  Services 59 

'Now  In  This  Country 7 

Amy  C.  Laubach,  '10 
Helen  C.  Powell,  '09 
Louise  C.  Shelley,  '13 
Isabella  A.  Stevens,  '06 
Ann  H.  Van  Ingen,  '06 
Helen  Young,  '12 


Deceased 


^Deceased 


fServed  twice 


JServed  three  times 


THE  FORTY-EIGHTH  ANNIVERSARY 
OF 

THE  PRESBYTERIAN  HOSPITAL 

IN  THE  CITY  OF  NEW  YORK 

was  held  in  the  Board  of  Managers'  Room  at  the  Hospital,  December 
12th,  1916,  at  4:45  P.  M. 

The  President,  Mr,  William  Sloane,  presided. 

The  exercises  were  as  follows: 

Prayer  by  Dr.  C.  Irving  Fisher. 

Remarks  by  Mr.  William  V.  S.  Thorne,  Treasurer. 

Resolution  conveying  Christmas  Greetings  from  the  Society  of 
The  Presbyterian  Hospital  to  nurses  at  the  War  front  was  passed. 

The   Forty-eighth   Annual   Report  of  the  Board  of  Managers, 
containing  the  report  of  the  Treasurer,  was  presented. 


THE  FOETY-NINTH  ANNUAL  EEPORT 
OF  THE 

BOARD  OF  MANAGERS 

OF 

THE  PRESBYTERIAN  HOSPITAL 

IN  THE  CITY  OF  NEW  YORK 

FOR  THE  TEAR  ENDING  SEPTEMBER  30,  1917 

TO  THE  SOCIETY,  TO  THE  CHUECHES  WHICH  IT  EEPEE- 
SENTS,  AND  TO  THE  PUBLIC : 

The  strength  of  The  Presbyterian  Hospital  has  proved  equal  to  the 
unprecedented  strain  to  which  it  has  been  subjected  during  the  past 
year.  Its  staff  of  surgeons,  physicians,  and  nurses  has  nobly  re- 
sponded to  the  country's  need,  but  the  going  of  so  many  has  made  it 
more  difficult  to  carry  on  the  regular  work  of  the  Hospital.  The 
reports  of  the  various. branches  of  the  service  show  how  adjustments 
have  been  made  to  successfully  meet  the  present  unprecedented  con- 
ditions. 

We  would  call  attention  in  this  report  to  the  more  notable  occur- 
rences of  the  year. 

In  July,  the  Director  of  our  Surgical  Service,  Dr.  George  E. 
Brewer,  tendered  his  resignation,  and  in  the  course  of  the  summer 
sailed  for  Europe  with  the  first  detachment  of  the  Presbyterian  Hos- 
pital Unit.  Dr.  Brewer  will  be  greatly  missed  in  the  Hospital  where 
his  brilliant  talents  and  charming  personality  made  so  deep  and  last- 
mg  an  impression.  Dr.  A.  V.  S.  Lambert  has  succeeded  him,  and 
has  won  the  loyal  support  of  the  Surgical  Staff. 

In  August,  the  Chief  of  our  Medical  Service,  Dr.  Warfield  T. 
Longcope,  was  called  to  Washington  temporarily  to  do  special  work 
in  the  office  of  the  Surgeon  General.  Dr.  Walter  W.  Palmer  is  acting 
in  his  absence. 

The  Presbyterian  Hospital  Unit  of  twenty-five  doctors  and  sixty- 
five  nurses  is  now  in  Prance  behind  the  British  lines,  and  is  known 
as  Base  Hospital  No.  1.  An  additional  detachment  of  twenty-four 
nurses  sailed  to  join  the  Unit  about  October  tenth.  Miss  Beatrice 
M.  MacDonald  was  wounded  by  shrapnel,  and  in  consequence  lost 
an  eye.  We  extend  our  sympathy  to  her.  We  are  proud  of  all  the 
members  of  our  Staff,  and  the  Graduate  and  Staff  nurses  who  repre- 
sent us  at  the  front,  either  in  the  Presbyterian  Hospital  Unit  or 
attached  to  other  units. 
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22  REPOBT    OK    THt:     MANA«ESS. 

The  first  report  of  the  Director  ''No.  1  (Presbyterian  U.  S.  A.) 
General  Hospital  British  i^xpeditiouary  i^'orce  "  appears  in  this  year's 
Annual  iiupjii.  ^ilinuugii  Uie  Base  Hospital  is  not  nnancially  sup- 
ported by  the  Presbyterian  Hospital,  the  Unit  is  composed  of  mem- 
bers of  our  staff  and  graduates  of  our  School  of  Nursing. 

An  extra  class  in  the  School  of  Nursing  was  accepted  on  July 
sixth  numbering  twenty-two.  Credit  of  nine  months  is  being  given 
to  pupils  possessing  college  degrees,  thus  reducing  the  course  for 
these  students  to  two  years  and  three  montht^.  Aiiiiiation  with  Colum- 
bia University — Barnard  College  and  Teachers  College  has  been  ob- 
tained in  order  to  grant  the  degree  of  B.  S.  to  pupils  of  the  School 
desiring  to  continue  their  education. 

Through  the  kindness  of  Mrs.  H.  Fairfield  Osborn  and  Mrs.  Walter 
B.  James  this  class  was  accommodated  in  their  town  houses  during 
the  summer  months.  We  have  leased  825  Madison  Avenue  to  accom- 
modate about  thirty  nurses  during  the  winter  months.  In  June, 
Columbia  University  conferred  tlie  degree  of  Master  of  Arts  upon  the 
Director  of  the  School  of  Nursing,  Miss  Anna  C.  Maxwell,  for  con- 
spicuous service  in  her  profession.  Miss  Maxwell  completed  twenty- 
five  years  as  head  of  our  School  of  Nursing  in  January. 

In  the  Out-Patient  Department,  owing  to  the  shortage  of  nurses, 
we  admitted  as  clerical  workers  to  assist  in  writing  case  histories,  etc., 
several  women  who  had  taken  first  aid  courses  in  the  Hospital.  They 
have  done  their  work  most  satisfactorily,  and  with  great  intelligence, 
and  have  proved  themselves  able  assistants  to  the  Out-Patient  Staff. 

By  arrangement  with  Columbia  University,  and  as  a  war  measure, 
the  term  of  service  of  the  House  Staff  was  reduced  to  one  year. 

The  publication,  by  the  Hospital,  of  the  results  of  the  original 
work  of  members  of  the  Staff  has  been  carried  on  throughout  the 
year.    It  is  hoped  that  this  will  be  an  ever  increasing  practice. 

The  Board  of  Managers  has  met  regularly  during  the  past  year, 
but  the  attendance  has  diminished  owing  to  the  fact  that  several  have 
been  engaged  in  work  for  the  Government  and  the  Red  Cross. 

The  Hospital  plant  has  been  maintained  in  a  high  degree  of 
etficiency,  but,  as  in  the  case  of  all  institutions,  it  has  been  found 
hard  to  keep  dovm  the  cost  of  operation. 

The  Board  of  Managers  takes  this  opportunity  to  acknowledge 
the  splendid  spirit  of  cooperation  which  has  pervaded  all  depart- 
ments of  the  Hospital  during  the  trying  year  just  closed,  and  de- 
sires to  record  its  appreciation  of  the  manner  in  which  each  indi- 
vidual has  been  willing  to  do  more  than  his  and  her  share  of  the  extra 
work  demanded  by  the  unusual  conditions. 

WILLIAM  SLOANE, 

President. 


REPORT  OF  THE  TREASURER 


COMPARATIVE  STATEMENT  OF  CURRENT  REVENUE 


For  Years  ending  September  30,  1917  and  1916. 

Hospital  Earnings  or  Operating  Earnings. 

1917 

Private  Room  Patients $35,678.30 

Board  of  Friends  of  Patients 1,545.00 

Ward   Pay   Patients 41,707.02 

Special  Nursing   42,580.40 

X-Ray   Service    1,322.70 

Photographic  Service 87.88 

Operating  Room  Fee 1,930.00 

Out-Patient    Department    8,420.07 

Ambulance    Fees    215.00 

Telephone  Toll   1,197.86 

Bones  and  Soap  Fat  Sold 630.71 

Scrap  Material  Sold 343.35 

Waste  Paper   Sold    164.27 

Miscellaneous    230.26 


Total  Hospital  EABmNGS $136,052.82 


1916 

$39,577.58 

1,177.00 

45,434.86 

42,907.00 


9,131.88 
359.00 
967.99 
32.3.46 


279.62 


$140,158.39 


Other  Revenue  or  Income. 

Donations  from  Individuals  to  Meet  Current  Es-  1917 

penses    .$18,254.00 

Donations   from    Churches   to    Meet    Current    Ex- 
penses      4,727.86 

Donations,   Special  2,815.00 

Income  from  Investments  held  in : 

Endowed  Bed  Fund 47,521.70 

Edwin   Bancroft   Foote   Fund 6,652.78 

General  Endowment  Fund 2,382.08 

General    Fund     50,710.84 

Margaret  E.  Dows  Fund 200.00 

Fiske  Fund    3,400.00 

Margaret  A.  Jones  Fund 6,000.00 

John  Stewart  Kennedy  Fund 71,014.50 

Sidman  Trust  Fund   40.00 

Fund  in  Memory  John  T.  Terry 2,250.00 

Isaac  E.  Valentine  Memorial  Fund 21,692.56 

Moses  Weinman  Fund 200.00 

From  Fund  for  Educational  and  Scientific  Work..  61,127.46 

Income  from  Estate  Andrew  J.  Garvey. 

Income  from  Premises  67th  and  68th  Streets  and 

Avenue  A   9,213.56 

Interest  on  Cash  Balances  in  Bank 1,456.74 

Interest  on  Unpaid  I/Cgacies 200.00 

Miscellaneous  Income  

Total  Other  Revenue  ob. Income $309,859.08 


1916 
$20,603.00 

4,826.96 
2,236.47 

43,442.97 

6,750.00 

1,368.54 

29,742.45 

200.00 

3,400.00 

6,000.00 

71,097.50 

30.00 

1,625.00 

19,368.74 

200.00 

61,760.42 

130.85 

8,745.00 

5,838.79 

1,100.00 

42.25 

$288,508.94 
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COMPARATIVE  STATEMENT  OF  CURRENT  REVENUE— Continued 
For  Years  ending  September  30,  1917  and  1916. 
Appropriations  from  Special  Funds  to  Meet  Current  Expenses. 


The  Mrs.  Frederic  Baker  Pathological  Dept.  Fund 

C.  K.  Briddon  Gold  Medal  Fund 

Dortic  Memorial  Fund   

Mrs.  David  Dows   Fund 

East  River   Homes   Fund 

Flower  Fund  

The  Katie  Geitz  Fund 

The  Harriman  Fund  for  Surgical  Research 

Hill   Top    Camp   Fund 

Holiday  Cheer  Fund    

House  Staff  Entertainment  Fund 

House  Staff  Library  Fund 

Nurses'  Cheer  Fund 

Patients'  Cheer  Fund  

Patients,  Relief  Fund  

Room  J,  Trust  Fund 

Fund  in  Memory  Clara  Alsop  Russell 

Sarah  Sanf ord  Fund 

School  of  Nursing  Library  Fund 

School  of  Nursing  Scholarship  Fund 

H.  Smith   Periodical  Fund 

Special  Relief  Fund  for  Sick  Nurses 

The    Mrs.    W.    K.    Vanderbilt    Fund    for    Visiting 
Nursing     


1917 

.$114.43 

40.00 

2,720.60 

955.25 
7.727.82 

150.00 
2,972.88 

688.00 
1,076.37 

993.12 
64.80 

279.72 

360.88 

1.134.58 

353.25 

03.95 

361.60 

.65 

350.00 

62.42 


9,919.15 


Total    Appropriations    fbom    Special    Funds 

TO  Meet  Current  Expenses $30,389.47 


Grand  Total  Current  Revenue $476,301.37 

Excess  Current  Exp.  over  Current  Revenue. .     20,140.13 


Total    $496,441.50 


1916 

$45.29 

40.00 

1.438.46 

40.58 

7,788.28 

1.50.00 

1,948.74 

750.59 

1,829.36 

916.92 

144.28 

8.00 

72.37 

188.95 

607.75 

232.10 

56.00 

6<56.50 

15.63 

100.00 

46.55 

50.00 

9,245.82 


$26,382.17 
$455,049.50 


$455,049.50 


Note  :     For  the  purposes  for  which  the  above  Funds   are  used  see  pages 
33,  34  and  35. 
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COMPARTIVE   STATEMENT   OF   CURRENT  EXPENSES. 

For  Years  ending  September  £0,  1917  and  1916. 

Administration  Expenses. 
1917 

Salaries,  Officers  and  Clerks $21,198.74 

Office  Expenses   1,205.68 


Stationery,  Printing  and  Postage 6,436.09 

Telegraph  and  Telephone 3,680.06 

Legal  Expenses   .300.00 

Hospital  Bureau  of  Standards  and  Supplies  750.00 

Miscellaneous    228.25 


Total    Admiitestkation   Expenses  . 


Professional 
Salaries  and  Wages  : 

Physicians    

Anesthetist    

Supt.  of  Nurses,  Ass't.  &  Inst'rs. 

Nurses 

Special   Nurses 

Orderlies    

Ward   Employes    

Medical  and  Suegical  Supplies  : 

Apparatus  and  Instruments 

Medical  and  Surgical  Supplies . . 

Alcohol,  Liquors,  Wines,  etc. . . . 
*  Clothing,       etc.,       for      use      of 

Patients  iq  Hospital 

Equipment  fob  Nurses  : 

Uniforms    

Books    

Instruments    

^Uniforms,     etc..     for     Staff     and 

Orderlies    

Phaemact    Salaries   and   Wages 
Out  Patient  j    Salaries   &   Labor 

Department  t   Supplies    

Visiting  f    Salaries   &   Labor 

Nursing  \   Supplies    

Pathologicai  i    Salaries   &  Labor 

Laroeatoey     '    Supplies    

Roentgen  Ray  Department  : 
Roentgen        *    Salaries   &   Labor 

Ray  Seetice   ]    Supplies    

Photographic  f  Salaries  &   Labor 
Service  \  Supplies    


Care  of 


$33,798.82 
Patients. 


$1,470.00 

1,075.56 

8,602.42 
11,590.42 
37,919.50 

7,568.51 

3,632.31  $71,858.72 


14,004.01 

29,956.91 

2,380.55 


3,339.33 
750.40 


8,162.16 
1,.388.06 
7,316.30 
8,878.62 
19,240.88 
10,007.02 

2,447.68 
4,365.14 
1,484.33 
1,519.95 


46,341.47 
973.65 

4,089.73 

431.99 
4,191.18 

9,550.22 

16,194.92 

29,247.90 

6,812.82 
3.004.28 


Total  Professional  Care  of  Patients  .  $192,696.88 
Department  Expenses. 


Ambulance    Service 
Housekeeping 


$594.50 


Kitchen 


Laundet 


f  Labor     18,446.67 

t  Supplies    23.215.42     41,662.09 

j    Labor     8,601.88 

I    Supplies    1,159.25       9,761.13 

/    Labor     7,653.17 

I    Supplies    .3,781.06     11,434.23 

*For  only  five  months  during  1916. 


1916 

$19,351.34 

848.35 

4.925.75 

3,177.14 

202.50 

840.00 

285.50 

$29,630.58 


$374.00 

1,000.00 

8,231.00 
11,2&5.05 
33,792.00 

7,322.22 

3,047.26  $65,051.53 

11,095.50 
21.354.41 
1,671.54    34,121.45 

367.59 

4,290.97 
510.45 
128.28       4,929.70 

7.84 

4,083.07 
8.408.34 

2,811.35     11,219.69 
6,718.47 

8,694.52     15,412.99 
20.684.39 
9,809.17     30,493.56 

2,559.28 

3,768.84       6,328.12 

1,378.46 

1,086.16       2,464.62 


$174,480.16 


16,186.40 
19,-325.93 
8,864.97 
1,943.57 
7,121.67 
1,651.72 


$480.10 
35,512.33 
10,808.54 

8,773.39 
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COMPARATIVE   STATEMENT  OF  CURRENT  EXPENSES.— Continued. 
For  Years  ending  September  30,  1917  and  1916. 


Steward's  Department  : 
Labor    

Provisions  : 

Bread    5.806.24 

Milk  and  Cream 14,260.76 

Groceries    11,906.47 

Butter  and  Eggs 19,367.46 

Fruits   and    Vegetables 12,804.50 

Meat,  Poultry  and  Fish 34,903.48 

Educational  and 

Scientific  Work  :    r  Salaries  & 

(Not  chargeable  -J       Labor..    17,171.15 

to  other  accts.)        (  Supplies..        392.97 

Total  Department  Expenses 


1917 

1916 

$992.98 

$845.95 

99,048.91 

$4,428.76 
13,034.33 
6.758.75 
16,347.31 
11,983.97 
33,017.03 

85,570.15 

17,564.12 

17,848.26 
454.08 

$ 

18,302.34 

$181,057.96 

160,292.80 

General  House  and  Property  Expenses. 


Electric  Lighting   $2,302.72 

Fuel.  Oil  and  Waste 26,414.22 

Gas    2,438.64 

Ice 3,583.47 

Insurance 2,572.51 

Maintenance,  Real  Estate  and  Buildings 7,598.39 

Maintenance,  Machinery    and    Tools 12.383.58 

Plumbing  and  Steam-Fitting 5.380.27 

Total  General  House  and  Property  Expenses  $62,673.80 

Total  Operating  Expenses $470,227.46 


$1,240.09 
17.928.84 
1,786.48 
2,981.60 
2,396.71 
9,430.60 
6.693.42 
3.262.56 

$45,720.30 

$410,123.84 


Corporation  Expenses. 

Salaries,  Officers  and  Qerks $4,953.15 

Pensions 3,991.68 

Office  Expenses 194.82 

Stationery,  Printing  and  Postage 968.78 

E/egal   Expenses 902.97 

Graduation  Pins  for  Nurses 531.54 

Gratuities  for   House   Staff 200.00 

Real    Estate    Taxes    on    Premises    67th    and    68th 

Streets  and  Avenue  A 4,646.00 

Other  Expenses  Account  Premises   67th  and  68th 

Streets   and   Avenue   A 55.09 

Real    Estate    Taxes    on    Premises    received    from 

Valentine  Estate 

Miscellaneous 158.59 

Total  Corporation  Expenses $16,602.62 


$3,095.66 
3,500.00 
232.50 
975.26 
818.28 
422.87 
225.25 

4,692.00 

762.74 

128.96 
75.03 

$14,928.55 
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COMPARATIVE   STATEMENT  OF  CURRENT  EXPENSES.— Continued. 

For  Tears  ending  September  30,  1917  and  1916. 

Current  Expenses  from  Special  Funds  for  Stated  Purposes 

Other  than  Regular  Hospital  Current  Expenses. 


1917 

The  Mrs.  Frederic  Baker  Pathological  Dept.  Fund  $114.43 

C.  K.  Briddon  Gold  Medal  Fund 40.00 

Dortic   Memorial   Fund 2,720.60 

Flower   Fund. 150.00 

The  Katie  Geitz  Fund 2,972.88 

Hill  Top  Camp  Fund 1,076.37 

Holiday  Cheer  Fund 993.12 

House  Staff  Entertainment  Fund 64.80 

House  Staff  Library  Fund 

Nurses'  Cheer  Fund 279.72 

Patients'  Cheer  Fund 360.88 

Fund  in  Memory  of  Clara  Alsop  Russell 63.95 

Sarah   Sanford  Fund 361.60 

School  of  Nursing  Library  Fund .65 

School  of  Nursing  Scholarship  Fund 350.00 

H.  Smith  Periodical  Fund 62.42 

Special  Relief  Fund  for  Sick  Nurses 


Total     Cuebent     Expenses     from      Special 
Funds  fob  Stated  PtrBPOSES $9,611.42 


Grand  Total  Current  Expenses $496,441.50 

Excess     Current     Revenue     Over     Current 
Expenses   


Total   , $496,441.50 


1916 

$45.29 

40.00 

1,438.46 

150.00 

1,948.74 

1,829.36 

916.92 

122.48 

29.80 

72.87 

188.95 

666.50 
15.63 

100.00 
46.55 
50.00 


$7,661.05 

$432,713.44 

$22,336.06 

$455,049.50 


Note:     For  the  purposes  for   which  the  above  Funds  are  used,  see 
pages  33,  34  and  35. 
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BEPOBT    OF    THE    TEEASXJEEE.  '29 

COMPARATIVE   BALANCE    SHEET   FOR   YEARS    ENDING 
SEPTEMBER  30,  1917  and  1916. 

Capital  Assets. 

Hospital  Pbopeeties  and  Equipment  :                          1917  1916 

Sites    and    Grounds $1,796,955.54  $1,796,955.54 

Buildings 1,144;,106.85  1,143,574.85 

Furniture  and   Fixtures 71,611.67  70,799.25 

Machinery    and    Tools 61,549.73  60,625.05 

Apparatus  and  Instruments 16,942.99  15,912.41 

Investments  : 

Mortgages  Receivable 121,834.63  154,334.63 

Bonds 3,793,679.74  3,308,094.11 

Stocks 1,056,312.65  1,060,073.65 

Real  Estate 8,625.64  8,599.88 

Notes  Receivable 327,067.48  308,886.06 

Total  Capital  Assets , $8,398,686.92  $7,927,855.43 

Current  Assets. 

Treasurer's  Accounts  Receivable $6,132.30  $4,905.79 

Superintendent's  Accounts  Receivable 1,091.93  942.65 

Cash  in  Hands  of  Treasurer 25,970.00  38,976.26 

Cash  in  Hands  of  Superintendent 4,047.71  2,851.92 

Interest  Purchased 2,316.81 

Prepaid  Insurance 1,188.31  3,377.33 

Total  Cubeent  Assets $40,747.06  $51,053.95 

Gband  Total  Assets $8,439,433.98  $7,978,909.38 

Deficit 84,083.87  70,545.81 

Total  $8,523,517.85  $8,049,455.19 

Capital  Liabilities. 

1917  1916 
Capital     Account      (Hospital     Properties      and 

Equipment)    $2,919,036.28  $2,938,255.07 

Reserve  for  Depreciation  of  Hospital  Properties 

and  Equipment    172,1.30.50  149,612.03 

Endowed  Bed  Fund 1,036,000.00  1,008,500.00 

Partly  Endowed  Bed  Fund 19,955.81  18,123.56 

General    Endowment    Fund 130,083.75  30,083.75 

General  Fund  923,889.18  948,379.18 

Fiske  Fund 60,000.00  60,000.00 

Edwin  Bancroft  Foote  Fund 152,453.81  152,453.81 

Morris  K.  and  Maria  De  Witt  Jesup  Fund 100,000.00 

Margarette  A.  Jones  Fund 144,372.84  144,372.84 

John    Stewart   Kennedy   Fund 1,450,572.54  1,448,472.54 

Sidman  Trust  Fund 1,000.00  1,000.00 

Fund  in  Memory  John  T.  Terry 47,625.00  47,625.00 

The  Isaac  E.  Valentine  Memorial  Fund 751,741.26  746,907.64 

Moses  Weinman  Fund 5,000.00  5,000.00 

The  Mrs.   Frederic  Baker  Pathological  Depart- 
ment Fund 5,464.99  5,379.42 

C.  K.  Briddon  Gold  Medal  Fund 1,000.00  1,000.00 

Dortic  Memorial  Fund 112,432.49  111,153.09 

Mrs.  David  Dows  Fund 7,698.04  8,203.29 


;tO  REPOKT    OF    THE    TSEASUSEE. 

COMPARATIVE    BALANCE    SHEET    FOR  YEARS    ENDING 
SEPTEMBER  30,  1917  and  1916.— Continued. 

Capital  Liabilities — Continued. 

1917  191G 

Margaret  E,  Dows  Fund $5,000.00  $5,000.00 

i:ast  River   Homes  Fund 6,515.42  4,243.24 

Fund  for  Educational  and  Scieutilic  Work 250,945.28 

1  ue  Katie    Geitz   Fund 2.G0G.90  2,886.66 

The  Uarriman  Fund  for  Surgical  Research 561.41  249.41 

J  lill  Top  Camp  Fund 753.70  528.28 

lioliday   Cheer   Fund 106.14  394.26 

House  Staff  Entertainment  Fund 116.07  59.87 

House  Staff  Library  Fund 182.00  182.00 

Ur.  Francis  P.  Kinnicutt  Memorial  Fund 50,053.19  53,803.19 

Uoom  J   Trust  Fund 5,082.43  5,235.68 

Nurses'  Cheer  Fund 79.72 

i'atients'  Cheer  Fund 302.04  462.92 

Patients'   Relief  Fund 1,134.20  1,282.57 

i'uud  in  Memory  Clara  Alsop  Russell 282.90  346.85 

Saiuh  Sauford   Fund 238.40 

School  of  Nursing  Library  Fund .65 

School  of  Nursing  Scholarship  Fund 553.10  903.10 

Ceorge  H.   F.  Schrader  Fund 9,650.00  9,650.00 

11.  iMmth  Periodical  Fund 12.42 

Staff  Educational  Fund 500.00  500.00 

Tompkins  Fund   8,237.50  8,237.50 

The  Mrs.   W.   K.   Vanderbilt  Fund  for    \'isiting 

Nursing  1,437.96  2,857.11 

Wall    Fund    91,000.00  91,000.00 

Charles   S.  Ward  Fund 1,322.67  1,262.67 

I'-rauces  Swan  Welles  Fund 10,000.00  10,000.00 

Total   Capital   Liabilities $8,493,037.80    $8,023,699.32 

Current  Liabilities. 

Advance  Payments  by  Patients $584.70  $605.30 

Overpayments  by  Patients 86.35  135.90 

Unclaimed  Wages   894.87  442.23 

Audited  Vouchers  Unpaid  or  Accounts  Payable.  28,914.13  24,572.44 

Total  Current  Liabilities $30,480.05  $25,755.87 

Grand    Total    Liajjilities $8,523,517.85    $8,049,455.19 


Note:  In  order  to  make  proper  allowance  for  estimated  depreciation 
accrued  during  the  fiscal  year  ending  September  30,  1917,  the  Board  of 
Managers,  at  their  meeting  October  9,  1917,  directed  that  $22,518.47  be 
charged  off  Capital  Account  and  credited  to  Reserve  for  Depreciation  of 
Hospital  i'roperties  and  Equipment  as  a  reserve  for  the  following  estimated 
depreciation ; 

iSuildings  Account  (11/2%  of  book  value) $17,161.60 

FurniLure  and  Fixtures  Account  (2%  of  book  value) 1,432.23 

-\iachinery  and  Tools  Account  (5%  of  book  value) 3,077.49 

Apparatus  and  Instruments  Account  (5%  of  book  value) 847.15 

ToTAi $22,518.47 
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Purposes  for  Which  Income  or  Principal  of  Eesbrve  Funds 

Is  Used, 

Endowed  Bed  Fund,  General  Endowment  Fund,  Fiske  Fund, 
Edwin  Bancroft  Foote  Fund,  Morris  K.  and  Maria  De  Witt 
Jesup  Fund,  Margarette  A.  Jones  Fund,  John  Stewart  Kennedy 
Fund,  S'idman  Trust  Fund,  Fund  in  Memory  John  T.  Terry,  The 
Isaac  E.  Valentine  Memorial  Fund,  and  Moses  Weinman  Fund. 
The  income  from  investments  held  in  these  funds  is  applied  toward 
the  current  expenses  of  the  Hospital. 

General  Fund  Account.  Unrestricted  legacies  received  during 
the  past  five  years  have  been  credited  to  this  account.  It  is  intended 
to  use  the  income  of  this  fund  to  partly  meet  the  current  expenses 
of  the  Hospital  and  to  draw  on  the  principal,  when  necessary,  to  meet 
capital  expenditures  not  otherwise  provided  for. 

The  Mrs.  Frederic  Baker  Pathological  Department  Fund. 
The  income  from  investments  held  in  this  fund  is  used  to  supply 
books,  periodicals,  and  instruments  for  use  in  the  Pathological  Lab- 
oratory and  the  principal  of  this  fund  may  also  be  used  for  this 
purpose. 

Charles  K.  Briddon  Gold  Medal  Fund.  The  income  from 
investments  held  in  this  fund  provides  the  Dr.  C.  K.  Briddon  Gold 
Medal  which  is  competed  for  every  two  years  by  members  of  the 
alumni  of  The  Presbyterian  Hospital,  who  write  essays  requiring 
original  research. 

DoRTic  Memorial  Fund.  The  income  from  investments  held 
in  this  fund  is  applied  toward  the  current  expenses,  account  main- 
tenance of  a  convalescent  home  in  connection  with  the  Hospital. 

Mrs.  David  Dows  Fund.  The  income  from  investi;n'^nts  held 
'n  this  fund  is  used  to  purchase  scientific  instruments  for  use  in  the 
Hospital  for  the  study  or  cure  of  disease. 

Margaret  E.  Dows  Fund.  The  income  from  investments  held 
in  this  fund  is  applied  toward  the  current  expenses  of  the  School 
of  ISTursing. 

East  Eiver  Homes  Fund.  This  fund  is  to  be  used  through  the 
Out-Patient  Department  to  defray  the  expenses  of  tubercular  work 
for  indigent  persons  who  are  residents  of  the  City  of  "New  York. 

Fund  for  Educational  and  Scientific  Work.  The  income 
from  this  fund  is  to  be  used  exclusively  toward  the  support  of  the  scien- 
tific and  educational  work  connected  with  the  Hospital,  in  accordance 
with  the  agreement  made  April  28,  1911,  between  The  Presbyterian 
Hospital  in  the  City  of  New  York  and  Columbia  University. 

Flower  Fund.  This  fund  is  used  to  meet  the  cost  of  filling 
and  maintaining  flower  boxes  throughout  the  Hospital. 

The  Katie  Geitz  Fund.  This  fund  is  used  to  meet  expenses 
for  supplying  milk  and  eggs  to  tubercular  patients  in  their  homes. 
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The  Harriman  Fuxd  for  Surgical  Reskarch.  This  fund  is 
used  to  pay  expenses  of  surgical  research  workers  at  The  Presbyterian 
Hospital  doing  pneumonia  research  work. 

Hill  Top  Camp  Fund.  This  fund  is  used  for  the  support  of 
children  of  tubercular  parents  in  the  country  during  the  summer 
months. 

Holiday  Cheer  Fund.  This  fund  is  used  to  provide  decora- 
tions, entertainments,  presents  or  other  holiday  cheer  throughout  the 
Hospital  to  patients,  staff,  nurses  and  employes. 

House  Staff  Library  Fund.  This  fund  is  used  to  provide 
medical  periodicals  and  books  for  the  House  Staff  Library. 

Dr.  Francis  P.  Kinxicutt  Memorial  Fund.  This  fund  is 
to  defray  the  cost  of  a  Medical  "Ward  in  the  now  Presbyterian  Hospital 
Buildings,  which  it  is  expected  will  be  erected  in  the  near  future. 
The  income  from  this  fund  is  added  to  the  principal. 

Patient's  Relief  Fund.  This  fund  is  used  to  meet  expenses 
account  special  relief  for  patients  in  the  Visiting  Nursing  Department 
which  expenses  are  not  directly  chargeable  to  the  Mrs.  W.  K.  Vander- 
bilt  Fund  for  Visiting  Nursing. 

Room  J  Trust  Fund.  The  income  from  investments  held  in 
this  fund  is  used  to  provide  delicacies  and  extra  nursing  for  patients 
occupying  Room  "J." 

Fund  in  Memory  Clara  Alsop  Russell.  This  fund  is  to  be 
used  to  purchase  apparatus  for  the  study  and  treatment  of  patients 
suffering  from  heart  trouble. 

Sarah  Sanford  Ft^nd.  This  fund  is  used  to  provide  temporary 
relief  to  unobtrusive  suffpring  endured  by  industrious  or  worthy  per- 
sons, tending  to  restore  the  recipient  to  self-support. 

S'CHOOL  OF  Nursing  Library  Fund.  This  fund  is  used  to  pro- 
vide periodicals  and  books  for  the  School  of  Nursincr  Library, 

School  of  Nursing  Scholarship  Fund.  This  fund  is  used  to 
provide  scholarships  for  the  pupil  nurses  in  the  School  of  Nursing. 

H.  Smith  Periodical  Fund.  This  fund  is  used  to  provide 
periodicals  for  the  wards  of  the  Hospital. 

Special  Relief  Fund  for  Sick  Nurses.  This  fund  is  used  to 
provide  relief  for  sick  graduate  nurses. 

Special  Visiting  Nursing  Relief  Fund.  This  fund  is  used 
by  the  Visiting  Nurses  for  three  purposes,  t.  e. :  First,  loans  to  needv 
families  to  pay  rent;  second,  temporarv  aid  for  the  unemployed; 
third,  to  send  mothers  and  children  to  the  country. 

The  Mrs.  W.  K.  Vanderbilt  Fund  for  Visiting  Nursing. 
This  fund  provides  the  salary  of  one  graduate  nurse  as  instructor, 
and  the  maintenance  and  equipment  of  three  pupil  nurses  engaged 
in  visiting  nursing.  It  also  provides  the  salary  of  one  graduate  nurse 
for  tubercular  work  and  one  graduate  nurse  for  social  work. 

George  H.  F.  Schrader  Fund.  Tompkins  Fund  and  Wall 
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Fund.  The  income  from  each  of  these  funds  is  paid  to  a  beneficiary 
daring  the  latter's  life,  and  thereafter  becomes  the  property  of  the 
Hospital. 

Staff  Educational  Fund.  This  fund  is  used  for  the  purpose  of 
enabling  members  of  the  surgical  staff  to  visit  other  surgical  clinics 
to  familiarize  themselves  with  the  most  modem  surgical  practice  in 
other  institutions. 

Chaeles  S.  Ward  Fund.  The  income  from  this  fund  is  added 
to  the  principal  and  set  aside  for  the  purpose  of  making  up  any 
deficiency  which  may  exist  by  reason  of  administration  expenses,  etc., 
in  a  trust  fund  of  $10,000  bequeathed  to  the  Hospital  by  the  late 
Charles  S.  Ward  to  endow  in  perpetuity  two  beds  in  the  Hospital,  one 
in  memory  of  himself  and  one  in  memory  of  his  friend,  Sophia  L. 
Kinman,  deceased,  which  trust  fund  is  subject  to  the  life  estate  of  a 
nephew. 

Frances  Swan  Welles  Fund.  The  income  from  investments 
held  in  this  fund  is  used  to  brighten  and  cheer  the  lives  of  trained 
nurses  employed  from  time  to  time  in  the  Hospital;  also  to  brighten 
and  cheer  the  lives  of  patients  in  the  general  wards  of  the  Hospital. 
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In  Memoriam  "BL   J.  B."..  saOO 

In  Meamwy  «C  Morris  Tuska  SuOO 

In  R«nembranee  of  the  Man  59u00 

Fnalee.   Mr.   Edwin 25.00 

Isham.  Mr.   Wna.  B 5QL00 

Jaekson.  ilr.   Percy lOuOO 

James.   Mrs.   Walter  B 100.00 

^arvie,  Mr.  James  N IOOlOO 

:  ennings.  Miss  A.  B lOaOO 

■Jennings-  Mrs.   Oliver  G...  SaOO 

Jennings.  Mrs.  Percy  H lOLOO 

.Jennings,   ilr.  Walter IOOlOO 

.J(rfmston,  Mr.  .J.  Herbert...  25.00 

.milliard,  Mr.  Frederic  A. . .  25l00 

Slastor,  Adfdphu  &  Bro. lOlOO 

Tvanfeiann.  Mr.  Otto 5j00 

Kaufmann.  Mrs.  Rosalie...  5.00 

a.ayser,   Mrs.   Jidnxs lOlOO 


38 


REPOKT    OF    THE    TBEASUBEB. 


DONATIONS   FROM    INDIVIDUALS— Con«ntt«?<f 


Kempner,   Mr.   Ignatz 2.00 

King,  Mr.  John  Alsop 20.00 

Kissam.  Mrs.  Charles  T. . . .  15.00 

Kohlman.    Mr.    Charles 10.00 

Kohliueier,  Mr.  J.  M 10.00 

Kohnstamm,    Mr.    Joseph . . .  25.00 

Kountze,    Mrs.    Augustus...  20.00 

Kraus,    Mrs.   J.   L 2.00 

Kraus.   xMV.    Samuel 10.00 

Kress,  Mr.  Samuel  H 2.00 

Krouthal.  Mr.   Leon   H 10,00 

Kuhne,   Miss   Irma 3.00 

Kurzman,   Mrs.   Charles....  5.00 

Kuttner,   Mrs.   Morris 5.00 

Lambert,    Mr.    Robert 10.00 

Langenbacher,  Mr.  George  F.  10.00 

Lapham,  Mrs.  Lewis  Henry  25.00 

Latham,  Mrs.  John  Howard  10.00 

Latimer,  Miss  Julia  W 25.00 

Lefferts,  Mr.  Marshall  C...  25.00 

Lehmaier,   Mr.    James  M .  . .  10.00 

Leland,   Mr.   Amory 50.00 

Leland,   Mrs.   Amory 25.00 

Leland,  Mr.  Dudley  K 25.00 

Leouori,  Misses  A.  &  M.  R. 

(In    Memory    of    Father 

and   Mother)    20.00 

Leonori,  Misses  A.  &  M.  R. 

(In  Memory  of  A.  J.  Mc- 

Cosh.   M.D.)    5.00 

Levine,  Mr.  Edmund  J 10.00 

Levinson,    Mr.    diaries 10.00 

(In    Memory   of   Adelaide 

H.  Levinson.) 

Levy.  Mr.   and   Mrs.  B 2.50 

(Through   Federation   for 

Support  of  J.  P.  S.) 

Levy,   Mr.   Jacob   K 10.00 

Lewis   &  Conger 25.00 

Lincoln,  Mrs.  Lowell 5.00 

Lindheimer,  Mr.   Adolf 5.00 

Littlefleld,  Miss  Harriet  S..  10.00 

Lord,   Mrs.   Geo.  de  Forest.  10.00 

Lueder,  Mr.  August 5.00 

McAlpin,  Mr.  Charles  W...  50.00 

McAlpin,  Mr.  George  L 50.00 

McClymonds.  Mrs.  Annie  M.  100.00 

McCulloh,  Mrs.  James  S...  25.00 

McKesson,  Jr.,   Mr.  John...  25.00 

MacKay.    Mrs.    Donald 100.00 

Mager,   Mrs.   F,   Robert 10.00 

Maimonides  Lodge,  No.  743, 

F.   &  A.   M 25.00 

Mauges,  Mr,  Harry  L 10.00 

Mantle"'.   Mr.   Ignat?: 10.00 


Marsjhuil,  Miss  Aiarguret...  20.00 

MarsuaU,   Mr.    Louis 10.00 

Jlurlin,   Mr.   William 5.00 

:.Iatiier,   Mr.  Charles  ii 10.00 

Maxwell,  Miss  Matilda 5.UU 

Alayer,    Mr.    Beiuhaid 10.00 

Mayer,  Mr.  Edward   L 10.00 

Mead,  Mrs.   Charles  L 10.00 

Meadowuroft,  Mr.  Wm.  H...  5.00 

Meighau,  Mr.  liurtou  G 1.00 

.Mendelsohn  &;  Co 10.00 

Meyer,  Mr.  Louis 5.00 

Milbauk,  Mr.  Duulevy 125.00 

Milbauk,  Jeremiah    125.00 

MiUs,    Mr.   Ugden 250.00 

Misel,   Mr.   David 10.00 

Mitchell,   Mrs.   John   M 10.00 

Modry,    Mr.    ignatz 10.00 

•'Monsieur   X"    25.00 

Montant,    Mr.   Alphouse 10.00 

Moore,    Mrs.    Clement    C...  25.00 

Moore,   Mrs.  John  Chandler  10.00 

Moore,  Mr.  Russell  W 10.00 

Morgan,    Mrs.    J.    Plerpont, 

Jr 100.00 

Morganstern,   Mr.  Albert  G.  5.00 

Moiningstar,    Mr.    Joseph..  5.00 

Moulton,  Mr.  Franklin  \V..  5.00 
Mulligan,    Mr.    Cadwallader 

R 25.00 

Myers,    Mr.    Marcus   A 10.00 

Neave,    Mrs.    Charles 10.00 

Nicoll,    Mrs.    Benjamin 10.00 

Ogden,  Mr.  Charles  W 10.00 

Ogden,   Miss   Mary   F 10.00 

Opdycke,    Mrs.    Emerson . . .  10.00 

Oppenheimer,   Mr.   Zach   A.  10.00 

Ortgies,    Mrs.    John 5.00 

Osborn,  Mrs.   H.  Fairheld..  100.00 

Osborn,  Mr.  Wm.   Church..  250.00 

Osterholt,  Mr.   Ehler 5.00 

Ottinger,  Mr.  Marx 10.00 

Padberg,  Miss  Bertha  M . . .  1.00 

Paterno,  Mr.  Michael  E 1.00 

Pearce,   Mr.   William   G 50.00 

Pels,    Mr.    Iwan 3.00 

Penfold,    Mr.    Edmund 100.00 

Peoples.  Mr.  William  T 2.00 

Perkins,  Mrs.  Geo.  W 50.00 

Peters,    Mr.   Ralph 10.00 

Pfizer.  Charles.  &  Co.,   Inc.  10.00 

Phelps,  Mrs.  William  W 50.00 

Phoenix,    Mr.    Lloyd 10.00 

Porter,    Mrs.    Clarence 10.00 

Post,  Mr,  Abram  S J^.OO 
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Potter,  Miss  Grace  H 5.00 

Pretzfeld,   Mr.    Simon 150.00 

Pryor,  Hon.   Roger  A 2.00 

Purdy,  Mr.  William  M 10.00 

Putnam,    Mr.    Geo.    P 10.00 

Ray,  Mrs.  Albert 2.00 

Redmond,    Miss   Emily 10.00 

Reid,  Mr.  Wallace 10.00 

Relief    Committee,    Produce 

Exchange    40.00 

Richard,   Miss   Elvine 50.00 

Rickerson,    Mrs.    Emma ....  5.00 

Riegger,  Mr.  Arnold  F 10.00 

Riesenberg,   Mr.  Adolph 10.00 

Riker,    Mrs.    Samuel 25.00 

Riker,  Mr.  William  J 50.00 

Robbins,  Mr.  Chandler 25.00 

Robbins,  Miss  Harriet  L...  5.00 

Roberts.   Mr.    G.   Theodore.  25.00 

Robertson,  Mr.  Albert 10.00 

Robertson,   Miss   Jennette. .  10.00 

Robinson.  Mrs.  Douglas ....  5.00 

Rodewald,  Mr.  Frederick  L.  10.00 

Rosenthal.   Mr.    Max 20.00 

Rosenthal,  Samuel,  &  Bros.  10.00 

(Through   Federation   for 
Support  of  J.  P.  S.). 

Rothschild.  Mrs.  Anna  J...  3.00 

Rowland,  Mrs.  Richard  A. .  5.00 

Ryan,  Mr.  John  D 100.00 

Sage,    Mr.    Dean 50.00 

Sargent,    Mr.    Charles    C. .  10.00 

Sauter,  Sr.,  Mr.  Fred 3.00 

Sawyer,  Mrs.  Homer  E 10.00 

Schiff.   Mr.   Mortimer  L 50.00 

Scholle,  Mr.  Albert  W 10.00 

Seitz,  Mr.  Louis 10.00 

(Through       Coffee       Ex- 
change  Auxiliary. ) 

Senff,    Mrs.    Charles    H 1,000.00 

Shillaber,    Mr.    William 10.00 

Simon,  Mr.  Alfred  L 10.00 

Simon,  Franklin,  &  Co 25.00 

Simon.   Mr.   L.   K 2.00 

Simon,  Mr.  Leo  L lO.On 

Slauson,   Mrs.   Emma  F 10.00 

Sloan,   Mr.   Benson    Bennett  10.00 

Sloane,  Mr.  .John 100.00 

Smillie.  Mr.  James  C 5.00 

Smith,  Mr.   Arthur  P 5.00 

Smith,   Mrs.   Ethelbert   M..  5.00 

Smith.    Hogg    &   Co 100.00 

Society     of     the     Friendly 

Sons   of    St.   Patrick 100.00 

Sperber.  Jacob  &  Tillie 10.00 


Spitzner,  Mr.  George  Wm . .  50.00 

Spool    Cotton    Company 100.00 

Stadler,   Mr.   Charles  A 25.00 

Starin,   Mrs.   Charles  F 10.00 

Staudt,    Mr.    John 10.00 

Steinfeld,    Mrs.    Isaac 1.00 

Steinway,  Mr.  Frederick  T.  10.00 

Stern,    Mr.    Meyer 10.00 

Sterry,   Mr.   John  DeWitt..  25.00 

Stetson.   Francis   Lynde 100.00 

Stettheimer,    Mr.    Morris . . .  5.00 

Stewart,   Mr.   William  R . . .  25.00 

Strasser,  Mr.  W.  W 10.00 

Strauss,    Mr.    Abe 10.00 

Strauss,    Mr.    Frederick 25.00 

Strong,  Mrs.  James 5.00 

Stroock,  S.  S.,  &  Co 50.00 

Sturges.   Jr.,   Mr.   Frederick  25.0C 

Swan,    Mr.    Charles    F 50.00 

Stvan,  Mrs.  Lyndon  M 5.00 

Taber,    Miss   M 5.00 

Taylor.   Miss  Emma  F 10.00 

Terry,    Mr.    Wyllis 25.00 

Thacher.    Mr.    Thomas 25.00 

Thacher,  Mrs.  Thomas   D . .  10.00 

Thompson.  Miss  H.  ]\I 25.00 

Thorburn,  Miss  C.  M 5.00 

Thorne,   Mrs.   Edwin 10.00 

Thome,   Mr.   Jonathan 100.00 

Thorne,   Mr.   Samuel 100.00 

Thome,   Mr.    W.   V.    S 300.00 

Thum.    Mrs.    Caroline   S...  5.00 

Tiffany    &    Co 50.00 

Titus,    Jr.,    Mr.    E 10.00 

Tompkins,  Mr.  Hamilton  B.  25.00 

Torrance.   Mr.    Henry 2.00 

Torrance,  Mr.   Norman   F . .  2.00 

Townsend.   Mr.   Arthur  F . .  10.00 

Trevor,    Mr.    William 5.00 

Triest,  Mr.   Julius   S 10.00 

Troescher,   Mr.  Anthony  F.  50.00 

Tuckerman.  Mr.  and  Mrs.  P.  100.00 

Turnbull,    Mrs.    Ramsey ....  5.00 

Tuska,    Mr.    Benjamin 10.00 

Ulmann,  Mr.  Carl  J 10.00 

Underwood,    Mr.    Fred'k   D.  10.00 

Unterberg,    Mr.    Israel 10.00 

Van  Brunt,  Mrs.  Charles  H.  1.00 

Van  Tngen,  Mr.  Edward  H.  100.00 
Van   Rensselaer,    Mrs.   Wm. 

Bayard    5.00 

Van  Winkle,   Mr.  Edgar  B.  10.00 

Veit,  Mr.  Berthold 10.00 

Vietor,  Frederick  &  Achelis  50.00 

Vondermuhll.    Mr.    Alfred..  20.00 
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Waldo,  Miss  Julia  L 25.00 

Wanamaker,   Mr.  John 5.00 

Warner,  Mr.  James  Ward..  10.00 

Watson,   Mrs.   J.   Henry 10.00 

Weinberg,    Mr.    Emil    M 10.00 

Weinstock.    Mr.    Moses 2.00 

Wells,   Mr.   Henry   C 100.00 

Westervelt.   Mr.   William   Y.  5.00 

Whitehead,   Mr.   A.   P 10.00 

White.    Miss  Henrietta 25.00 

WTiitman,  Jr..  Mrs.  William  10.00 

Williams,   Mr.   Howard   H . .  1.00 

Williams.  Mr.  James  D 10.00 

Williams.  Miss  Theodora  M.  10.00 

Williams.    Mr.    William 100.00 

Williamson,     Miss    Cornelia 

B 10.00 

Willis,    Miss    Josephine 10.00 


Willis.  W.  P.,  &  Co 25.00 

Wills,  Charles  T.,  Inc 100.00 

Wilson,   Jr..    Mr.  Orme 5.00 

Wimpfheimer,    Mrs.    A.    F..  5.00 

W^olff,  Mrs.  Lewis  S 25.00 

]  Wolfson.    Mr.    Tobias 10.00 

:   Wollman.    Mr.    Henry 1.00 

j  Woolworth,    Mr.    Frank   W.  100.00 

Wurts,    Mr.   Pierre   Jay 5.00 

Wyckofif ,    Mrs.    Peter   B 25.00 

Younker.     Mr.    Herman....  5.00 

I  Zeller.   Mr.  Wm.  Frederick.  10.00 

j  Zerega,    Miss    Florence 5.00 

i   Zoller.    Mrs.    Charles 5.00 

[  Zollikoffer.   Mr.   Oscar  F...  10.00 

I  

'      Total    $18,254.00 


SPECIAL  DONATIONS. 


Butler,  Mr.  William  Allen,  for  the  purchase  of  electric  fans  for 

the  Wards $35.00 

Carter.  Mrs.  Ernest  T..  to  endow  a  bed  for  one  year  from  August 

13th.  1010,  to  August  13th.  1917 .300.00 

<''arter,  Mr.  and  Mrs.  Ernest  T.,  to  endow  one  bed  for  one  year 

from  August  13th,  1917,  to  August  13th,  1918 300.00 

Clark,  Mr.  and  Mrs.  D.  Crawford,  to  endow  one  bed  for  one  year 

from  January  fith.   1917 300.00 

Depew.  Mrs.  C.  Mitchell,  to  endow  one  bed  in  Children's  Ward 

for  one  rear  ending  February  24th,  1918.  to  be  known  as  the 

"Julia  Elliott  Park  Bed" .300.00 

Fowler,  Mr.  and  Mrs.  Robert  H.,  to  endow  a  bed  for  one  year  from 

.Tune  1st.  1917,  to  .Tune  1st,  1918 300.00 

'•G.  L.  B.,"  to  endow  a  bed  for  one  year  from  Janiiary  17th,  1917.        300.00 

Kennedy,  Mrs.  John  S.,  for  Thanksgiving  Dinner 430.00 

Kennedy,  Mrs.  John  Stewart,  for  Thanksgiving  Dinner 430.00 

St.  George.  Mrs.  Cecil,  for  the  purchase  of  electric  fans 100.00 

Total .$2,815.00 

Total  Donations  from   Individuals $21,069.00 
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DONATIONS  FEOM  CHURCHES. 
For   the  Year   ending   September   30,   1917. 

Adams  Memorial  Presbyterian  Churcli $3.25 

Brick    Presbyterian    Cliurcb     (through    the    United 
Hospital  Fund  of  New  York)  : 

Dodge.    Rev.   Dr.    D.    Stuart $100.00 

McElhinney,    Miss    Jane    W 5.00 

Miscellaneous    20.75  125.75 

Broadway  Tabernacle   (through  the  United  Hospital 

Fund  of  New  York) 72.57 

Central  Presbyterian  Sabbath  School 45.00 

Christ's  First  Presbyterian  Church  of  Hempstead.  L.  I.  50.00 

Church  of  the  Covenant,  Presbyterian  Sunday  School  20.00 

Church  of  the  Holy  Trinity : 

Chalmers,  Mr.  James  V $5.00 

Miscellaneous    14.19  19.19 

Collegiate  Reformed  Pfotestant  Dutch  Church  of  the 

City  of  New  York 7.00 

Faith  Presbyterian  Church 10.00 

Fifth  Avenue  Presbyterian  Church : 

Armour,  Mrs.  Herman  O $75.00 

Auchincloss,  Mrs.   Edgar   S 50.00 

Kennedy,  Mrs.  John   Stewart 500.00 

Schauffler,  Mrs.  Adolph  F 25.00 

Miscellaneous    1,353,73  2,003.73 

First  Chinese  Presbyterian   Church 25.00 

First  Presbyterian  Church  of  Williamsbridge 5.00 

Hall,  John.  Memorial  Chapel 25.00 

Harlem  Presbyterian   Church 75.00 

.'^ladison  Avenue  Presbyterian  Church : 

Leaman,    Mrs $5.00 

Miscellaneous    1,000.00          1,005.00 

Madison  Avenue  Reformed  Church 5.00 

Madison  Square  Presbyterian  Church : 

Delano,    Mr.    Eugene $500.00 

Slade,   Mr.   Francis   Louis 50.00 

Warren,  Mr.  Dorman  T 50.00 

Miscellaneous    104.92             704.92 

Manor    Church    of    the    South    Reformed     Church 

(through    the    United    Hospital    Fund    of    New 

York)     25.00 

Old  First  Presbyterian  Church 25.00 

Olivet    Memorial    Church 20.00 

Presbyterian  Church  on  University  Place 172.57 

Seventh  Presbyterian  Church  of  Jesus  Christ 50.00 

St.  James  PTotestant  Episcopal  Church 200.00 

West  Park  Presbyterian  Church 33.88 

Total  DoNATio]srs  fbom  Chxjeches $4,727.86 
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DONATIONS   RESTRICTED. 

For    the   Tear   ending    September   30.    1917. 

(Not  including  those  for  endowment  of  beds.) 

East  River  Homes  Fund : 

East  River  Homes,  Inc $10,000.00 

Flower  Fund : 

Kennedy,  Mrs.  John  Stewart 150.00 

General  Fund : 

Staudt.  Mr.  John 10.00 

Harriman  Fund  for  Surgical  Research : 

Columbia  University   1,000.00 

Hill  Top  Camp  Fund : 

Hill  Top  Camp  Club 1.301.79 

Holiday  Cheer  Fund : 

Anonymous  Donation,  through  Miss  May  H.  Straus.  $25.00 

Allen.   Mr.   Ethan 50.00 

Delano,   Mr.   Eugene 100.00 

Kennedy.  Mrs.  John  Stewart 500.00 

Markowitz,  Mr.  L.   H 5.00 

Scott,    Mr.   Walter 25.00  705.00 

Patients'  Relief  Fund : 

A  Friend,  through  Miss  Marion  Hall $10.00 

A  Friend,  through  Dr.  Geo.  A.  Tuttle 60.00 

Anonymous  Donation,  through  Visiting  Nursing  De- 
partment        15.00 

Anonymous  Donation,  through  Visiting  Nursing  De- 
partment           1.00 

Anonymous  Donation,  through  Mrs.  Sydney  Burnap  30.00 
Anonymous  Donation,  through  Mrs.  Ernest  T.  Carter  5.00 
Anonymous     Donation,     through     Mrs.     Theo.     W. 

Church    20.00 

Carter.  Dr.  Herbert  S.,  through  Visiting  Nursing  De- 
partment            7.75 

Eliot,  Mrs.  Lucy  C.  B.,  through  Visiting  Nursing  De- 
partment         15.00 

Jameson.    Mrs.    Olsonda,   through   Visiting   Nursing 

Department    5.00 

Mills,   Mrs.   Ogden 400.00 

Newman,    Miss    Inez 7.00 

Shevack,  Mr.  Abraham,  through  Visiting  Nursing 
Department    5.00  580.75 

Sarah  Sanford  Fund : 

Hare.  Mrs.  Elizabeth  Sage 600.00 

Mrs.  W.  K.  Vanderbilt  Fund  for  Visiting  Nursing: 

Vanderbilt,  Mrs.  W.  K 8.500.00 


Total  Don.^tions  Restricted   (Not  including  those 

for  endowment  of  beds ) $22,847.54 
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EECEIPTS'  CEEDITED  TO  SPECIAL  FUNDS. 
For  the  Year  ending  September  30,  1917. 

Receipts  from  Patients  in  tlie  Visiting  Nursing  Department  for 
food  supplies  sold  at  the  Katie  Geitz  Kitchen,  credited  to  The 
Katie  Geitz  Fund,  to  be  applied  toward  the  maintenance  of 
the   kitchen $2,693.12 

Receipts  from  patients  in  the  Out-Patient  Department,  who  are 
covered  by  Liability  Insurance,  for  services  rendered  by  mem- 
bers of  the  House  Staff,  to  be  credited  to  the  House  Staff 
Entertainment   Fund    121.00 

Receipts  from  patients  in  the  Visiting  Nursing  Department  for 
visits  made  by  the  Visiting  Nurses,  credited  to  Patients' 
Relief  Fund,  to  be  applied  toward  furnishing  special  delicacies 
to  patients  in  the  Visiting  Nursing  Department 7.-15 

Receipts  from  patients  in  the  Visiting  Nursing  Department  in 
payment  of  loans  to  needy  families  to  pay  rent  and  for  tem- 
porary aid  for  the  unemployed 398.01 

These  receipts  are  credited  to  Patients'  Relief  Fund. 


Total  Receipts  Cbedited  to  Special  Funds $3,219.58 


LEGACIES  EESTEICTED. 
For  the  Year  ending  September  30,  1917. 

Restricted  legacies  were  received  and  credited  to  the  following  F'unds : 
GENERAL  ENDOWMENT  FUND : 

Estate  of  Charles  W.  Harkness,  deceased  (in  full) $100,000.00 

FUND  IN  MEMORY  OF  MORRIS  K.  AND  MARIA  DeWITT 
JESUP : 
Estate  of  Maria  DeWitt  Jesup,  deceased   (part  payment 

on  account)    25,000.00 

FUND  FOR  EDUCATIONAL  AND  SCIENTIFIC  WORK : 

Estate  of  Charles  W.  Harkness,  deceased  (payment  in  full)  250,000.00 
JOHN  STEWART  KENNEDY  FUND: 

Estate  of  John  Stewart  Kennedy,  deceased  (part  payment 

on    account) 2,100.00 


Total  Resteicted   Legacies $377,100.00 


LEGACIES  UNEESTEICTED. 

For  the  Year  ending  September  30,  1917. 

The  following    unrestricted   legacies   were   received   and    credited    to 
"General  Fund  Account" : 

Cole,  Wm.  Washington,  deceased $20,000.00 

Douglas,  Margaret  E.,  deceased 500.00 

Stewart,  Archibald  M.,  deceased 5,000.00 

Wilson,  Caroline  A.,  deceased 25,000.00 

TOTAi*  Unbestbicted  Lkqaciks , $50,500.00 
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ADDITIONS  TO  ENDOWED  BED  FUND  DURING  YEAR 
ENDING  SEPTEMBER  30,  1917. 

Donation  from  Mr.  Robert  A.  Chambers,  to  endow  one  bed  in  per- 
petuity "In  memory  of  his  father,  Robert  Chambers" $7,500.00 

Donation  from  Mrs.  Emeline  Y.  Danforth,  to  endow  one  bed  in 

perpetuity  "In  memory  of  Mrs.  W.  B.  Jenliins" 7,500.00 

Estate  of  Harris  Brisbane  Dicli,  deceased,  to  endow  one  bed  in 
perpetuity  to  be  known  as  the  "Harris  Brisbane  DiclJ  Free 
Bed"     7.500.00 

Estate  of  Sarah  C.  Miller,  deceased,  to  endow  one  bed  in  per- 
petuity         7,500.00 

Donation  from  Mr.  Albert  Winter,  to  endow  one  bed  in  per- 
petuity "In  memory  of  Adeline  Benson  Winter" 7,500.00 

Total  Donations  to  Endowed  Bed  Fund $37,500.00 

Less  amounts  charged  off  account  no  further  liability  on  the  part 

of  the  Hospital 10,000.00 

Net  Incbease  in  Endowed  Bed  Fund $27,500.00 

INCREASES  IN  PARTLY  ENDOWED  BED  FUND  DURING 
YEAR  ENDING  SEPTEMBER  30,  1917. 

Central  Presbyterian  Church $707.08 

North  Presbyterian  Church 69.12 

Presbyterian  Church  of  Rye,  New  York 100.00 

Rutgers  Presbyterian  Church 486.05 

Scotch  Pfesbyterian   Church 110.00 

Bohemian  Society  Lidumil 400.00 

Total $1,872.25 
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BEDS  ENDOWED  UP  TO  SEPTEMBER  30,  1917,  IN  MEMOPtY 
OP  THE  FOLLOWING  PERSONS: 

In  Perpetuity. 

A  Feiend;   one  bed  in  Children's  Ward  in  memory   of  Sophia  Keuujgg 

Stebbins  and  Maey  Tompkins  Kimball. 
Adchincloss,   Hugh   D.  ;   by  legacy,   one  bed  in  memory  of  his  mother, 

Elizabeth  Auchincloss. 
Auchincloss,  Mrs.  Mabia  S.  ;  one  bed  in  memory  of  her  husband,  Edgae 

S.  Auchincloss. 
Baker,  Mrs.  Francis  E.  ;  one  bed  in  memory  of  her  father,  James  Rich 

Steers. 
Baker,  Frederic;  one  bed  in  memory  of  Sarah  Pyewell  Baker. 
Belknap,  Mrs.  Jennet  L.  and  Robert  L.  ;  one  bed  in  memory  of  Aaron 

B.  Belknap. 
Bell,  Miis.   Christopher  M.  ;  one  bed  to  be  known  as  "The  Dennistoun 

Bed." 
Beviee,  Susan  ;  by  legacy,  one  bed  in  memory  of  Susan  Bevieb. 
Billings,   Mrs.   Julia  ;   one   bed  in   memory   of  her  husband,   Frederick 

Billings. 
BoNDY,  Emil  C.  ;  by  legacy,  one  bed  in  memory  of  Mabgaeet  Carson  Cowan, 
Booth,  Rev.  and  Mrs.  Robert  Russell;  one  bed  in  memory  of  "Minnie 

and  Willie." 
Brick  Presbyterian  Church,  Board  of  Deacons ;  one  bed  in  memory  of 

Dr.  John  G.  Adams. 
Bbick  Presbyterian  Church,  Board  of  Deacons ;  one  bed  in  memory  of 

Miss  Ann  Adams. 
Bbokaw,  Isaac  V. ;  one  bed  in  memory  of  Ebnest  Beokaw. 
Bbown,  Matilda  A. ;   by  legacy,   one  bed  in  memory  of  her   son,   Hugh 

Auchincloss  Brown. 
Campbell,  Miss  Maria  L.  ;  one  bed  in  memory  of  Henry  Pearsall  Camp- 
bell. 
Chalmers,  Mr.  and  Mbs.  James  Petbie  ;  one  bed  m  memory  of  their  son, 

James  Petbie  Chalmebs,  Jb.,  to  be  known  as  the  "Chalmers  Memorial 

Bed." 
Chambees,   Mb.   Robebt  A. ;   one   bed   in  memory   of  his  father,    Robebt 

Chambebs. 
Cole,  William  W.  ;  one  bed  in  memory  of  his  mother,  Mbs.  Mary  A.  Cole. 
Coles,  Harriet  ;  by  legacy,  one  bed  in  memory  of  her  sisters,  Susan  and 

Anna  Codman. 
Craig,  William  R.  ;  one  bed  in  memory  of  his  sister,   Flobence  Faxon 

Ceaig. 
Cumming,  Petee;  one  bed  in  memory  of  Fbancis  P.  Schoals. 
Currier,  Edwaed  West  ;  by  legacy,  three  beds,  two  in  memory  of  his  step- 
mother and  step-brother,  respectively,  Luea  Currier  and  Walteb  B. 

Cubeieb,  and  one  in  memory  of  Edward  W.  Currier. 
Danfoeth,  Mrs.  Emeline  Y.  ;  one  bed  in  memory  of  Mrs.  W.  B.  Jenkins. 
De  Forest,  James  G.  and  Henry  G.  ;  one  bed  in  memory  of  Lockwood  de 

Forest  Woodeuff,  M.D. 
De  Wolf,  Melville  W.  ;  by  legacy,  one  bed  in  the  Children's  Ward  to  be 

known  as  the  "Emma  De  Wolf  Bed." 
Dey,  Anthony  ;  one  bed  in  memory  of  his  uncle  and  aunt,  Joseph  G.  Scott 

and  Eliza  Dueyee  Scott,  his  wife. 
Dick,  Harris  Brisbane;  by  legacy,  one  bed  to  be  known  as  the  "Harris 
Brisbane  Dick  Free  Bed." 
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Diu-ON,  Sidney  ;  one  bed  iu  memory  of  Hannah  Dillon. 

Duncan,  Mbs.  Susan   W.  ;  oue  bed  in  memory  of  lier  husband,  John  P. 

Duncan. 
Eaton,   Coknelia  ;   by  legacy,  three  beds   to  be  known   as  "The   Doctok 

Reuben  S.  Cabi^entiek  Memorial." 
Edwabds,  Mks.  Camiixa  L.  ;  oue  bed  in  memory  of  her  husband,  Walteb 

EUWAKDS. 

FowLEK,    ViBGiNiA   E.,   ESTATE  oi" ;   oue   bed    iu   memory   of   Clabence   E. 

FOWLEB. 

Gabvey,  Andbew  Jeffisies  ;  by  legacy,  two  beds  in  memory  of  his  mother, 

Elizauetii  Jeffbies  Gabvey. 
GoLDsciiMiuT,  Geobge  B.  aud  Samuel  Anthony;   two  beds  in  memory  of 

their  molher,  Celestine  Goluschmidt. 
Gould,  AIit>6  Helen  Milleb  ;  oue  bed  in  memory  of  her  parents,  Mb.  aud 

Mbs.  Jay  Gould. 
Gbaham,  Mbs.  Amllie  Mott,  Estate  of;  one  bed  iu  memory  of  Malcolm 

Gbauam,  husbaud  of  Amelie  Mott  Gbaham,  deceased. 
Gbannis,  Jane  Elizabeth  ;  by  legacy,  oue  bed  in  memory  of  her  mother  to 

be  kuovvn  as  the  'Cuablotte  Williams  Platt  Bed." 
Gbiffith,  The  MiasES  Mabgabette  aud  Susan  D.  ;  one  bed  in  memoi-y  of 

their  father,  GBLbFiTH  W.  Gbiffith. 
Gbiffitu,  Mks.  Maky  J.  ;  oue  bed  in  memory  of  her  husband,  Gbiffith  \V. 

Gbiffith. 
Habkness,  Mbs.  Stephen  V. ;  one  bed  iu  memory  of  her  daughter,  Elob- 

iiNCE  Habkness. 
Habkness,  Mks.  Stephen  V. ;  oue  bed  iu  memory  of  her  husband,  Stephen 

V.  Habkness. 
Havemeyeb,  Mks.  Sabah  A. ;  one  bed  in  memory  of  Hectob  C.  Havemeyeb. 
Hope,  Miss  Jane;  oue  bed  iu  memory  of  her  mother,  Mbs.  Grace  Cobble 

Hope. 
Hopkins,  Mbs.  Emily  B.  ;  oue  bed  iu  memory  of  Moses  Hopkins,  to  be 

known  as  the  "Moses  Hopkius  Memorial." 
Hutchinson,  Uobace  E.  ;  one  bed  in  memory  of  Ellen  B.,  wife  of  Fbancis 

P.   SCHOALS. 

Hy'de,  Mbs.  Clabence  M.  ;    one   bed   in   memory    of   her  mother,  Rebecca 

Babbitt. 
Hyde,  Hen  by  B.  ;  one  bed  in  memory  of  Henby  B.  Hyde,  Jb. 
Inslee,    Mbs.    Helen    C.  ;    oue   bed    iu   memory    of   her    husbaud,    Samuel 

INSLEE.  ...^ 

Inslee,  Samuel;  one  bed  in  memory  of  Kate  J.  Inslee. 

Jennings,  Mbs.  Esther  J. ;  oue  bed  in  memory  of  her  husband,  Ouveb  B. 

Jennings.  c  ...jrf 

Johnson,  Mks.  Maky  Jane  ;  by  legacy,  one  bed  in  memory  of  her  husband, 

William  H.  Johnson. 
Johnston,  John  Taylob  ;  one  bed. 

Kennedy',  John  S.  ;  one  bed  iu  memory  of  Miss  Emma  Stewabt  Bakek. 
Kennedy,  John  S.  ;  oue  bed  iu  memory  of  Mbs.  Robebt  L.  Stuabt. 
Kennedy,  John  S.  ;  oue  bed  in  memory  of  Rev.  William  G.  Schauffleb, 

D.D.,  LL.D. 
Kennedy,   Miss   Rachel   L.  ;   one   bed   in   memory   of   her   mother,    Mbs. 

Rachel  C.  Kennedy. 
Keyseb,  Mbs.  J.  Thebese;  one  bed  in  memory  of  her  husband,  Samuel 

Keyseb. 
Kissel,  Mbs.  Caboijne  Thobn  ;  oue  bed  iu  memory  of  her  husband,  Gustav 

Edwabd  Kissel. 
Latham.  Mrs.  Adilinl  Ives;  oue  bed  in  memory  of  her  husband,  John 

UOWAKU  Latuaw. 
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Leavitt,  Mrs.  Katheeine  Spencee  ;  two  beds  in  memory  of  her  husband, 

Rev.  De.  William  Leavitt. 
Lord,  Mbs.  Feances  T.  ;  one  bed  in  memory  of  her  hxisband,  Geoege  de 

FOEEST  LOBD. 

Lord,  Mes.  Josephine  G.  ;  by  legacy,  one  bed  in  memory  of  her  husband, 
Franklin  B.  Lord. 

McAlpin,  Sara  Ptle  and  James  Tolman  Ptle  ;  one  bed  in  memory  of 
their  brother,  William  Scott  Pyle. 

MacCaetee,  Mrs.  Julia  J. ;  one  bed  in  memory  of  her  husband,  Robert 
MacCartee. 

MacKay,  Donald;  one  bed  in  memory  of  Edith  Winslow  MacKay  and 
Walteb  Wise  MacKay. 

Macy,  Mrs.  Caroline  L.  ;  by  legacy,  one  bed  in  memory  of  her  daughter, 
Mary  M.  K.  Willetts. 

Madison  Square  Presbyterian  Chuech  Congeegation;  one  bed  in  memory 
of  George  W.  Lane. 

Maitland,  Alexandee  ;  one  bed  in  memory  of  his  mother,  Mrs.  Mary  C. 
Maitland. 

Meigs,  Titus  B.  ;  one  bed  in  memory  of  his  son,  Titus  B.  Meigs,  .Jr. 

Meserole,  Mrs.  Jeremiah  V. :  one  bed  in  memory  of  her  son,  Abraham 
Meserole. 

Meserole,  Mrs.  Jeremiah  V. ;  by  legacy,  one  bed  in  memory  of  her  hus- 
band, Jereaiiah  Vanderbilt  Meserole. 

Meseeole,  Mrs.  Jeremiah  V. ;  by  legacy,  one  bed  in  memory  of  her  father- 
in-law,  Abraham  Meseeole. 

Meserole,  Mrs.  Jeremiah  V. ;  by  legacy,  one  bed  in  memory  of  her  parents, 
Alfred  Clock  and  Ann  Maria  Clock. 

Meserole,  Mrs.  Jeremiah  V. ;  by  legacy,  one  bed  in  memory  of  her  brother, 
Adolphus  Clock. 

Mn;BANK,   Dunlevy  ;   one  bed  in   memory  of  his  mother,   Ella  Dunlevy 

MiLBANK. 

Muebay,  Mes.  James  T.  ;  one  bed  in  memory  of  her  husband,  James  T. 

MUEEAY. 

Parsons,  Mes.  Sarah  J. ;  one  bed  in  memory  of  her  husband,  Charles 
Parsons. 

Paton,  Mes.  Anna  S.  ;  one  bed  in  memory  of  her  husband,  William  Paton. 

Penfold,  Miss  Josephine  ;  one  bed  in  memory  of  Dr.  Edward  Livingston 
Teudeau,  Jr. 

Penfold,  William  Hall;  by  legacy,  one  bed  in  memory  of  Josephine  Pew- 
fold. 

Phelps,  Jane  G.  ;  by  legacj^  two  beds  in  memory  of  her  husband,  Anson 
G.  Phelps,  Jr. 

Plant,  Mrs.  Margaret  J. ;  one  bed  in  memory  of  her  brother,  Simon 
Lough  MAN. 

Reid,  Petee  ;  one  bed  in  memory  of  his  wife,  Jane  Watson  Reid. 

RooME.  Mrs.  Laura  ;  by  legacy,  one  bed  in  memory  of  her  sons,  Habry 
and  Alfred  Roome. 

St.  John,  Mrs.  Martha  L.  ;  one  bed  in  memory  of  her  mother,  Mrs.  Sarah 
Ward. 

Senff,  Mrs.  Gustavia  A. ;  one  bed  in  memory  of  her  husband,  Chables  H. 
Senff. 

Shepaed,  Mes.  Elliott  F.  ;  one  bed  in  memory  of  her  daughter,  Plobence 
Vandeebilt  Shepaed. 

Shepard,  Mes.  Elliott  F.  ;  one  bed  in  memory  of  her  daughter.  Mar- 
guerite Shepard. 

Sinclair,  Mrs.  Margaret  A. ;  one  bed  in  memory  of  Me.  and  Mrs.  James 

SiNCLAIB. 
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Skidmore,  Charlotte  H.  ;  by  legacy,  one  bed  to  be  named  "Whxiam  L. 

Skidmore  Bed." 
Sloane,  Mrs.  Adela  Berry  ;  one  bed  in  memory  of  ber  father,  Abraham  J. 

Berry.  M.D. 
Srx)ANE,  .ToHN ;  one  bed  in  memory  of  his  mother.  Rttphemia  Sixjane. 
Sloane.   John  :   by  leeacy,   one  bed   in   memory   of   his   father.   William 

Sloane. 
Si-Oane.   John  ;   by  legacy,   one  bed   in   memory  of  his  brother,   Thomas 

Chalmers  Sixjane. 
Sloane.  5Ir.  and  Mrs.  William  D.  :  one  bed  in   memory  of  William   D. 

Sloane.  .Tr. 
Stafford.  Mrs.  Justine  Adele  ;  one  bed  in  memory  of  her  father,  Justin  A. 

Bliss. 
Stafford.  Mrs.  Justine  Adele;  one  bed  in  memory  of  her  mother,  Evelina 

F.  Bliss. 
Sturges.  Frederick  :  one  bed  in  memory  of  his  father,  Jonathan  Sttjrges. 

who  was  one  of  the  founders  of  the  Hospital. 
TiLLiNc.TiAST.  LouisE :  by  legacy,  one  bed  in  memor.v  of  her  sister,  Amelia 

C.  Babcock.  to  be  known  as  "The  Amelia  C.  Babcock  Bed." 
Ton,  M'^iLLiAM  Stewart.*  one  bed  in  memory  of  his  brother.  Georoe  Tod. 
TowNSEND.  Jane  A.:  by  legacy,  one  bed  in  memory  of  her  son,  Randolph 

W.  Townsend.  Jr.,  deceased ;  one  bed  in  memory  of  her  son,  Harmon 

W.  Norton,  deceased ;  and  one  bed  in  memory  of  her  daughter,  Emma 

L.  Norton,  deceased. 
Tucker,  Winfield,-  by  legacy,  three  beds,  one  each  in  memory  of  Joseph, 

TSABELLE  and  Adeline  Tucker. 
Turner.  J.  Spencer  ;  by  legacy,  one  bed  in  memory  of  his  first  wife,  Cor- 
nelia    J.     TUTtNER. 

Van  Nest,  Mrs.  A.  R. ;  one  bed  in  memory  of  her  hnsband,  Abram  R.  Van 

Nest. 
Whfeler,  The  >rissEs  Elizabeth  S.  and  Emily  M.  :  one  bed  in  memory  of 

Mr.  .Tamfs  Boorman. 
WiiTTF.wRTf.HT.  WiLLiAM  :  by  legacy,  ten  beds,  to  be  named  "Whitewright 

Beds."  .n  memory  of  his  father.  William  Whitewright. 
Wit  SON.  Henry  S.  :  one  bed  in  memory  of  Harry  H.  Wilson. 
Winter.  Alrert.-  one  bed  in  memory  of  Adeline  Benson  Winter. 

For  One  Life. 

Brearley  School  Girls  and  Others  Interested,-  one  bed  in  memory  of 
Madam  Bfrthe  Beck,  to  be  known  as  the  "Madam  Beck  Memorial 
Teachers  Bed," 

Mitrray.  Mrs.  James  T.  ;  one  bed  in  memory  of  Rev.  John  Hall,  D.D., 
LL.D. 

PRIVATE  ROOMS  ENDOWED. 

Mr.  Peter  Cumming,  under  the  provisions  of  his  will,  has  endowed  one 
private  room  in  perpetuity,  to  be  known  as  the  "Peter  Cumming  Memorial 
Room." 

Mrs.  Alaria  De  Witt  .Tesup  has  endowed  one  private  room  In  perpetuity 
to  be  designated  as  the  "Eliza  De  Witt  Memorial  Room." 

;Mrs.  John  S.  Kennedy  has  endowed  one  private  room  in  perpetuity, 
to  be  known  as  the  "J.  S.  K.  Memorial  Room." 

BED  ENDOWED  FOR  ONE  LIFE. 
Mrs.  John  S.  Kennedy ;  one  bed. 
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EEPOKT  OP  THE  SUPEEINTENDENT. 

September  30,  1917. 

To  THE  Board  op  Managers  of  The  Presbyterian  Hospital: 

Gentlemen: — The  Forty-ninth  Annual  Eeport  of  the  Superin- 
itendent  of  the  Hospital,  for  the  year  ending  September  30th,  1917, 
|is  herewith  respectfully  submitted. 

Twenty-one  thousand  eight  hundred  and  eleven  persons  have 
experienced  the  benefits  of  the  Hospital  during  the  year.  The  depart- 
[ments  contributing  this  service  and  the  number  treated  in  each  were 
^s  follows: 

There  were  treated  in  beds  in  the  wards  and  private  rooms  of  the , 
Hospital  4,561  persons.    The  daily  average  has  been  225. 

There  were  treated  in  the  Emergency  Ward  and  Dispensary,  now 
known  as  the  Out-Patient  Department,  15,031  persons,  and  the  daily 
average  visits  made  were  187. 

Our  Visiting  ISTurses  cared  for  2,219  persons,  making  19,899 
|visits,  an  average  of  54  per  day. 

War  conditions  have  brought  to  us  during  the  year  our  share 
of  administrative  and  other  difficulties. 

The  first  great  change  in  our  personnel  came  with  the  organization 
and  departure  of  our  Hospital  Unit  in  May.  Since  then  others  among 
i^ur  medical  and  nursing  staff  and  our  employees  have  left  individually 
[as  duty  called  them.  All  these  changes  in  personnel  and  service,  and 
jthe  methods  adopted  to  overcome  the  difficulties  nresented  by  them 
iare  mentioned  in  detail  in  the  reports  of  the  President,  the  Directors 
of  the  Medical,  Surgical  and  Pathological  Services,  the  Director  of 
Xursing,  and  the  Out-Patient  Department.  A  list  of  all  those  who 
have  left  the  service  of  the  Hospital  for  military  duty  is  printed  on 
page  16. 

Additional  service  to  the  cause  has  been  rendered  by  special 
training  in  various  departments,  such  as :  Three  sailors  from  a  United 
States  battleship  have  been  given  an  intensive  training  in  laundry 
work;  three  others  in  the  operating  room;  and  one  young  woman  is 
spending  a  day  or  so  a  week  in  our  pharmacy  preparing  for  foreign 
service. 
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We  regret  to  record  the  death  of  Mr.  Hugh  Cleland,  Assistant 
Pharmacist,  for  over  twenty  years  a  faithful,  loyal,  efficient  and 
always  courteous  member  of  our  household. 

The  Hospital  Bureau  of  Standards  and  Supplies  has  as  hereto- 
fore given  valuable  assistance  in  the  unusual  complications  forced 
upon  our  purchasing  department  by  war  conditions. 

Thanks  are  due  to  all  who  have  helped  during  the  year,  those 
regularly  in  our  service  who  have  gladly  taken  on  added  responsi- 
bilities and  work  and  those  outside  who  have  given  us  help  and  en- 
couragement through  their  influence  and  remembrances. 


Eespectfully  submitted, 
CHARLES  H.  YOUNG,  M.D.,  Superintendent. 
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COMPAEATIVE  STATEMENT  OF  STATISTICS. 
For  Years  Ending  September  30,  1917  and  1916. 

Hospital  Wards  and  Private  Rooms. 


Patients  in  Hospital  Fiest  of  Yeab: 
In  Medical   Wards,  Male   

Female 

In  Surgical  Wards,  Male   

Female 

In  Private    Rooms,  Male    

Female 


1917 

48 
47 
49 

47 

5 

14 


95 
96 


19 


Total  

Patients  Admitted  Dubing  Yeae  : 

To  Medical    Wards,  Male 1,060 

Female 789 

To  Surgical  Wards,  Male 1,006 

Female 1,013 

To  Private   Rooms,  Male  17i 

Female 305 


Total 


Total  Patients   Treated  in  Hospital  Wards 
AND  Private  Rooms  Dueing  Yeae: 

Male   2,346 

Female 2,215 

Total  

Patients  Dischabged  During  Year  : 

Cured    1,338 

Improved   1,972 

Unimproved 727 

Transferred  to  other  institutions 20 

Died    326 

Total    

In  Medical   Wards,  Male   

Patients  in  Hospital  End  of  Year  : 

Female 

In  Surgical  Wards,  Male   

Female 

In  Private   Rooms,  Male    

Female 


1916 
47 
39 
45 
42 
5 
12 


51 

42 
34 
41 

7 
13 


Total :    

Total  Patients  Days'  Treatment: 

Free  Ward 35,719 

Endowed  Beds   7,654 

Pay  Ward  29,780 

Private  Room 8,514 

Total :    

Percentage : 

Free  Ward  Days 43.6% 

Endowed  Bed  Days 9.4% 

Pay  Ward  Days 36.5% 

Private  Room  Day 10.5%    100% 


86 
87 


17 


210 

1,056 

190 

1,849 

751 
1.004 

1,807 

2,019 

879 
188 

1,883 

483 

253 

441 

4,351 

4,131 

2,345 

1,976 

4,561 

1,436 
1,673 

670 
31 

301 

4,321 

4,383 

48 

4,111 

93 

47 
49 

95 

75 

47 
5 

96 

20 

14 

19 

188 

210 

» 

34,751 

8,629 

30,783 

8,461 

81,667 

42.1% 
10.4% 
37.3% 

82,624 

7    100% 

10.2% 

100% 
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Average  Patients  Per  Day  :  1917 

Free  Ward    98 

Endowed  Bed  21 

Pay  Ward   82 

Private  Room  24 

Total    225 

Average  Days  Per  Patient  in  Hospital 18 

Daily  Average  Cost  Per  Private  Room  Patient. $8.t>84 
Daily  Average  Cost  Per  Ward  Patient 3.947 

Out-Patient  Department. 

Patients  under  treatment  first  of  year,  Male. . .  2.076 

Female  2,373     4,449 

Patients  admitted  during  year Male.. .  5,&41 

Female  5,041  10,582 

Total  Patients  treated  during  year Male.. .  7,617 

Female  7,414  15,031 
Visits  made  to  Out-Patient  Department  during 

year   62,150 

Average  visits  per  day 187 

Daily  average  cost  per  Out-Patient  Depart- 
ment Patient $.849 

Visiting  or  Home  (District)  Nursing. 

Number  of  patients  visited 6,579 

Number  of  visits  made 22,571 

.Average  visits  per  day 07 

.\verage  cost  per  visit $0.80 

Summary. 

Total  patients  treated  during  year  in  all  de- 
partments      26,171 

Average  patients  per  day  in  all  departments..  479 

Daily    average    number    of    employes    boarded 

in  Hospital    396 

Daily   average   cost   per   capita   for   provisions 

for  all  persons  supported $0.4J  < 


1916 
95 
23 

84 
23   - 

19 

$8,239 

3.246 


2,258 

2,486      4,744 

6,402 

5,593    11,095 

8,660 

8,079    16,73b 


STATISTICS  REGARDING  PATIENTS. 
Place  of  Birth, 


Armenia     

Australia    

Austria     

Belgium    

Bermuda    

Bohemia    

British  West  Indies 

Canada    

China    

Columbia    

Costa   liica    

Cuba    

Danish  West  Indies 
Denmark    


5  England    130 

2  Finland     14 

128  France    18 

1  Germany    163 

2  Greece    16 

78  Holland    4 

14  Hungary     81 

40  India    2 

12  Ireland    328 

1  Italy    110 

1  Japan    11 

4  New   York  City 1514 

3  Norway  5 

21  Nova  Scotia 3 


Persia    2 

Poland    14 

Porto   Rico    4 

Roumania    9 

Russia    153 

Scotland     51 

Soutli  America  ....  6 

Spain     22 

Sweden    64 

Switzerland    11 

Syria     12 

Turkey    9 

United    States 1273 

West    Indies 10 
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STATISTICS  REGARDING  PATIENTS— Cojitinued. 

Religious   Beliefs. 

Baptist    110  Evangelist    1  Presbyterian    444 

Buddhist    6  Hebrew    488  Protestant    (denom- 

Gatholic,   Greek 13  Lutheran    214      ination  denied)..  722 

Catholic,    Roman...  1620   Methodist    180  Protestant     Episco- 

Christian   Scientist .  2    Methodist  Episcopal      7       pal    11 

Congregationalist    .     28  Moravian    6  Quaker    2 

Confucianist    6  Nestorian    2  Reformed    26 

Dutch    Reformed ...       3   None    84   Unitarian    6 

Episcopal    343  Orthodox    26  Weslayan   1 

Occupations. 

Accountants    5  Clerks   197  Gatemen   4 

Actors   4  Coachmen    3  Generals   2 

Actresses    4   Collectors    4  Glass    Blowers 2 

Advertisers    8   Companions    2  Glaziers    1 

Agents    3  Conductors    10  Governesses   6 

Architects    4  Consuls  (American)       1  Grocers   3 

Artists    0  Contractors    1   Grooms    4 

Attendants    13  Cooks    55  Guards    3 

Bakers    6  Coopers   1   Hairdressers   1 

Bankers    4  Cutters    10  Helpers   1 

Barkeepers    21  Dancers    3   Hotel    Men 2 

Bellboys    1   Decorators 2  Housemen    4 

Blacksmiths    6  Dentists    2  Housekeepers    31 

Boatmen    2   Designers    4  Housewives    604 

Bookbinders    7  Detectives    5   Houseworkers    204 

Bookkeepers    21  Domestics    24  Icemen    3 

Bootblacks   1  Doormen    1    Inspectors    15 

Brakemen    3  Draughtsmen    5  Interpreters    1 

Brewers    2  Dressmakers    33  Iron  Workers   13 

Bricklayers    1  Drivers    43    Janitors    9 

Brokers    2   Editors    13   Janitresses    8 

Builders    1  Electricians  24    Jewelers    6 

Butchers    7  Elevator  Runners . .     15  Journalists    1 

Butlers    7  Embroiderers    1  Kitehenmen    6 

Buyers    2  Engineers   28  Laboratory    Ass'ts..  3 

Cabinet  Makers   ...       1  Engravers    3   Laborers    85 

Carpenters    26  Errand  Boys 4  Ladies'  Maids    2 

Cashiers   11  Express   Men 6   Laundresses    26 

Caterers   1  Factory    Hands 63  Laundrymen    14 

Chambermaids    3  Farmers   14  Lawyers    11 

Chauffeurs   35  Firemen   (City) 1   Letter  Carriers    ...  14 

Chefs  4  Firemen  ( Station-              Librarians    3 

Chemists    5       ary )     9  Linemen    2 

Children         (except          Florists    2   Linotype   Operators  2 

school)     385  Footmen    3  Lithographers   1 

Children's    Nurses. .       3  Foreladies    3  Longshoremen    5 

Cigarmakers    20   Foremen    13  Lunchmen    1 

Cigarette    makers..       1  Furnacemen    2  Machinists    39 

City  Firemen  1  Furriers    10  Maids    60 

CivU  Engineers    ...       1  Gamekeepers  1  Managers    36 

Cleaners    5  Gardeners    9  Manicurists    4 

Clergymen    5  Gas  Fitters   1  Manufacturers    16 
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STATISTICS  REGARDING   PATIENTS— Cott^nued 


Occupations. 


Masons    12 

Masseurs    3 

Mechanics    18 

Merchants     20 

Messengers    5 

Metal    Workers ....  1 

Milkmen    1 

Milliners    12 

Millwrights    1 

iliners    2 

Missionaries    22 

Models    1 

Motormeu     4 

Moulders    ?. 

Musicians    .") 

Music  Teachers   ...  2 

Newsdealers    4 

No   Occupation    . . .  291 

Nurses    95 

Office    Boys    2 

Oilers    2 

Operators     17 

Opticians    1 

Orderlies    9 

Oysternien    1 

Packers    11 

Painters    42 

Paperhangers    1 

Peddlers    8 

Pharmacists    3 

Photographers     ....  4 

Physicians    21 

Pianoniakers    8 

Plasterers    13 


Plumbers    16 

Policemen    24 

Porters    48 

Port   Wardens    1 

Pressers    15 

Pressmen    1 

Printers     27 

Professors     2 

I'roofreaders  1 

Pupils     ( School     of 

Nursing)     50 

RailroiUlmeu     3 

Real  Estate  Dealers  3 

Repairers   1 

Reporters  1 

Retired     5 

Roofers     3 

Sailors    4 

Salesladies    10 

Salesmen    (57 

Saloonkeepers    ....  7 

Sawyers    1 

School    Children    .  .  299 

Seamstresses    14 

Seamen    2 

Secretaries    33 

Sextons   1 

Sheet   Metal   Work- 
ers       4 

Shipping    Clerks    .  3 

Shoemakers    5 

Singers    3 

Social  Workers   ...  4 

Soldiers    0 


Stablemen    3 

Steamfitters     3 

Stenographers    ....  51 

Stewards     2 

Stock  Clerks 5 

Stone    Cutters    ....  2 

Storekeepers    12 

Street  Cleaners   ...  4 

Students     113 

Superintendents     . .  12 

Tailors    27 

Teachers     48 

Telegraph    Oper- 
ators      5 

Telephone   Oper- 
ators      24 

Ticket   Choppers    . .  2 

Tinsmiths    S 

Treasurers     2 

Truck  Helpers   ....  1 

Typists     5 

Undertakers    1 

Upholsterers    10 

Valets    1 

Wagon  Helpers  ....  1 

Waiters    22 

Waitresses    35 

Washerwomen    ....  1 

Watchmakers    4 

Watchmen    10 

Weavers    4 

Wiremon    1 

Wood   Carvers    ....  10 


SPECIAL  GIFTS. 

FOR  THE   YEAR   ENDING   SEPTEMBER  30,   1917 


FLOWERS,  PLANTS,  ETC. 


Agnew,  Mrs.  Cornelius  R. 

Allen,  Ethan 

Anderton,   Mrs.  William  B. 

Auchincloss,  Mrs.  E.    S.,  Jr. 

Ayer,   Miss  J.  C. 

Babbitt,  Miss  Eleanor 

Bethany  Memorial  Church 

Blodget,   Miss   Eleanor 

Bloomingdale   Brothers 

Bodman,  Mrs.  E.   C. 

Bonbright,  Mrs.  W.  P. 

Borden,  Bertram  H. 

Bowen,  Mrs.  C.  W. 

Brown,  Mrs.  James 

Brown,  Mrs.  N.  R. 

Buchholz,  Arthur 

Burden.    Mrs.    J.    W. 

Burrill,  Mrs.  Drayton 

Busk,  Mrs.  Fred'k  T. 

Cameron,  Miss  Helen 

Campbell,  Frank  B. 

Campbell,  H.  G. 

Carstarphen,  Mrs.  Frank  E. 

Colgate,  Mrs.   Gilbert 

Cowl,  Mrs.  C. 

Crocker,  Mrs.  George  A.,  Jr. 

Gushing,  Mrs.  H.  G. 

Cutting,   Miss   O. 

Cutting,   Mrs.   W.   Bayard 

Davis,  Mrs.  J.  E. 

Davis,  Miss 

dePeyster,  Miss 

Dudgeon,  Miss  Helen  Louise 

Fabbri,  Miss  Teresa 

Frick,  Mrs.  Henry  C. 

Gallatin,    Albert 

Goodsell,  Mrs.  P.  H. 

Hanson,   James   J. 

Harkness,    Edward    S. 

Harkness,  Mrs.   W.  L. 

Hibbs,   Mrs.    Russell  A. 

Hill,  Mrs.  Carrie 

Hines,  Mrs.  H.  D. 

Hoepfner,  Miss  Ethel 

Hollister,  Mrs.  G.  T. 

Jennings,   Miss  Jeannette 

Keater,  Dr.  Harry  M.    (In  memory 

of) 
Kerrigan,  Mr. 
King,    Mrs.   John    S. 


Kingsley,  Darwin  P. 
Ladenburger,  Theodore 
Loree,  L.  F. 
Lyon,  Miss  Charlotte 
McClintock,  Mrs. 
McElheney,   Mrs. 
McGee,    Mrs.    John 
McGuire,   Dr.   C.  J. 
McKesson,  John,  Jr. 
Macomber,  Mrs.  Walter  S. 
Madison  Avenue  Presbyterian 

Church 
Magee,  Mrs.  John 
Marcus,  Mrs.  Geo.  E. 
Mason,   G.   G. 
Merrall,  Walter  H. 
Merz,  Mrs.   Franz 
Metzger,  Mrs.  J. 
Milbank,  Mrs.  Jeremiah 
Morgan,  Mrs.  E.  D. 
Morgan.  Mrs.  Pierpont 
Mott,  Mrs.  Valentine 
Muller,  Mrs.  George. 
Nachtmann,  J. 
National   Plant,    Flower   and    Fruit 

Guild 
Nichol,  Miss   C.   M. 
Ogilvie,  George  Whyte 
Parsons,  Mrs.  William  Barclay 
Pell,  Mrs.  H.  C. 
Peters,  Dr. 

Phillips.  Mrs.  William 
Reynolds,  Earl 
Rubel,  Miss  Helen 
Rye  Presbyterian  Church 
St.  Bartholomew's  Church 
Satterlee,  Mrs.  R.  S. 
Sayer,  Miss  Isabel 
Schling,    Max 
Seigman,  Mrs. 
Sembrich,  Mme.  JIarcelle 
Siedenburg,   R.,   Jr. 
Spahn,  Mrs.  O.  J. 
Stearns,  J.  N. 
Stern,  Louis 
Suckling,   J. 
Taller,  Mrs.  E.  N. 
Thorne,   Mrs.   Jonathan 
Thornell,  Henry  L. 
Tiffany,  L.  C. 
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Townsend,  Mrs. 
Weld,  Mrs.  Frances  M. 
Wetuiore,   Miss  Edith 
Wheeler,  Everett   P. 


White,  The  Misses 
Whitney,  Mrs.  H.  P. 
Wiggin.  Mrs.  A.  M. 
Wlswell,   Louis  C. 


MAGAZINES. 


Ashforth.  Mrs.  A.  B. 

Auchincloss,  Mrs.  C.  C. 

Ayer,  Mrs.  J.  C. 

Barlow,   Miss  Carolyn 

Baylis,  William 

Bessett,  Mrs.   Walter 

Blodgett,  Mrs.  .7.  W. 

Brown,   Miss  Florence  K. 

Burnett,  Mrs.  F.  H. 

Butler,  Mrs.  Wm.  Allen 

Clark.   Mrs.   D.   C. 

Clark,  Mrs.  J.  W. 

Cobb,   Mrs.   A.    M. 

Collier,   Mrs.   Robert   J. 

Corlies,  Mrs.  Arthur 

Coxe,  Mrs.  George  S. 

Cozzens,  Miss 

Gushing,  Mrs.  H.   D. 

Dailey,  Dr.  Wilbur  M. 

Falls,  Mr.  and  Mrs.  DeW^itt  C. 

Field,  Mrs.  S.  P. 

Fleischmann,  Miss  Grace 

Gayley,  Mrs.  H.  B. 

Goldman,  Mrs. 

Gross,  Mrs.  Charles 

Gross,  Mrs.  Sophie 

Ilarbeck.  J.   R. 

.John  Hall  Memorial  Sunday  School 

Knoll.  Mrs. 

Leask,  Mrs.  William 

Lee.  Mrs.  F.  S. 

Lewisohn,  Mrs.  Adolph 

Livermore.  Mrs.  J.  R. 

McFadden.  Mrs.  P.   G. 

Macy.  Mrs.  F.  H. 

Matzker,  Mrs.  D. 

Middleton.  Mrs.  Merle 


>:oukirch,   Mrs. 

^'ewhall,  Mrs.  H.  B. 

Nichols,  Mrs.  Henry  K. 

O:  good,  Dr.  A.  T. 

Par.sous.  Mrs.  W.  E. 

Pratt,  Herbert  L. 

Price.   Miss 

Plilsifer,  Mrs.  N.  T. 

Robinson,  Mrs.  Douglas 

Rodgers,  Mrs.   H.    S. 

Sabine,  Mr. 

Sargeant,  Charles  C. 

Scull,  Mrs.  Guy 

Simpson,   J.   W. 

Sizer.  Mrs.  R.  R. 

Snead.  Mrs.  Udolpho 

Spier,  Mrs.  C.  Edward 

Spitzner,  G.  W. 

Tanner,  Mrs.  F,   C. 

Tliatcher.  Mr.  and  Mrs.  T.  D. 

Thomas.   Miss  G. 

Thorne,  Mrs.  E.  M. 

Tronsor,  Miss  A. 

Tuckerman,  R. 

Van  Vleck.  Mrs.  E.  W. 

^'an  Winkle,  Miss 

Victor.  Mrs.  G.  F. 

Vogan.  Mrs.  Jennie 

Waftal,  J. 

Warrington,  John 

Wp.tson,  W.  Whitewright 

AVeil.  Mrs.  M.  J. 

Weld,   >rrs.  Frances  M. 

Woerz.   Mrs.   F.   W. 

Wolf,  Mrs.  C.  F. 

Wolff,  Mrs.  L.  S. 


BOOKS. 


Bessett,  Mrs.  Walter 

Bliss,  Mrs.  C.  M. 

Buch,  Mrs.  E. 

Burton.  Miss  Catherine 

Donohue,  Miss 

Flexner,  A. 

Flexuer.  Miss  Eleanor 

Gayley.  Mrs.   H.  B. 

Hill,  Mrs.  G.  D. 

Hoppin,  Mrs.  William  W. 


Johnson,  Mrs.  FT.  M. 
Matzker,  Mrs.  D. 
Neukirch.  Mrs 
Salisbury,  Mrs.   G.  B. 
Solomon,  Mrs. 
Thorpe,  Warren 
Trunkett,   Mrs.  F.  G. 
\'anr>ennep,  Mis.ses  M.  L.  and  E. 
^'ermilyea,   Mrs. 


SPECIAL  GIFTS.  57 


FRUIT,  CAKE,  ETC. 
Benjamin,  Mrs.     Fruit. 

Cliurcli  of  the  Heavenly  Rest — Sunshine  Committee.     Oranges. 
Cravath,  Mrs.  P.  D.     Two  barrels  of  apples. 
Ficken,  Miss  Katherine.     Oranges  and  grapefruit. 
Harkness,  Edward  S.     One  crate  oranges. 
Hoe,  Mrs.  Richard  March.    Three  cases  preserves. 
Lusk,  Mrs.  Graham.     One  barrel  apples. 

Tuckermann,  Mrs.  Paul.  Three  dozen  oranges  weekly  for  Ward  Ten. 
Apples  for  all  Wards. 

TOYS,  ETC.   FOR  CHILDREN'S  WARD. 

Auchincloss,  Mrs.   Edgar  S.     Easter  toys. 

Beck  Memorial  Church.    Picture  cards  and  scrap  books. 

Dodge,  Mrs.  Marshall  F.    Toys. 

Gray,   Miss  Mattie  P.   and  Miss  Elizabeth   Carpenter.      Scrap  books   and 

paper  dolls. 
Greenley,  Mrs.  Howard.     Toys. 
Guggenheim,  Mrs.  Harry.     Toys. 
Hoppin,  Mrs.  W.  W.  Toys. 

Junior  League  of  the  Charlton  School.     Valentines. 
Macy,  H.  H.    Music  box  and  games. 
Ordway,  Mrs.  S.  H.    Toys. 
Scott,  Walter.     Toys. 
Scull,  Mrs.  Guy.     Toys. 
Snyder,  Miss  Evelyn  R.    Toys. 
Swan,  C.  F.     Games. 
Vermilyea,  Mrs.    Toys. 
Williams,  Mrs.  L.  R.     Doll. 

MISCELLANEOUS. 

A  Friend.    Book  rest 

Auchincloss,  Dr.  Hugh.     Two  electric  hair  dryers. 

Baldwin,  Mrs.  LeRoy.     Picture  puzzles. 

Bennett,  Eugene.     Ice  cream. 

Brower,  William  L.    One  case  pictures. 

Burchill,  Miss  I.  A.     Black  board  and  games. 

Buckley,  Mrs.  Richard  W.  Invalid's  table,  back  rest,  air  mattress,  and 
other  sick  room  appliances. 

Burden,  Mrs.  James  A.     Christmas  gifts. 

Burton,  Miss  Catherine.     Phonograph  records. 

Cameron,  Mrs.  Scott.     One  dozen  suits  of  pajamas. 

Crimmins,  Thomas.  Receipted  bills  for  removing  rubbish  throughout  the 
year. 

Choir  of  the  Church  of  the  Transfiguration.  Concert  in  all  Wards  Decem- 
ber 26th,  1916. 

Clark.  Mrs  J.  W.  Coat. 

Colfax,  A.  E.    Clothing. 

Colgate  and  Company.     Twenty-five  pounds  of  talcum  powder. 

Dodge,  Mrs.  Marshall  J.     Sick  room  utensils. 

Dunlop.  Mrs.  Laura  C.      One  electric  hair  dryer. 

Dunn,  Mrs.  Henry  E.     Lemonade. 

Edwards,  Miss  Harriet.     Twenty-three  babies'  wrappers. 

Flanagan,  Miss  Margaret.     Religious  reading  matter. 

Foley,  Mrs.  James  C.     Twenty-five  dollars  toward  phonograph. 

Foote,  Mrs.  J.  S.     Candy. 

Franco-American  Ferment  Company.  Lactobacilline  products  throughout 
the  year. 
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MISCELLANEOUS— ConHnttcd. 

Gray,  Miss  M.  P.    Twelve  scrap  books. 

Gugffenhelmer,  Mrs.  Harry.    Christmas  gifts. 

ITarkness.  Mrs.   Edward  S.     Scrap  books. 

Haskin  and  Sells.     Allowance  of  $21. t  from  bill  for  annual  audit 

Hughs  and  Qareis.     Engraving  one  hundred  cards. 

Hyde.  Ormond  T.     Scrap  hooks. 

Jennings,  O.  G.     Sausage. 

Jennings,  Walter.    Thirty-one  pound  salmon. 

Jones,  Mrs.  J.  A.     Scrap  books. 

Kellogg.  Mrs.  F.  Leonard.     Scrap  books. 

Kennedy.  Mrs.  .John  S.     Thanksgiving  and  Christmas  dinners  for  patients 

and  household. 
Longcope.  Mrs.  Wnrfield   T.     Lettuce. 
McFadden.  Mrs.  Phillip.     Sick  room  utensils. 
McMurty.  Mrs.  Georce  Gihson.     Coraucopias. 
Macy.  Mrs.   F.  H.     Sick  room  utensils. 
Morgan.  Pierpont.    Vegetables. 
Mothers   rinh.   Rutgers   Presbyterian  Church.     Sewing  and   hemming  305 

pieces  of  linen. 
Rubel,  Miss  H.     Electric  battery  with  surgical  appliances  and  gloves. 
St.  Thomas  Employment  Society,  St.  Thomas  Church.    Sewing  and  hemming 

2,2.'>4  pieces  of  linen. 
Schiff,  Mrs.  W.  L.     Old  linen. 

Smillie.  Miss  Jessie  B.     Three  pairs  of  moccasins. 
Snead,  Mrs.  Udolpho.    Bottles. 
Spence  School.     Bottles. 
Talcott.  J.  T.     Electrical  apparatus. 
Thorburn,   Mrs.     Twenty-four  pair  of  booties. 
Van  Horn  and   Sawtell.     Digitalis  throughout  the  year. 
Tuckerman.  Mrs.  Paul.     Calendars  and  candy  for  Ward  10. 
Willets,  Miss  M.     Calendars. 
Williams.   Stephen  G.     Three  slate  table  tops. 
Wilson.  Mrs.  W.  G.     Bottles. 
Wingfield  and  Taylor.     Christmas  Cake. 
Women's   Industrial    Society,   St.    George's   House.     Sewing  and   hemming 

2.203  pieces  of  linen. 
Young,  Mrs.  F.     One  pair  of  slippers. 

THE  FOLLOWIITG  HAVE  GIVEN"  PEESONAL  SERVICE,  CUT 

FLOWEKS  AND  RELTGT0TT?5  READTNG  MATTER: 
Personal    Service — visiting    the    sick.    Miss    H.    L.    Edwards.    Miss    Willis, 

Charles  J.  Ferrin. 
Personal   service — visiting  the  sick    weekly  for   ten   months — Mrs.   David 

McMunigle.  Miss  Harriet  Small.  Miss  G.  F.  Gale.  Mrs.  A.  B.  Conover. 

Miss   E.   E.   Lester,   Miss  E.   Atterbury   and   their  associates,  through 

whom  the  following  donations  have  been  received  and  distributed  to 

the  patients  in  the  wards. 
Cockroft.  Miss  M.  T.     Cut  flowers  weekly  for  ten  months.     Ten  dollars 

for  reading  matter. 
Hauser,   John   W.,   through   Airs.   David   McMunigle.     Cut   flowers  weekly 

for  nine  months. 
O'Xeil,  Mrs.  Hugh  and  Mrs.  David  McMunigle.    Gospel  leaflets  weekly  for 

ten  months.    Christmas  and  Easter  cards  for  medical  and  surgical  men. 
Talcott,  Mrs.  James.     Fifty  dollars  for  flowers  and  geranium  leaves. 
Conover,  Mrs.  A.  B.     Leaflets. 
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THE  FOLLOWING  HAVE  PURISriSHED    A^OCAL  AIS^D  11^- 

STRUMENTAL  MUSIC  EOR  THE  SUNDAY  AND 

RELIGIOUS  SERVICES : 

INDIVIDUALS. 

Mrs,  C.  E.  Sholes,  Mrs.  J.  H.  Farber,  Miss  Eleanor  Wright. 

Young  Peoples  (Society  of  the  Old  Fibst  Pbesbytebian  Chubch  :  Mrs. 
Sellers,  Mrs.  Vincent  D'Onoirio,  Mrs.  Bactieller,  Misses  Anna  Wheatley, 
Hazel  Kirk,  Margaret  Louuen,  Grace  Hall,  Beatrice  Sellers,  Frances 
Sellers,  Gladys  Pregh,  Rosalie  Watson,  Carrie  Cushier,  Marion  Detriz- 
elli,  Mary  Kahl,  Ida  Aufenkolk,  Anna  Aufenkolk,  Frances  LaPrest, 
Ida  LaPrest,  Nadine  Van  Buren,  Mr.  Jolin  Muzii. 

Choiij  of  the  Second  Refobmed  Peesbytebian  Church  :  Misses  Lily 
Franke,  Lucy  Franke,  Florence  Clark,  Maude  Madge,  Elizabetli  Quatt- 
lander,  and  Messrs.  Alexander  Adams,  John  Quattlander,  Robert  Jones, 
John  Crawford. 

Young  Peoples  Society  of  Chelsea  Presbyteeian  Chukch  :  Misses  Emily 
Dorscheimer,  Mamie  McGowau,  Beruice  Bell,  Frances  Reed,  Ellen 
Webster,  Edith  Outten,  Janie  Quinu,  Jeannette  Wilson,  Ethel  Pereira, 
Messrs.  Charles  Dorsheimer,  William  McCaughin,  Donald  Ross,  Donald 
Brownless,  Maurice  Yeiser,  Frank  Quinn,  Godfrey  Lindeberg,  Willard 
Strange,  Walter  Lawrence. 

Junior  Choib  and  Othebs  fbom  the  Cornell  Memobial  Methodist  Epis- 
copal Church  :  Mrs.  Martha  Hallwood,  leader.  Misses  Anna  Keuhne, 
Edna  Heintz,  Adeline  Meenen,  Catherine  Polak,  Bertha  Millback,  Lillian 
Kimmer,  Juliette  Dattler,  Pauline  Nozescky,  Frances  Hornby,  Amelia 
Wallendorf,  Petelia  Smedile,  Emily  Bushkemper,  Margaret  Kuehne, 
Bertha  Albrecht,  Minnie  Dick,  Olga  Puschman,  Messrs,  John  Toohey, 
John  Hruby,  Andrew  Stender,  Arthur  Wallendorf,  Edward  Wallendorf, 
Warren  Bohn. 

Young  People's  Choir  of  the  Church  of  the  Heavenly  Rest  :  Misses 
Edith  Callan,  Martha  Callan,  Anna  Hahnan,  Elizabeth  Lippert,  Agnes 
Mayer,  Anna  Rauth,  Elsie  Rauth,  Elizabeth  Rathlev,  Anna  Siebold, 
Pauline  Wittenauer,  Carrie  Wacker,  Messrs.  Charles  Rauth,  Jack 
Rathlev,  Howard  Smullen. 

Washington  Heights  Octette  :  Misses  Emma  Nickerson,  Sarah  Johnson, 
Laura  Webb,  Agnes  Inglis,  Messrs,  Alfred  Harry,  William  Atkins. 

louNG  People's  Society  of  the  Univebsity  Place  Presbyterian  Church  : 
Mrs.  P.  Snyder,  Misses  Russo,  Elizabeth  Ingram,  Gertrude  Wittlaufer, 
Helen  Carruthers,  Wallers,  Frances  Schriever,  Lulu  Kleuischmidt, 
Emily  Kaccone,  Alice  Snowden,  Anna  Hausman,  Lillian  Groschen, 
Constance  Little,  Virginia  Little,  Rev.  T.  Guthrie  Speers,  Messrs. 
George  Thompson,  Chester  Pratt,  Edgar  Van  Duzen,  Kenneth  Little, 
Peter  Snyder,  V.  Mickleson,  Fritz  Markert,  Mr.  Nicholas  Russo, 
Violinist. 

Young  Women's  Christian  Association  of  Teachers'  College  :  Misses 
Blanche  Miller,  Edna  Eckert,  Marie  Hopper,  Eleanor  Seiferd,  Clara 
Forte,  Olivia  Higgins,  Mrs.  William  Beaumont. 

Hospital  Choir  of  the  Baptist  Temple,  Brooklyn  :  Mr.  and  Mrs.  E.  A. 
Ebel,  Mr.  and  Mrs,  George  Moore,  Mr.  and  Mrs.  M.  Munz,  Mr.  and 
Mrs.  H.  Swallow,  Mr.  and  Mrs.  T,  Swithenbank,  Mr.  and  Mrs.  J. 
Tice,  Jr.,  Mr.  and  Mrs.  E.  Thomas,  Mrs.  Reba  Bradley,  Mrs.  C.  K, 
Shreve,  Misses  Florence  Baillie,  Barlett,  Gwinner,  Ellen  Murdock, 
Maud  Farnum,  Oliva  Meserine,  Blanche  Paulson,  Messrs.  Paul  Al- 
bright,  Samuel   Dorsett,  David  Erglis,  Wm.  H.   Fawcett. 
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Church  of  the  GtOod  Shephebd  :  Mrs.  J.  H.  Farber,  Misses  Marjorie 
Ayers,  Florence  Weale.  Elizabeth  Waldhelm,  Emilj'  Body,  Ethelyu  aud 
Ruth  Farber,  Mr.  Clifford   Willoughby  and  Dr.  Howard  Moxom. 


GIFTS  FOR  THE  SCHOOL  OF  NURSING. 

Fob  the  School  Libraky  :  Mr.  Frederick  Sturges,  The  International  Stu 
dio ;  Mr.  Eugene  Delano,  The  Illustrated  London  News,  and  L'lUus- 
tration ;  Mrs.  H.  A.  Vedder,  The  Spirit  of  Missions ;  Dr.  George  A. 
Brewer.  Town  and  Country,  and  The  Ladies'  Home  Companion.  Books 
from  Mrs.  William  Church  Osborn,  Mrs.  Sidney  Burnap,  Dr.  A.  C. 
Burnham,  the  New  York  Bible  Society. 

Tickets  fok  Entertainment  Throughout  the  Season  :  Mrs.  J.  Ken- 
nedy Tod,  Mrs.  H.  Fairfield  Osborn,  Mrs.  John  S.  Thacher,  Mrs. 
Ogden  Mills,  INIrs.  Herbert  L.  Satterlee,  Mrs.  Harry  Payne  Whitney. 
Mrs.  Samuel  Thome,  Miss  Bishop,  the  Misses  Griffith,  Miss  De  For- 
rest, Mrs.  Ledyard  Blair,  Miss  Mary  M.  Tennant,  Mrs.  F.  B.  Kowell, 
Mrs.  John  A.  Hartwell.  Mrs.  Marshall  Field,  Mrs.  E.  C.  xVuchincloss, 
Mrs.  Lyle-Samuel,  Mrs.  R.  E.  Westcott,  Mrs.  William  Pierson  Ham- 
ilton, Miss  Irene  Givenwilson,  Miss  I.  Grace  Kline,  Mr.  Frederick 
Sturges,  Mr.  Eugene  Delano,  Mr.  W.  V.  S.  Thorne,  Mr,  S.  I'ach.  Dr. 
Davenport,   Mr.   Felix  F.   Leipels. 

Flowebs,  Fruit,  Vegetables  and  Jelly  :  Mrs.  J.  Pierpont  Morgan,  Mrs. 
John  Crosby,  Mrs.  H.  Fairfield  Osborn,  Miss  Mary  Lippincott,  Mrs. 
Isaac  Jackson,  Mr.  Frederick  Sturges,  Dr.  Henry  Sloan  Coffin. 

Miscellaneous:  Class  of  '17,  library  lamp  and  shade;  Louise  ChUton 
Shelley,  '13,  Tablet  of  Florence  Nightingale ;  Mr.  Henry  S.  Van  Duser 
and  The  House  Staff,  refreshments  and  music  for  dance  for  students. 


REPOET  OF  THE  DIRECTOR  OF  MEDICAL  SERVICE 

October  19,  1917. 

To  THE  BOAED  OP  MAliTAGEES, 

Peesbyterian  Hospital. 
Gentlemen  : — I  have  the  honor  to  submit  the  foUowing  report 
from  the  Medical  Service. 

During  the  year  there  have  been  many  changes  in  the  personnel 
of  the  medical  service.  The  resignation  of  Dr.  Swift  is  a  great  loss 
to  the  hospital.  He  is  to  take  the  position  of  Associate  Professor  of 
Medicine  at  Cornell  Medical  College  and  Director  of  the  Medical  Clinic 
at  Bellevue.  Owing  to  the  war,  the  plans  for  the  development  of  this 
clinic  at  Cornell  have  been  temporarily  postponed  and  in  May  Dr. 
Swift  left  for  France  with  the  Presbyterian  Hospital  unit  as  Medical 
Director. 

Dr.  W.  W.  Palmer  was  appointed  July  1st,  1917,  as  Associate 
Professor  of  Medicine  and  Attending  Physician  to  the  Presbyterian 
Hospital  to  fill  the  position  made  vacant  by  Dr.  Swift's  resignation. 
And  while  I  have  been  on  active  military  duty  since  July  15th,  1917, 
Dr.  Palmer  has  been  in  charge  of  the  medical  service  of  the  hospital. 

Dr.  John  P.  Peters,  Jr.,  resigned  to  accept  a  position  with  Dr. 
Swift  at  Cornell,  but  for  the  period  of  the  war  has  joined  the  Pres- 
byterian Hospital  Unit.  Other  members  of  the  medical  stalf  who 
have  left  for  active  service  in  the  army  are  Drs.  Bovaird,  Draper, 
Ivinsella,  Whiddeu,  Martin,  DeForest,  Smith,  Dunning.  Dr.  Hart 
and  Dr.  Atchley  were  on  temporary  military  duty  during  the  three 
months  of  July,  August  and  September. 

In  the  dispensary  to  offset  the  loss  of  so  many  of  the  staff,  volun- 
teer women  workers  have  assisted  so  ably  in  the  clerical  work  and 
in  the  non-professional  care  of  the  patients  that  it  has  been  possible 
to  keep  the  dispensary  open,  though  otherwise  it  must  have  been 
closed. 

During  the  year  investigations  in  biology,  physiology  and  chem- 
istry have  been  carried  out.  Dr.  Swift  has  continued  his  researches 
upon  rheumatic  fever,  has  added  some  important  information  upon 
syphilis  of  the  central  nervous  system  and  has  presented  some  of  this 
work  before  the  College  of  Physicians,  of  Philadelphia.  Dr.  Hart 
has  published  a  valuable  book  on  "The  Clinical  Irregularities  of  the 
Heart,"  which  is  largely  founded  on  his  work  in  electrocardiography 
carried  out  at  the  Presbyterian  Hospital;  while  Dr.  Draper  has  pub- 
lished a  monograph  on  poliomyelitis.    Dr.  Kinsella  has  continued  his 
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work  upou  streptococcus  infectious  aud  lias  receutly  made  important 
experimeutal  studies  upou  chronic  infective  endocarditis.  Dr.  Peters 
continued  his  work  upon  respiration  and  in  his  publications  has  added 
valuable  information  upon  the  mechanism  of  dyspnoea.  With  Dr. 
Geyelin  he  has  also  made  and  published  investigations  on  the  intiuence 
of  acidemia  upou  glycosuria.  Dr.  Atchley  has  spent  much  time  in 
the  study  of  acute  nephritis  and  has  been  investigating  the  problem 
of  salt  retention  in  its  relation  to  oedema.  My  own  work  has  been 
directed  towards  the  study  of  protein  intoxication  in  the  human  being. 
Through  the  kindness  of  Mrs.  A.  W.  S'wann  a  sum  of  money  was 
donated  to  pay  the  salary  of  a  research  assistant  to  carry  on  a  part 
of  this  work.  Dr.  Leake  devoted  his  time  to  this  work  aud  the  in- 
vestigations carried  out  with  his  assistance  will  shortly  be  published. 

For  a  week  in  January  I  had  the  pleasure  of  acting  as  Physician 
in  Chief  pro  tern  to  the  Peter  Brent  Brigham  Hospital,  Boston.  This 
custom  of  inviting  a  member  of  another  medical  school  to  act  tem- 
porarily as  head  of  the  department,  instituted  at  the  Harvard  Medical 
School  by  Dr.  Henry  A.  Christian,  affords  to  the  visitor  an  interesting 
and  stimulating  week  and  an  opportunity  for  close  and  concentrated 
study  of  methods  of  hospital  administration  in  another  institution. 
It  is  to  be  hoped  that  at  the  first  opportunity  the  same  custom  can 
be  instituted  in  the  Department  of  Medicine  at  Columbia. 

In  the  spring  of  each  year  a  collection  of  reprints  of  articles 
published  by  members  of  the  department  working  at  the  Presbyterian 
Hospital,  is  mailed  to  a  large  number  of  private  individuals  and  in- 
stitutions, and  for  this  the  managers  of  the  hospital  have  been  kind 
enough  to  agree  to  defray  the  expenses  connected  with  the  purchase 
of  extra  reprints  and  their  distribution. 

Early  in  January  Dr.  Strong  became  so  ill  that  it  was  necessary 
for  him  to  go  away  and  his  resignation  was  accepted  with  regret.  The 
very  efficient  supervision  which  he  had  given  to  the  work  of  the  Fourth 
Year  students  was  assumed  during  his  absence  by  Dr.  Kinsella  with 
the  help  of  Dr.  Atchley.  Dr.  Strong  has  now  returned  to  work  quite 
recovered,  and  has  been  reappointed  Assistant  Visiting  Physician  to 
the  Presbyterian  Hospital  and  is  continuing  his  work  of  assistant 
to  Dr.  Hart  in  the  electrocardiography  room.  Dr.  Geyelin  with  the 
help  of  Drs.  Atchley  and  Ladd  has  taken  charge  of  the  teaching  of 
the  Clinical  Clerks,  since  Dr.  Kinsella's  departure  for  active  military 
service  in  August. 

As  a  war  measure  instruction  of  the  present  fourth  year  class  at 
the  College  of  Physicians  and  Surgeons  began  on  June  11,  1917,  and 
continued  through  the  summer,  making  it  possible  to  graduate  this 
class  in  February.  The  work  of  the  Clinical  Clerks  was  thoroughly 
supervised  not  only  in  the  wards  but  in  the  laboratories.  For  the 
present  emergency  the  research  laboratories  are  being  used  for  the 
instruction  of  the  students  and  under  the  direction  of  Drs.  Geyelin, 
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Atchley  and  Ladd  the  clerks  are  receiving  practical  instruction  and 
training  in  those  forms  of  clinical  microscopy  and  bacteriology  which 
the  army  is  so  desirous  that  its  physicians  should  acquire. 

The  Janeway  Memorial  Library  has  been  increased  by  many  new 
volumes,  560  during  the  year,  making  the  total  number  on  the  shelves 
4,076.  Subscriptions  have  been  made  to  several  new  American 
journals. 

During  the  period  of  the  war  it  is  evident  that  much  of  the  work 
in  research  will  have  to  be  curtailed  or  directed  along  other  lines  to 
meet  the  immediate  needs  of  the  occasion.  It  is  obvious,  too,  that  no 
definite  plans  of  further  development  for  the  service  can  be  seriously 
considered  until  a  more  normal  state  of  affairs  exists.  But  steps  have 
already  been  taken  and  plans  are  well  advanced  to  keep  the  depart- 
ment on  as  efficient  and  effective  basis  as  possible  during  this  period. 
In  the  reorganization  of  the  routine  work  of  the  hospital  made  neces- 
sary by  the  war  emergency  Dr.  Albert  Lamb  has  been  of  the  utmost 
assistance.  In  July  Dr.  Lamb  was  appointed  Associate  Visiting  Physi- 
cian and  since  that  time  he  has  been  actively  and  almost  continuously 
engaged  in  planning  the  details  of  the  service  of  both  Visiting  and 
House  Staffs.  Without  exception  all  the  Visiting  Physicians  as  well 
as  the  Associate  and  Assistant  Visiting  Physicians  are  devoting  many 
extra  hours  a  day  to  the  work  of  the  Hospital. 

In  spite  of  the  many  vacancies  on  the  house  staff  occasioned  by 
the  fact  that  its  members  were  called  for  active  military  service,  sub- 
ctitutes  have  been  so  rapidly  obtained  that  except  for  the  frequent 
changes  that  were  necessary  the  routine  has  not  been  seriously 
hampered. 

Early  in  the  summer  it  was  decided  that  after  Jan.  1,  1918,  the 
service  of  the  house  staff  would  be  reduced  from  two  to  one  year. 
The  recent  decision  of  the  war  department  bears  out  the  expediency 
and  really  necessity  of  this  action,  and  there  is  now  no  reason  why  a 
full  complement  of  house  staff  should  not  constantly  be  on  duty 
for  the  duration  of  the  war. 

I  am 

Eespectfully   yours, 

(Signed)  WARFIELD  T.  LONGCOPE,  M.  D., 

Director  of  the  Medical  Service. 


REPORT  OF  DIRECTOR  OF  SURGICAL  SERVICE 

To  THE  BOAED  OF  MaNA'QERS  OF  ThE  PeESBTTERIAN  HOSPITAL. 

Gentlemen: — I  have  the  honor  to  submit  the  following  report 
from  the  Surgical  Service : 

The  resignation  of  the  Director,  Dr.  Brewer,  and  his  departure 
for  the  war  in  charge  of  the  Columbia  TTniversity  Presbyterian  Hos- 
pital Base  Hospital  Unit,  necessitated  a  complete  reorganization  of 
the  hospital  service  and  a  redistribution  of  the  work  among  those  of 
the  staff  remaining.  It  has  seemed  an  opportune  time  to  combine 
the  two  surgical  divisions  into  a  single  surgical  service  under  the 
director,  and  there  exists  now  in  the  hospital  a  group  of  surgeons 
closely  co-operating  with  one  another  and  working  as  a  unit,  to  the 
great  advantage  of  the  hospital  and  the  improvement  in  management 
of  the  work.  In  place  of  the  old  system  of  two  independent  surgical 
services  as  distinct  from  one  another  as  though  they  were  in  separate 
institutions,  which  we  outgrew  when  we  became  a  University  hospital, 
we  now  have  all  the  surgical  activities  grouped  together  into  a  homo- 
geneous whole.  This  is  true  of  the  ward  service  only,  and  during  the 
coming  year  we  hope  to  amalgamate  the  work  of  the  dispensary  so  as 
to  have  it  form  a  more  intimate  part  of  the  surgical  work.  We  have 
already  commenced  this  process  by  having  history  forms  for  the  dis- 
pensary correspondinsr  to  those  used  in  the  hospital  wards. 

If  much  of  the  diagnostic  investigation  necessary  as  a  preliminan' 
to  operation  on  patients  could  be  done  in  the  dispensary,  it  would 
save  an  immense  amount  of  money  to  the  hospital  by  affording  oppor- 
tunities to  treat  a  greater  number  of  cases  for  the  same  amount  of 
money  expended. 

The  new  surgical  pathological  laboratory  has  proved  of  great 
value,  and  Dr.  Clarke  and  Dr.  Stout  have  so  arranged  their  schedule 
that  they  are  always  present  during  operations  to  make  frozen  sec- 
tions of  any  tissue  removed,  and  so  be  of  service  in  clearing  up  a 
doubtful  diagnosis.  This  is  especially  necessary  in  affections  of  the 
female  mammary  gland.  Miss  Goode  as  technician  is  a  great  improve- 
ment over  the  men  formerly  employed  as  dieners.  The  laboratory 
is  also  contributing  to  the  more  intelligent  interpretation  of  our 
methods  of  treatment,  by  the  work  of  Mrs.  Phillips,  who  compiles 
from  the  Follow-Up  records  the  ultimate  results  of  groups  of  cases, 
especially  in  respect  to  prognosis.  The  laboratorv  has  also  been  used 
for  teaching  the  class  of  nurses  in  connection  with  the  establishment 
of  the  new  University  course.    Thi??  is  one  of  the  great  advances  for 
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medicine  and  nursing  which  has  resulted  from  the  affiliation  of  the 
Hospital  and  the  University. 

Because  of  the  exigencies  of  the  draft  and  the  requirements  of 
the  medical  corps  of  the  Army  it  seemed  wise  to  alter  the  term  of 
service  of  the  house  staif,  which  has  heen  cut  exactly  in  half,  the  men 
spending  but  one  year  in  place  of  two.  This  meets  the  requirement 
of  the  Army  which  is  a  yearns  interneship  in  a  hospital,  but  I  am 
convinced  that  it  is  not  possible  to  train  a  surgeon  in  this  length  of 
time,  and  it  only  emphasizes  the  necessity  of  establishing  a  resident 
staff  if  we  are  to  continue  this  system.  At  present  Dr.  Thomas  holds 
the  position  of  resident,  and  his  work  in  the  wards,  dispensary,  and 
Follow-TJp  Clinic,  has  been  of  the  greatest  aid  in  carrying  on  the 
hospital  work. 

The  addition  of  a  Surgical  Bacteriologist,  Dr.  Arronowitz,  has 
been  of  assistance  in  our  work,  increased  the  scope  of  our  investiga- 
tions, and  widened  our  knowledge  of  the  cases  treated. 

The  Eecord  Room  has  been  opened  at  night  with  a  clerk  in 
charge.  This  has  improved  the  work  and  rendered  the  histories  avail- 
able at  that  time.  We  feel  now  that  our  system  of  keeping  records 
and  files  is  unsurpassed  by  any  hospital.  The  histories  themselves 
are  more  complete  than  ever  before  and  are  now  accurate  records  of 
the  patient's  illness.  The  unit  history  system  whereby  each  individual 
has  a  personal  record,  kept  separate  from  all  others,  and  added  to 
from  time  to  time  as  his  connection  with  the  hospital  occurs,  is  one 
of  our  most  valuable  assets.  By  means  of  this  we  gather  together  the 
history  of  a  ease  and  thus  obtain  a  complete  record  of  his  diseases 
ever  a  long  period. 

The  FoUow-Up  System  has  become  a  very  important  part  of  the 
care  given  to  the  patients,  and  now  it  is  not  only  a  means  of  ascer- 
taining our  end  results,  but  has  developed  into  a  place  where  the 
patients  come  for  advice  and  help,  the  hospital,  becoming  in  the  lives 
of  these  people  what  we  have  always  hoped  to  make  it,  a  place  where 
they  might  receive  advice  from  their  physicians. 

The  X-Ray  Department  has  been  reorganized,  and  under  Dr. 
Caldwell  we  hope  soon  to  have  a  modern  equipment.  This  has  been 
delayed  by  the  difficulties  of  obtaining  apparatus  and  supplies. 

The  research  work  in  pneumonia  has  been  still  further  advanced 
by  means  of  the  gift  of  Mrs.  E.  H.  Harriman  to  the  Surgical  Depart- 
ment of  Columbia  University.  Owing  to  the  difficulty,  at  this  time, 
of  obtaining  competent  assistants  for  research,  this  branch  of  the 
service  is  not  as  active  as  it  might  otherwise  have  been,  but  a  number 
of  investigations  are  in  progress. 

Dr.  Whipple  is  studying  the  subject  of  gall  bladder  disease.  Dr. 
Auchincloss  the  affections  of  the  female  mammary  gland.  Dr.  Cors- 
caden  the  difficult  problem  of  uterine  hemorrhage.     Dr.  Hanford 
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tuberculosis  of  the  cervical  lymph  glands,  and  Dr.  Rulison  that  of 
chronic  appendicitis. 

The  following  men  have  left  the  hospital  and  gone  to  France : — 
Dr.  McWilliams  with  the  Roosevelt  Unit,  Drs.  Grace  and  Stevens  with 
the  Presbyterian  Unit.  Dr.  Burnap  is  on  duty  in  Washington  with 
the  Red  Cross. 

It  has  been  difficult  to  maintain  our  personnel  and  too  much 
credit  cannot  be  given  to  Drs.  Whipple,  Auchincloss  and  Corscaden 
who,  wishing  to  go  to  the  war  and  to  Prance,  have  consented  to 
give  up  their  own  personal  desires  and  have  remained  here  on  duty 
to  serve  the  Hospital  and  University. 

ADRIAN  V.  S.  LAMBERT, 

Director  of  the  Surgical  Service. 


KEPOKT  OF  THE  DIRECTOK  OF  THE  PATHOLOGICAL 

SEEVICE. 

Gentlemen  : 

I  have  the  honor  to  submit  the  following  report  from  the  Patho- 
logical Service  of  the  Hospital  for  the  year  ending  September  30th. 
1917.  ,-  .,  .. 

'  -  n't      .     '-.1     "     U- 

Like  other  divisions  of  the  Hospital  the  Pathological  Department 
has  sxs^ered  serious  inroads  on  its  staff  through  the  response  to  the 
Government's  call  for  medical  officers  for  war  service.  The  following 
is  the  list  of  recent  members  of  the  staff  who  are  now  in  the  service 
of  the  Government: — 

Dr.  A.  M.  Pappenheimer,  Associate  Visiting  Pathologist;  Pres- 
byterian Base  Hospital  Unit,  France. 

Dr.  G.  M.  Mackenzie,  Eesident  Pathologist ;  Naval  Reserve  Officer. 

Dr.  J.  H.  Mueller,  Assistant  Resident  Pathologist;  Presbyterian 
Base  Hospital  Unit,  France. 

Dr.  Hans  Zinsser,  Visiting  Bacteriologist;  Surgeon  General's 
Office,  Washington. 

Dr.  J.  G.  Hopkins,  Assistant  Visiting  Bacteriologist;  Special 
Government  Service,  France. 

Dr.  Calvin  B.  Coulter,  Assistant  Visiting  Pathologist;  Roosevelt 
Base  Hospital  Unit,  France. 

In  addition,  the  Department  has  sustained  a  great  loss  in  the 
resignation  of  its  Director,  Professor  W.  G.  MacCallum,  who,  on  July 
1st,  became  Professor  of  Pathology  at  Johns  Hopkins  Medical  School. 

It  has  been  possible  to  fill  only  two  of  the  seven  vacancies  in 
the  staff,  owing  to  the  general  scarcity  of  men  with  laboratory  train- 
ing. Even  in  normal  times  the  number  of  such  men  is  limited,  and  at 
the  present  time  practically  every  available  pathologist  has  been  called 
into  Governmental  service. 

Dr.  R.  A.  Lambert  has  taken  Dr.  Pappenheimer's  place  as  Asso- 
ciate Visiting  Pathologist,  and  following  Dr.  MacCallum's  resigna- 
tion became  Acting  Director  of  the  service.  Dr.  H.  L.  Meierhof  suc- 
ceeded Dr.  Mueller  as  Assistant  Resident  Pathologist.  In  spite 
of  the  sudden  reduction  in  the  staff,  the  work  of  the  Department  has 
gone  forward  during  the  past  six  months  without  serious  interruption 
and  with  but  slight  curtailment.  Those  left  have  cheerfully  taken 
on  more  of  the  necessary  routine  work.  Unfortunately,  in  some  cases, 
this  has  forced  a  discontinuance  of  research  work.  It  is  hoped,  how- 
ever, that  with  slight  reorganization  of  the  laboratory  and  with  addi- 
tions to  the  staff,  the  investigative  work  of  the  Department  may  be 
continued  as  heretofore. 

The  activities  of  the  three  laboratories  of  the  Department,  Patho- 
logical, Bacteriological  and  Surgical,  may  best  be  reported  separately 
as  heretofore. 
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THE  PATHOLOGICAL  LABORATORY. 

The  chief  functions  of  this  laboratory  are  the  performance  of 
autopsies,  examination  of  miscellaneous  pathological  specimens,  teach- 
ing and  research. 

In  the  following  table  is  given  the  number  of  autopsies  performed 
and  number  of  specimens  examined  during  the  past  year  and  during 

the  two  previous  years. 

1917  1916       1915 

Number  of  autopsies 127  123             98 

Number  of  deaths 318  300           266 

rercentage  of  autopsies  obtained     40.8  41             36 

Percentage  of  autopsies  obtained  on  medical  cases. .     51  50 

Percentage  of  autopsies  obtained  on  surgical   cases.     20.5  27.5 

Miscellaneous  pathological  specimens  examined 17U  67 

Since  the  number  of  deaths  remains  about  the  same  each  year, 
an  increase  in  the  number  of  autopsies  must  come  through  an  increase 
in  the  percentage  of  permissions  for  autopsies.  To  the  credit  of  the 
House  Staff,  it  should  bs  pointed  out  that  already  this  percentage  is 
very  much  higlier  than  that  in  any  other  institution  in  this  city,  or  in- 
deed in  any  hospital  where  similar  legal  restrictions  exist  regarding 
permission  for  post-mortem  examination.  It  is  doubtful,  therefore, 
whether  our  relatively  high  percentage  can  be  increased  unless  it  be 
in  the  surgical  service  of  the  hospital,  where,  as  the  table  shows,  the 
per  cent,  of  autopsies  obtained  is  considerably  less  than  on  the  medical 
service. 

The  number  of  miscellaneous  pathological  specimens  examined 
shows  a  marked  increase  over  last  year,  170  as  compared  with  67. 
These  specimens  consist  chiefly  of  tissues  removed  for  diagnosis  on 
the  medical  service  and  organs  of  animals  inoculated  in  the  Bacterio- 
logical Laboratory. 

The  same  required  and  optional  courses  outlined  in  last  year's 
report  were  given  to  an  increased  number  of  second  and  third  year 
medical  students.  It  should  be  emphasized  here  that  the  problem  of 
space  for  these  classes  becomes  greater  each  year.  Since  the  present 
first  year  class  in  the  Medical  School,  which  will  come  to  the  Hospital 
next  year  for  instruction  in  gross  pathology  and  autopsies,  is  almost 
double  in  size  that  of  past  years,  this  question  of  adequate  space  for 
teaching  will  soon  become  a  very  urgent  one.  It  is  our  opinion  that 
sditable  facilities  can  be  provided  at  relatively  small  cost  by  a  simple 
addition  to  the  present  pathological  building  and  a  re-arrangement 
of  the  laboratories. 

The  following  list  of  papers  published  during  the  past  year  indi- 
cates the  scope  of  investigations  carried  on: — 

Atypical  Cases  of  Lymphosarcoma, 
Dr.  G.  M.  Mackenzie. 

Myocarditis  in  Cases  of  Endocarditis, 
Dr.  Alfred  Langman. 


BEPOBT    OF    THE    PATHOLOGICAL    SEBVICE.  69 

An  Anatomical  Study  of  Fifteen  Cases  of  Acute  Poliomyelitis, 

Dr.  W.  B.  Blanton. 
The  Mechanism  of  Cholesterol  Absorption, 

Dr.  J.  H.  Mueller. 

BACTERIOLOGICAL  LABORATORY. 

The  "urgent  needs"  mentioned  in  the  report  of  October  1st,  1916, 
have  been  filled  by  the  provision  of  thoroughly  adequate  animal  quart- 
ers and  an  additional  workroom  for  the  laboratory  force.  The  per- 
sonnel of  the  group  has  changed  somewhat  during  the  year,  bringing 
in  more  skill.  Dr.  Adrian  V.  S'.  Lambert  has  made  it  possible  to  as- 
sign one  person,  Mr.  Boris  Aronowitch,  to  an  investigation  of  bacterio- 
logical problems  in  connection  with  the  surgical  cases.  The  majority 
of  the  routine  bacteriological  examinations  for  both  services  are  made 
by  Miss  Frazier  and  Miss  Cooper.  Most  of  the  serological  work  is 
performed  by  Miss  Olmstead,  with  volunteer  assistance  from  Medical 
School  students  desiring  practical  experience.  Miss  Olmstead  super- 
vises closely  all  the  work  of  the  laboratory,  gives  personal  attention 
to  special  problems  and  spends  considerable  time  on  research.  The 
post-operative  pneumonia  investigation  is  still  under  way.  It  has 
thrown  some  light  on  the  etiology  of  post-operative  pneumonia  and 
on  the  classification  of  the  Type  IV  pneumococci,  but  both  these  sub- 
jects require  much  further  study. 

The  following  table  is  a  comparative  statement  of  the  numbers 
of  specimens  examined  in  the  laboratory  during  the  past  two  years : — 

1917  1916 

Spinal  Fluid  for  Wassermann  Test 362  392 

Blood:  for — 

Wassermann  Test   3,297  3,095 

Other  Complement  Fixation  Tests 151  161 

Agglutination  Tests   415  243 

Isolysim    304  200 

Cultures : 

Blood    942  817 

Throat   968  806 

For  Autogenous  Vaccines   24  27 

Miscellaneous 1,317  1,153 

Sputum :  for 

Culture    191  72 

Pneumococcus     Type,  Ante-Operative    1,634  643 

Pneumococcus     Type,  Routine    492  345 

Stools :  for 

B.  Typhosus    119  131 

Other    Organisms    144  97 

Smears :  for — 

Gonococcus    674  563 

Other  Organisms   731  882 

Material  for  Guinea  Pig  Inoculation 158  71 

Milk  for  Bacterial  Count 279  312 

12,398  10.212 
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There  has  been  an  increase  of  2,186  in  the  number  of  specimens 
examined  and  the  examinations  have  been  more  thorough. 

With  adequate  space  and  a  well-trained  force,  the  efficiency  of  the 
laboratory  should  continue  to  increase.  ^lore  collaboration  between 
physicians  and  laboratory  miglit  be  of  mutual  value.  The  research 
work  for  the  coming  year  will  probably  be  in  continuation  of  thai  of 
the  preceding,  with  the  addition  of  a  few  other  urgent  problems  as 
they  arise. 

The  present  peeds  of  the  laboratory  are  for  clerical  assistance 
and  increased  salaries. 

SUEGICAL  PATHOLOGICAL  LABORATORY. 

1917  1916  1915 

Specimens  examined  1,351         l.Sof         1,325 

Museum  specimens  added 15  60  75 

Microscopic  slides  prepared   2,300         2.200         2,500 

Following  the  construction  of  the  new  Surgical  Laboratory,  as 
described  in  the  48th  annual  report,  the  various  activities  were  re- 
organized and  broadened  in  several  directions.  In  addition  to  the 
continuation  of  the  daily  report  there  has  been  commenced  a  com- 
pilation of  statistics  on  the  results  of  operative  procedure  in  certain 
types  of  surgical  diseases.  This  activity  has  been  carried  on  in  con- 
junction with  the  "Follow-Up"  System,  so  well  developed  at  the 
present  time.  If  cancer  of  the  breast  be  chosen  as  an  example,  the 
statistics  to  date  would  show  at  a  glance — the  number  of  cases  oper- 
ated upon,  the  number  of  these  alive  at  intervals  of  1,  3  and  5  years, 
and  the  number  of  correct  and  incorrect  diagnosis  made  previous  to 
operation.  This  information  is  of  value  to  the  surgeon  in  the  diag- 
nosis, treatment  and  prognosis  in  surgical  diseases.  It  is  also  of  direct 
benefit  in  the  instruction  of  the  medical  student. 

Beginning  June,  1917,  weekly  reports  on  all  cases  operated  upon 
have  been  prepared,  giving  the  operator's  ante  and  post-oporative  diag- 
nosis and  the  surgical  pathologist's  diagnosis.  Errors  in  diagnosis 
are  read  and  dismissed  at  the  weokly  conferences  of  the  Surgical  Staff 
and  copies  of  the  report  given  to  the  Director  of  the  Surgical  Service. 

This  year  .several  of  the  liouse  staff  have  assisted,  at  their  own 
wish,  in  the  routine  of  the  laboratory  and  in  this  way  valuable  infor- 
mation has  accrued  to  those  interested. 

An  assistant  has  been  installed,  familiar  with  cherai.stry,  in  order 
that  the  technical  work  of  the  laboratory  may  become  more  accurate, 
especially  in  the  staining  of  microscopic  sections.  She  has  also  com- 
menced research  work  on  the  chemistry  of  the  tis.sues  to  further,  if 
possible,  the  diagnos's  of  the  routine  cases.  The  full  time  secretary 
has  become  familiar  with  the  records,  the  filing  of  cases,  the  abstract- 
ing of  histories,  and  the  compilation  of  statistics.  Several  articles 
are  in  preparation  to  be  published  in  a  surgical  report  of  the  year. 
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A  section  of  the  lower  laboratory  has  been  temporarily  loaned 
to  the  Training  School  for  the  preliminary  instruction  of  probationers. 

Since  the  institution  of  morning  operations  by  both  divisions,  a 
closer  cooperation  has  been  possible  between  the  laboratory  staff  and 
the  surgeons,  A  member  of  the  laboratory  staff  joins  the  surgeons, 
whenever  possible,  in  determining  the  diagnosis  and  operative  pro- 
cedure. In  this  way  the  purposes  of  placing  the  laboratory  in  pro- 
pinquity with  the  operating  theatre  has  been  accomplished.  In  these 
various  activities  the  laboratory  facilities,  as  afforded  by  the  hospital 
management,  has  very  directly  assisted  many  of  the  surgeons  in  their 
treatment  of  disease. 


ROBEET  A.  LAMBERT,  M.  D., 
Acting  Director  of  Pathological  Service. 


OUT-PATIENT  DEPARTMENT. 

Report  of  the  Registrar. 

October  1st,  1917. 
To  the  Board  of  Managers  of  The  Presbyterian-  Hospital. 

Gentlemen: — The  report  of  the  Out-Patient  Department  for 
the  year  ending  September  30th,  1917,  is  herewith  submitted.  There 
have  been  10,382  new  patients  admitted  to  the  benefits  of  the  Ont- 
Patient  Department.  Adding  the  4,449  remaining  from  last  year  to 
these,  it  shows  that  14,831  people  received  treatment  during  the  year. 
They  made  62,759  visits;  53,048  payments  were  made;  9,711  were 
treated  free. 

The  following  will  show  the  birthplaces  of  new  patients  treated: 


Africa    1 

Armenia    10 

Australia    7 

Austria    436 

Bavaria    1 

Belgium    18 

Bohemia     171 

Bulgaria    1 

Canada    40 

Chile   1 

China    7 

Cuba    10 

Denmark    12 

Egypt    6 

England    190 


Finland     50 

France    42 

Germany    372 

Greece   76 

Holland    9 

Hungary     321 

India    1 

Ireland     1200 

Italy    429 

Japan    6 

Mexico    6 

Newfoundland     ....  6 

New   York  City 4236 

Norway    34 

Persia    5 


Their  occupations  were  as  follows: 


Actors   3 

Artists    5 

Bakers    22 

Barbers    24 

Barkeepers    34 

Blacksniths    13 

Bookbinders    11 

Boxmakers    10 

Brewers    8 

Bricklayers    25 

Butchers    37 

Buttonmaker.*;   3 

Cabinetmakers    ....  15 

Carpenters  76 

Carriagemakers    ...  1 

Chauffeurs    142 

Cigarmakers    90 

Clergymen     5 


Clerks   662 

Coal   Dealers 14 

Conductors    30 

Dairymen   6 

Domestics    1454 

Detectives    1 

Dressmakers   101 

Drivers    162 

Electricians    84 

Elevator   men 73 

Embroiderers    16 

Engineers    28 

Engravers    5 

Factory   Hands    . . .  .",99 

Farmers    4 

Firemen    54 

Fishmen    6 

Housewives    1462 


Poland    45 

Porto   Rico    20 

Roumania    25 

Russia     526 

Scotland    74 

South   America    ...  14 

Spain    6 

Sweden    119 

Switzerland     28 

Syria     3 

Turkey    21 

United  States 1625 

Wales    4 

West   Indies    168 

Infants    1399 

Ironworkers    60 

Janitors    80 

Laborers  558 

Lithographers   3 

Machinists   114 

Mechanics    56 

Milliners    13 

Motormen    20 

Musicians    9 

Newsdealers    13 

Nurses    17 

Office    boys 39 

Painters    66 

Peddlers   22 

Photographers  10 

Planomakers    8 

Plasterers    21 
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Plumbers    82  Shoemakers   20  Telephone  operators  39 

Porters    131  Soldiers    24  Tinsmiths    34 

Printers    25  Stablemen    15  Undertakers    1 

Railroad  men 35  Stoneworkers    19  Unemployed   716 

Sailors    12  Students   68  Upholsterers    11 

Salesmen  and  sales-          Tailors    68  Watchmen    24 

women    103  Teachers    19  Wheelwrights    1 

School    children 1321  Telegraph  operators  14  Woodworkers    7 


The  Pharmacist  compounded  4:8,174:  prescriptions ;  35,775  dress- 
ings "were  applied  by  surgeons.  The  table  of  occupations  will  give 
a  very  good  idea  as  to  the  class  of  people  seeking  charitable  relief. 
The  receipts  for  the  year  amounted  to  $8,420.07.  The  daily  average 
number  of  patients  was  172. 

Thanks  are  due  to  all  of  those,  professional  or  otherwise,  who 
rendered  service  in  the  Out-Patient  Department  for  the  successful 
work  of  the  year. 

Respectfully  submitted, 

JAMES  U.  NORRIS, 

Registrar. 


REPORT  OF  THE  PHYSICIAN-IN-CHIEF  AND 
SURGEON-IN-CHIEF. 

To  THE  Board  of  Managees  oe  The  Peesbyteeian  Hospital. 

Gentlemen: — We  have  the  honor  of  submitting  the  following 
report  from  the  Out-Patient  Department  for  the  year  ending  Sep- 
tember 30,  1917. 

The  appended  table  shows,  as  usual,  the  number  of  new  patients 
admitted  to  the  department  during  the  year :  ^t 
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On  account  of  war  conditions,  the  Dispensary  work  has  been 
greatly  hampered  and  it  has  been  with  considerable  eifort  that  ade- 
quate treatment  has  been  afforded  those  applying  for  it.  No  less  than 
ten  men  from  the  Dispeusar}'  have  been  called  to  the  colors  and  there 
has  been  no  supply  of  new  men  to  fill  their  places.  In  order  to  show 
the  extent  of  the  work  done  and  the  real  demand  for  more  workers, 
the  table  on  page  No.  76  has  been  compiled,  covering  the  work  of  the 
Surgical  Dispensary.  This  shows  the  number  of  patients  treated,  the 
number  of  visits  made,  the  number  of  new  patients,  the  average  each 
day  and  the  average  number  of  visits  for  each  patient.  Practically 
the  same  condition  prevails  on  the  Medical  side,  but  it  has  not  seemed 
necessary  to  draw  up  another  table  giving  the  actual  figures. 

It  will  be  seen  that  since  the  beginning  of  the  year  the  number 
of  patients  treated  each  day  has  risen  considerably.  This  increase 
which  has  been  very  marked  in  the  departments  of  male  and  female 
general  surgery,  has  not  been  accompanied  by  a  corresponding  in- 
crease in  the  surgical  staff".  On  the  contrary,  the  shortage  of  doctors 
has  become  so  acute,  that  during  the  month  of  August  when  there  were 
2,18;^  visits  made  to  these  two  branches  (653  more  than  the  sum 
total  of  the  Accident  Ward  for  a  corresponding  period)  there  fre- 
quently was  only  the  Chief  to  take  care  of  all  these  patients,  which 
meant  that  on  some  days  there  would  be  upwards  of  150  patients 
applying  for  treatment  in  these  two  rooms  alone.  All  of  those  that 
applied  received  treatment.  Under  these  circumstances  it  will  be  seen 
how  exceedingly  difficult  it  becomes  for  one  surgeon  to  give  all  these 
cases  the  careful  and  thorough  attention  which  is  desirable.  All 
efforts  to  entice  physicians  of  the  requisite  calibre  into  dispensary 
work  proved  unavailing.  Frequently  such  overtures  were  met  with 
refusal  on  the  grounds  that  dispensary  work  was  unremunerative  and 
that  the  doctor  could  not  afford  to  give  the  time.  In  view  of  these 
facts  and  the  urgency  of  increasing  the  staff,  the  advisability  of  plac- 
ing the  dispensary  personnel  upon  a  salaried  basis,  should  be  apparent. 
It  is  the  firm  determination  of  the  present  chiefs  that  the  dispensary 
work  shall  never  become  in  any  sense  perfunctory,  and  to  this  end 
it  is  essential  that  the  staff  should  be  adequate,  both  as  to  number 
and  quality.  We  feel  sure  that  both  of  these  standards  could  be  main- 
tained if  a  moderate  compensation  were  offered  to  the  men  who  really 
do  the  work. 

Volunteer  Workers. 

During  the  past  six  months  a  new  feature  has  been  introduced 
in  the  Out-Patient  Department,  which  ha?  proven  an  unqualified 
success.  Certain  ladies  interested  in  medical  work  have  volunteered 
their  services  in  the  dispensary  and  have  been  present  with  commend- 
able regularity.  They  have  performed  such  duties  as  taking  case 
Itistories,  writing  notes  to  dictation  and  assisting  with  the  dressings, 
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in  a  highly  creditable  manner.     It  is  to  be  hoped  that  this  system 
will  become  a  permanency. 

Admission  oe  Cases  to  the  Hospital. 

The  system  of  checking  up  the  admissions  of  patients  to  the 
Hospital,  from  the  Out-Patient  Department,  begun  two  years  ago, 
was  continued  during  the  past  year  with  the  following  results: 

Total  number  of  Medical  Cases 354 

Entered  the  Hospital 332 

Failed  to  enter  the  Hospital 22 

Of  the  354  cases  seen  in  the  Out-Patient  Department  who  were 
considered  to  be  in  need  of  Hospital  care,  94%  actually  entered  the 
wards.  Of  the  remaining  22,  5  were  not  admitted  owing  to  lack  of 
room.    The  other  17  failed  to  return,  for  reasons  unknown. 

Total  number  of  Surgical  Cases  admitted 519 

Entered  the  Hospital 418 

Failed  to  enter  the   Hospital 101 

Of  those  that  failed  to  enter  the  Hospital  the  majority  were 
refused  admission  on  account  of  lack  of  room  and  failed  subsequently 
to  return.  Others  were  deterred  by  fear  of  operation;  a  few  went 
to  other  hospitals. 

F0LL0W-IJl»    WOEK. 

The  FoUow-Up  work  has  continued  along  the  original  lines 
planned  with  slight  modification,  necessitated  by  the  shortage  of  nurses 
for  Follow-Up  work  in  the  Social  Service  department.  It  has,  how- 
ever, proved  itself  of  inestimable  value  both  from  the  standpoint  of 
the  physicians  who  can  observe  their  cases  over  long  periods  of  time 
and  of  the  patients  who  are  watched  more  carefully  through  conval- 
escence or  through  intermediate  stages  between  admissions  to  the 
Hospital.  This  phase  of  the  work  is  capable  of  still  greater  develop- 
ment which  we  hope  to  see  effected  when  a  cessation  of  the  war  returns 
things  to  a  normal  status. 

About  June  1,  1917,  it  was  necessary  to  close  the  Genito-Urinary 
Clinic  in  the  absence  of  physicians  to  carry  on  the  work.  It  is  hoped 
however,  that  we  will  soon  be  able  to  re-open  this  branch  of  the 
service.  For  a  similar  reason  in  August,  it  was  found  necessary  to 
close  the  Skin  Department,  on  account  of  depletion  of  the  staff.  This 
step,  which  was  much  deplored,  could  not  be  avoided.  Patients  apply- 
ing for  admission  to  these  two  departments  have  been  referred  to 
other  dispensaries. 

(Signed)  DUDLEY  H.  MOEEIS, 
Surgeon-in-  Chief. 
AETHUR  E.  NEEEGAAED, 
Acting  Physician-in-Chief. 


REPORT  OF  THE  DIRECTOR  OF  THE  SCHOOL  OF 
NURSING. 

October  15,  1917. 

To  THE  Board  of  Managers  of  The  Presbyterian  Hospital  in 
THE  City  of  New  York. 

Gentlemen: — It  is  my  privilege  to  present  to  you  the  twenty- 
fifth  annual  report  of  the  School  of  Nursing.  The  present  year  has 
been  the  most  eventful  in  the  history  of  the  School.  The  quarter 
century  mark  has  been  passed  and  this,  giving  us  a  long  list  of 
graduates,  enabled  us  to  meet  the  exceptional  opportunities  for 
nursing  service  presented  by  the  necessities  of  the  present  war. 
Through  the  co-operation  and  interest  of  President  Nicholas  Murray 
Butler  and  Dean  Samuel  W.  Lambert,  an  enlargement  of  our  edu- 
cational facilities  has  been  brought  about  by  means  of  an  affiliation 
with  Columbia  University,  and  the  School  has  been  appreciably  in- 
creased in  numbers. 

Six  weeks  after  the  declaration  of  war,  the  Presbyterian  Hos- 
pital Unit  under  the  leadership  of  Major  George  E.  Brewer  as  Sur- 
geon-in-Chief  was  on  the  way  to  England.  The  nursing  staff  was 
composed  of  sixty-five  of  our  graduates,  with  Janet  B.  Christie  as 
Chief  Nurse  and  Elspeth  A.  Gould  as  Assistant  Chief  Nurse.  At 
the  request  of  Major  Brewer,  Beatrice  MacDonald,  a  graduate  of 
New  York  City  Hospital,  was  added  to  the  number. 

The  Unit  has  taken  over  a  Base  Hospital  of  the  British  Expedi- 
tionary Forces  in  France  where  they  have  had  exceptional  oppor- 
tunities to  be  of  service  and  favorable  reports  of  the  work  are  re- 
ceived. Five  teams,  each  consisting  of  a  surgeon,  an  anaesthetist, 
a  nurse  and  an  orderly  have  been  sent  to  the  Casualty  Clearing  Sta- 
tions back  of  the  lines  on  the  Western  Front.  In  the  first  bom- 
bardment of  the  Casualty  Clearing  Stations  by  the  enemy,  Beatrice 
^lacDonald  was  struck  by  shrapnel  from  a  bomb  and  suffered  the 
loss  of  her  right  eye.  She  has  shown  exceptional  pluck  and  bravery 
throughout  the  ordeal  and  through  the  generosity  of  our  President 
Emeritus,  Mr.  Frederick  Sturges,  who  furnished  for  the  nurses  of 
the  Unit  a  liberal  fund  for  emergencies,  an  eye  has  been  fitted  in 
Paris  and  Miss  MacDonald  has  again  joined  the  Unit. 

The  arrangement  made  between  the  Department  of  Nursing  and 
Health,  Teachers  College,  Columbia  University,  and  this  School  of 
Nursing   for    a   combination    of   courses   in    nursing,    leads   to    the 
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Bachelor  of  Science  degree  and  the  diploma  of  the  School  of  Nursing. 
Candidates  for  admission  to  this  course  should  have  completed  four 
years  of  High  School  and  two  years  of  collegiate  grade  in  an  ap- 
proved college,  normal  or  technical  school.  The  professional  course 
of  three  years  includes  the  regular  theoretical  and  practical  work 
prescribed  by  the  Presbyterian  Hospital  School  of  Nursing,  and  in 
addition,  certain  selected  courses  amounting  to  one  year's  work,  or 
thirty-two  points  of  credit,  in  the  School  of  Practical  Arts,  Teachers 
College.  This  work  in  Teachers  College  will  be  taken  mainly  in  the 
first  and  last  years  of  the  professional  course,  and  will  be  carried 
on  concurrently  with  the  work  of  the  training  school,  the  student 
being  in  residence  in  the  Hospital  during  the  whole  or  main  part  of 
this  period. 

New  conditions  of  entrance  for  students  were  also  established 
in  that  candidates  with  higher  educational  preparation,  namely, 
graduates  of  approved  colleges  for  women,  having  included  in  their 
course  of  study  satisfactory  work  in  science,  are  now  admitted  on 
an  advanced  basis,  permitting  such  students  to  complete  their  train- 
ing in  two  3''ears  and  three  months,  instead  of  the  usual  three  years. 

In  the  third  year  arrangements  have  been  made  for  training 
under  the  supervision  of  the  Henry  Street  Nurses'  Settlement  in 
Social  Service  and  Public  Health  work.  This  will  include  experience 
in  the  district  in  obstetrics.     Other  clinical  experience  will  be  added. 

An  extra  section  of  the  Class  of  1920  was  received  into  the 
School  in  July.  As  our  living  accommodations  were  inadequate 
for  such  a  large  class,  these  twenty-two  Probationers  were  housed 
in  the  homes  of  Mrs.  Walter  B.  James  and  Mrs.  H.  Fairfield  Osborn. 
As  these  homes  offered  ample  accommodation,  it  was  not  necessary 
to  avail  ourselves  of  the  very  kind  offers  of  Mrs.  Arthur  Curtiss 
James  and  Mrs.  Henry  P.  Davison,  for  similar  hospitality.  We  wish 
to  extend  our  thanks  to  these  ladies  who  fulfilled  their  patriotic  duty 
in  thus  offering  their  homes  for  the  use  of  the  School. 

We  wish  also  to  thank  the  "Volunteer  Nurses'  Aids"  most 
cordially  for  the  excellent  work  which  they  did  in  this  Hospital 
during  the  summer  in  the  absence  of  the  student  nurses  on  vacation. 
Of  these  Aids,  fifty  in  number,  who  have  taken  the  prescribed  work 
at  this  Hospital,  twenty-five  signed  the  Muster-in-EoU  and  twenty- 
five  had  their  names  placed  on  our  Eeserve  List.  During  the  tryirfg 
heat  of  the  summer  months,  many  of  the  Aids  gave  from  four  to 
six  hours  service  daily,  which  service  proved  valuable  to  our  Hospital 
in  the  vacation  period.  Their  work  gave  forth  a  two-fold  benefit — 
to  the  Hospital  in  supplying  substitutes  for  the  probationers'  work 
during  the  vacation  period; — to  the  Aids  in  affording  them  with 
valuable  experience  for  furture  service  in  the  emergencies  of  war. 

The  Commencement  Exercises,  Class  '17,  were  held  in  Florence 
Nightingale  Hall  on  May  17th.     The  graduates  numbered  thirty- 
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eight  and  they  have  accomplished  most  satisfactory  work  through- 
out their  course. 

The  address  to  the  class  was  delivered  by  Major  Charles  W.  Gor- 
don, Chaplain  of  the  43rd  Cameron ian  Highlanders,  nom  de  plume 
Ealph  Connor.  To  a  large  and  interested  audience  Major  Gordon  gave 
a  wonderfully  vivid  description  of  his  experiences  in  the  war  zone, 
emphasizing  the  two  great  qualities  of  discipline  and  sympathy  re- 
quired in  the  professional  work  of  a  nurse,  and  the  great  value  of 
such  work  in  the  present  emergency. 

The  diplomas  were  presented  by  the  president  of  the  Board  of 
Managers,  Mr.  William  Sloane,  and  the  pins  were  presented  by  Mr. 
Eugene  Delano  of  the  School  of  Nursing  Committee.  Instead  of 
flowers,  flags  were  given  by  Dr.  C.  Irving  Fisher,  Mr.  James  R. 
Sheffield  and  Mrs.  Lyle-Samuel,  and  a  delightful  reception  was 
held,  the  generous  gift  of  Mr.  Frederick  Sturges. 

Senior  Class,  '18. 

Number  at  last  report,  46 ;  withdrew,  3 ;  disqualified,  2 ;  de- 
ceased,   1 ;    remaining 40 

Intermediate  Class,  '19. 

Number  at  last  report,  49 ;  withdrew,  0 ;  disqualified,  7 ;  re- 
maining        42 

Junior  Class,  '20. 

First  Section  entered  April   1,  1917,   numbered  20;  withdrew, 

5 ;  disqualified,  1 ;  remaining 14 

Second  Section  entered  July  8,  1917,  numbered  22;  withdrew, 

1 ;  disqualified,  1 ;  remaining 20 

Third  Section  entered  September  27,  1917,  numbered  36  ;  remain- 
ing         36 

Summary. 

Student  Nurses    96 

Probationers    56 

Total    152 

Inquiries  received  throughout  the  year  for  information  regard- 
ing admission  to  the  School  of  Nursing  numbered  one  thousand  six 
hundred  and  forty-eight.  In  the  first  eight  and  one-half  months, 
I.  e.,  from  October  1,  1916  to  June  15,  1917,  eight  hundred  and 
thirty-eight  inquiries  were  received.  In  the  last  three  and  one-half 
months,  i.  e.,  from  June  15,  1917  to  October  1,  1917,  nine  hundred 
and  two  people  were  heard  from.     This  does  not  include  a  large 
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number  of  inquiries  received  by  the  Nursing  and  Health  Department 
at  Columbia  University.  The  above  shows,  in  part,  the  marked 
increase  in  the  interest  of  the  public  in  nursing  education,  the  same 
to  be  attributed  to  the  existing  state  of  war  owing  to  which  new 
conditions  of  entrance,  described  elsewhere  in  detail,  have  been  estab- 
iished. 

Applications  for  graduates  of  the  School  to  fill  institutional  and 
visiting  nursing  positions  numbered  one  hundred  and  sixteen. 

Applications  from  graduates  of  other  schools  who  wish  to  enter 
this  Hospital  for  added  experience  numbered  one  hundred  and 
thirty-two. 

Eegistrv  calls  filled  (for  private  cases) 1814 

Calls  not  filled 343 

Total 2056 

The  Visiting  Nursing  and  Social  Service  Department  has  com- 
pleted its  fourteenth  year.  This  Department  is  sustained  by  a  liberal 
gift  from  Mrs.  W.  K.  Vanderbilt,  Sr. 

Valuable  training  in  Public  Health  work  has  been  given  to 
nineteen  student  nurses  durinsr  the  year.  In  addition  to  this,  the 
work  in  the  Departments  of  Tuberculosis,  Follow-Up,  Convalescence, 
Fresh  Air  and  Eelief  has  been  done  by  an  Instructor,  four  Graduate 
JSTurses,  a  Dietitian  and  Social  Service  Secretary.  The  constantly 
busy  Katie  Geitz  Diet  Kitchen  has  been  well  looked  after  by  our 
matron  and  her  assistant  doing  an  extensive  work. 

Three  of  the  staff  nurses  were  called  to  serve  in  France  with 
the  Unit,  two  others  leaving  later  on  for  war  work.  The  Department, 
although  considerably  handicapped  by  losing  trained  social  service 
workers  and  the  time  spent  in  training  new  ones,  has  been  able  to 
compete  very  well  with  the  record  of  the  previous  year. 

Total  number  of  visits  made  by  nurses  during  the  year 22,571 

Total  number  of  patients  given  material  relief  through  Depart- 
ment Funds  133 

Patients  referred  to  Organizations  for  material  relipf  and  em- 
ployment    85 

Patients  sent  to  Convalescent  Homes  and  Sanatoria. 504 

Patients  sent  to  Hospitals,  Homes  for  Incurables  and  the  Aged  102 

Patients  sent  to  Fresh  Air  Homes 108 


Families  helped  with  rent 3  5 

Families  helped  with  food    21 

Families  helped  with  coal  22 

Cooking  classes  for  girls  in  Katie  Geitz  Diet  Kitchen 115 
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It  may  be  of  interest  to  note  that  of  the  twenty-two  families  to 
whom  coal  was  sent,  all  but  six  paid  back  every  penny  in  instalments. 

Hill  Top  Camp  at  Hawthorne.  N.  Y.,  desio;ned  to  give  children 
of  tubercular  parents  a  month's  stay  in  the  country,  began  its  seventh 
season  on  July  2nd  and  closed  on  September  7th.  Forty-five  children 
were  received  at  the  Camp,  of  these  seventeen  were  selected  Cardiacs, 
in  whom  the  doctors  were  especially  interested.  The  average  gain  in 
weight  was  six  pounds,  one  little  cardiac  gaining  seventeen  pounds, 
and  all  derived  great  benefit  from  the  fresh  air,  rest  and  discipline. 
A  delightful  Fourth  of  July  party  was  given  the  children  by  Mrs. 
Ernest  T.  Carter. 

During  the  past  season  the  expenses  of  the  Camp  maintained 
by  the  Hill  Top  Camp  Fund,  amounted  to  one  thousand  and  seventy- 
six  dollars  and  thirt^^-seven  cents.  The  total  receipts  to  be  credited 
to  this  Fund  during  the  same  period  amounterl  to  one  thousand  three 
hundred  and  one  dollars  and  seventy-nine  cents.  We  are  very  grateful 
to  the  members  of  the  Hill  Top  Camp  Club  through  whose  efforts 
several  entertainments  were  given  to  raise  funds  for  the  benefit  of 
this  valuable  work. 

To  the  following  ladies,  who  served  on  the  Committee  for  our 
Christmas  entertainment,  we  are  greatly  indebted.  Through  their 
aid  refreshments  were  served,  Christmas  carols  sung  around  a  beauti- 
ful Christmas  tree  and  five  hundred  and  twenty-four  stockings  were 
given  out: 

Mrs.  Herbert  S.  Carter  Mrs.  C.  E.  Agnew 

Mrs.  Ernest  T.  Carter  Miss  Carli  Anderson 

Mrs.  J.  Gamble  Rogers  Mrs.  S.  R.   Burnap 

Mrs.  David  Bovaird  Mrs.  Lester  Carlisle 

Mrs.  Philip  A.  Rollins  Miss  German 

Mrs.  Eli  Long  Mrs.  Frank  M.  Humphrey 

Mrs.  Hugh  Auchincloss  Mrs.  Forbes  Hawkes 

Mrs.  George  E.  Brewer  Mrs.  S.    T.   Hart 

Mrs.  N.  R.  Norton  Mrs.  W.  C.  Lester 

Mrs.  Albert  R.  Lamb  Mrs.  W.  J.  Morgan 

Mrs.  Robert  Lewis  Miss  S.  L.  Mott 

Miss  Margaret  Taylor  Mis.s  Eleanor  Whiting 

Supplementing  the  Christmas  entertainment,  two  hundred  and 
thirty  dinners  from  the  Vanderbilt  Fund,  and  twenty-five  dinners 
the  gift  of  Mr.  Vincent  Astor,  brought  Christmas  cheer  of  a  very 
practical  nature  to  our  poorest  families. 

The  work  of  the  Katie  Geitz  Diet  Kitchen  in  the  East  River 
Homes  has  continued  along  the  same  lines  and  is  self-supporting. 
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Dispensed. 

Quarts  of  milk  (total)    43,519 

"       "      "      (sold)    24,630 

"      "      "      (free)    17,889 

Portions  of  food  (sold) 17,030 

Quarts  of  milk  obtained  from  the  ISTew  York  Diet  Kitchen 

Association,  and  paid  for  by  Patients'  Relief  Fund 7,183 

We  are  deeply  indebted  to  Mrs.  W.  K.  Vanderbilt,  Sr.,  who  con- 
tributed forty  (40)  quarts  of  milk  daily  from  her  farm  from  July  to 
October,  to  Mrs.  Ogden  Mills,  who  gave  a  liberal  donation  of  four 
hundred  dollars  for  milk,  and  to  the  Walker-Gordon  Laboratory,  who 
send  daily  from  four  to  forty  quarts,  as  it  has  enabled  us  to  give  more 
free  milk  to  sick  babies  and  under-nourished  children,  than  would 
have  been  possible  otherwise,  owing  to  the  high  price  of  milk. 

The  splendid  co-operation  with  Convalescent,  Fresh  Air  Homes 
and  Charitable  Agencies,  contributing  to  the  ultimate  recovery  of  our 
patients,  has  been  highly  appreciated. 

The  House  Staff  and  the  Out-Patient  Staff  are  always  ready  to 
co-operate,  either  in  the  wards  of  the  Hospital,  the  Out-Patient  De- 
partment or  in  the  homes  of  our  patients. 

To  graduates  of  any  training  school  needing  hospital  care,  a 
cordial  invitation  is  extended  to  use  "The  Eliza  DeWitt  Memorial 
Room,"  endowed  by  Mrs.  Morris  K.  Jesup  in  memory  of  her  mother. 
This  private  room,  constantly  in  use,  is  highly  appreciated  by  nurses 
overtaken  by  illness. 

Our  students  have  enjoyed  many  delightful  "week-end"  visits  at 
a  sea  side  camp  offered  us  through  the  generosity  of  Mr.  and  Mrs.  J. 
Kennedy  Tod.  To  these  generous  friends  and  to  the  many  other 
friends  who  have  contributed  to  the  pleasure  and  entertainment  of 
our  Nursing  Staff,  we  offer  expressions  of  gratitude  and  appreciation. 

To  the  Board  of  Managers,  the  School  of  Nursing  Committee, 
the  Attending  Staff,  the  House  Staff  and  my  co-workers  who  have 
by  their  co-operation  and  encouragement  given  us  unfailing  support 
amid  the  numerous  changes  incident  to  the  departure  with  the  Unit 
of  our  former  well-organized  Staff,  I  return  my  warmest  thanks. 

Respectfully  submitted, 
ANNA  CAROLINE  MAXWELL,  R.  N.,  M.  A., 
Director,  School  of  Nursing, 


84 


SCHOOL    OF    NUBSING. 


LIST  OF  GRADUATES. 


'IG     Abercrombie,  Susan  W.  'i'-i 
"07     Agard,     Marion     Bissell,     now 

Mrs.   Henry   H.  Baker  "IT 

'02     Allen.  Jessie  Anna.  OT 

'94     Ambrose,  Edith  Margaret  i.". 

'07     An(lerl)urg,   Virginia   Caroline.  U-"* 
"11     Anderson,  Dora   Martha. 

'V2     Andrews,  Stella  Mathilda,  now  ''.)7 

^Irs.  A.  W.  Lahey. 

'14     Ardell,   Mary   Eleanor.  Im 

'14     .Vrmstroug,   Marjorie    Parker  U8 

'10     Armstrong.  Rhoda  M.  '(!8 
'16     Arthur,  Ethel  Roxana. 

'02     Asiie.  Elizabeth  May  wood.  '!'► 

'16     Ashmun,  Margaret.  '06 
'10    Atkins,    Lennis    Augusta,    now 

Mrs.  H.  P.  Leonard.  12 

'07     Avery,  Louise  Marion,  now  Mrs.  'Oi> 

Frederick  .1.  Barrett. 

'14     Baird,  Agnes  Browning.  ■!)8 
'04     Baker,  Margaret  Eliza. 

'02     Baldwin,    Irene   Wetniore,    now  "1") 

Mrs.  J.  Berkeley  Hunter.  07 

'13    Balen,  Anna  Marie  on 

'03    Barnes.  Georgia  Isabelle.  '12 

'15     Barns,  Margaret  Virginia.  '97 

'96    Bates.  Mary  Georgiana.  '16 

'15     Battles,  Delia  May.  "16 

'14     Bauer,  Anne,  now  Mrs.  Norman  "09 

M.   Dingman. 
"09     Bauer,  Emily  Wilhelmina. 

17     De  Baun,  Elizabeth  Hogenkamp.  '16 

'95     Beatty.   Araminta  \\niiteley.  '07 
'03  *Beatty,   Edith    Lucy,   late   Mrs. 

G.  N.  Hoffman.  '16 

'99     Bebee,    Mina    Betsy,    now    Mrs.  "^4 

Sutherland  D.  Twining.  '11 

'04     Becker,    Anna     Oleondea.    now  '17 

Mrs.   .Tames  W.  .Jameson.  '0(\ 

'17     Bedell,  Mary  Ellison.  "97 

'06     Bell,    Anita,    now    Mrs.    B.    F.  "07 

Peek. 

"08     Bell.  Caroline  Wack.  now  Mrs.  "O." 

Wm.  B.  Boyd.  '16 
'11  Bellamy.  Ethel  May.  '98 
'98  Bellinger.  Georgia  Wadsworth.  '07 
"08  Benjamin.  Ada  Frances.  '04 
'03  Bennett.  Leila  Richardson.  '07 
"09  Benson,  Ella  Elizabeth.  '12 
'09  Bentley.  Bertha,  now  Mrs.  Ed- 
ward Cook.  '9.1 
'02  Bewley,  Margaret  Anne. 
'01  Bigelow.  Glenm  Lindsey.  '97 
'07     Bixby,  Grace  Vivian,  n-ow  Mrs. 

Harry  Brick  .Justice.  '97 
'12    Blaine,  Lela  Rebecca. 
*Deceased. 


Blancbard,     Sydnie     M.,     now 

Jlrs.   Gosse, 
Bockum-Dolffs,  Irmgard  von 
Boise,    .Margaret  Gait. 
Bougard,  Ella  Mae. 
Bonnell,     Elsie     Harper,     now 

Mrs.  Juhn  C.  L'llommedieu. 
♦Bonner.    Jeauette    Grace,    late 

Mrs.   Frederick   Schoonmaker. 
Bonnet,   Marie  Therese. 
Boulter,  Mary  Olive. 
Boutwell,   Alice  Bradford,  now 

Mrs.  George  X.  Pease. 
Brackett,  Elizabeth  Rock, 
Branch,  Lucy  Morton,  now  Mrs. 

John  Street  Cator. 
©reckon,  Mae  Edithe. 
Brockway.  Emma  Holmes,  now 

Mrs.    M.    p..    Friedlander. 
Brown,    Florence    Isabel,    now 

Mrs.    Hamilton   Byers. 
Brown,   Bessie  Church. 
Brown.  Dorothy. 
Brown,  Esther  Allison. 
Brown,   Margaret   Rutherford. 
Brown,  Mary  Magoun. 
Bruce,   Barbour   Elizabeth. 
Bulla rd,    Winifred  W. 
*Bulmer,    Elizabeth    Ethel    Ger- 
trude,   late    Mrs.    William    B. 

Boyd. 
Buntzen,  Agnes  Elizabeth. 
Burbridge.     .\Iice    Eaton,    now 

Mrs.  Rudolf  Schumacher. 
Burgess.  Marjorie  McCoy. 
*Burtis,  Harriet  Eliza. 
Butler,  Meta. 
Byron.  Marie  Catharine. 
Cadenhead,  Margaret  Jean. 
Cadmus,  Nancy  Elizabeth. 
*Cad.v,  Francis   Sibyl,  late  Mrs. 

Robert  L.  Hutton. 
Cahoone,    Helen   Ma.v. 
Calhoun,    Sara   Ellis. 
Cameron,  Grace  Irving, 
Campbell.  Edith. 
Carpenter.  Frances  Ward. 
Carr-Harris.   Silla   Marguerite. 
Carter,    Bessie   Mae,   now   Mrs. 

John  T.  Harris. 
Case.    Ren  a    Adelin.    now    Mrs. 

Fowler. 
Chamberlain,    Amy    Aims,   now 

Mrs.   James   H.   McGninness. 
Chisholm,  Mary  Winifred,  now 

Mrs,  George  H.  Needier. 
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'98     Cliristie,  Janet  Banford.  "09 

'02     Clapp,  Edith  J.  Lawrence. 

'12     Clark,     Gertrude    Emma,    now  "97 

Mrs.  Armand  J.   Cilhay.  '15 

'99     Clark,  Ruth  Gardner.  '04 

'07.    Clarke,  Emma  De  Veber.  'M 

'02     Class,   Alice  Brown,   now   Mrs.  '13 

William  W.  Conley.  '11 

'98     Chatworthy,  Emily.  '06 
■99  *  Clausen,  Jessie  Leonard. 

'99     Claxton,  Helen  Catherine.  '99 

'04     Cleland,  Jean.  '14 

'10     Cleland,   Mary.  '99 

'OG     Cobb,   Clara   Battey,   now    Mrs.  "09 

John   L.   Murphy.  '10 
'07     Coddington,   Florence  Marguer- 
ite, now  Mrs.  W.  M.  Petit.  "98 
'13    Coffey,   Ada    Boone. 
'97  *CoUester,    Georgiana    Scranton.  '05 

late   Mrs.    Johnson. 

'03     Comstock,      Frances      Cornelia,  '14 

now   Mrs.    H.   R.    Brown.  '12 
'15     Conover,     Marjorie    Elsie. 

'10     Conroy,    Rebecca    Luella,    now  '17 

Mrs.    Eugene    Fairehild    Rus-  "17 

sell. 

'16     Cooke,    Helen   Douglas.  '17 

'09    Cooke,   Susan  Cansevoort,  now  '08 

Mrs.    Alfred    Elliot    Hitchner.  '10 
'07     Cooley,   Carrie   Starr. 

'14  *Coons,    Laura    Wood.  '17 

'OS    Copeland,  Effie  Maud  Lee.  "09 
'15     Corwin,    Helen    Avis. 

'99     Coull,  Ida  Elizabeth.  '14 

'12     Coulson,   Ivy  May.  '13 

'08     Courtright,    Louise    Neff,    now  '99 

Mrs.  Frank  D.  Fearman.  '14 

'97     Cowdry,    Charlotte,    now    Mrs.  '03 

S.  A.  Brown. 

'09     Cowell.     Alice     Marie     Levan,  '11 

now  Mrs.  W.  B.  Robinson.  '06 

'05     Crawford,    Eleanor    Josephine.  '11 

now  Mrs.  Lea  M.  Robinson.  '12 

'15     Crawford,    Statira.  '04 

'05     Crowder.     Cora     Emelia.     now  '12 

Mrs.   C.   M.   Barnett.  '02 
'04     Cruise,    Margaret    Allen,    now 

Mrs.    Charles    C.    Sewell.  '05 

'02     Culgin,  Anna  Jane.  '10 

'15     Culver,    Maud    Elizabeth.  '96 

'02     Cunningham,   Helen   Bridgens.  '17 

'13     Curtis.    Helen    Burnette.    now  '98 

Mrs.   James  Kiel.  '11 
'05     Daniel.    Elizabeth   Morton. 

'06     Danner,    Katherine    Mary.  "03 

'04    Darling,   Ethel  Marie.  '17 


Davey,  Lillian  May,  now  Mrs. 

John   H.    Braine. 
^Davidson,   Anna   Adelia. 
Da  vies,   ilabel. 
Davis,    Sylvia   Hartston. 
*Davis,    Sarah   Keyes. 
Davis,    .lessie    Katherine. 
Davis,  Mary  Lane. 
Davis,     Gertrude     Ethel,     now 

Mrs.    Frank   Cowell. 
Davison.    Elizabeth    Thompson. 
Dean,   Ruth   Tisdale. 
De   Bard,    Harriet  Davis. 
Decker,    3es.sie   Adelaide. 
De  lesi,  Pauline  Mazurie,  now 

Mrs.   John  Allison  Lockwood. 
Deinstadt,    Annie    Maud,    now 

Mrs.   Walter  J.  Wellington. 
Deming.     Helen     Louise,     now 

?.Irs.   John  S.  Martino. 
De  Ronde,   Ethel. 
Dickinson,     Anna     Lois,     now 

Mrs.  Joseph  B.   .Jameson. 
Donnellan,   Claire  Julia. 
Doolittle,     Edith     Irene,     now 

Mrs.    Clarence    Thomas. 
Douglas,  Lillian  Agnes. 
Drake,   Gertrude  Woodruff. 
Dravo,     Marie     Frances,     now 

Mrs.  Robert  K.  Aiken. 
Dresser,   Marie. 
Duncan.    Sarah    Frances,    now 

Mrs.  George  Del  Toro. 
Duncan,    Grace   Flint. 
Dunlap,  Harriet  Pence. 
Dunning,   Charlotte  Estelle. 
Durham,   Jane  Marion. 
Durston,   Elizabeth  Hyde,    now 

Mrs.   William  Churchill. 
Eddy,   Ruth    Margaret. 
Eden.    Sybil   Constance. 
*Ellis.   Charlotte  Emma. 
Emery.    Ruby   Hannah. 
English,   Augusta  Hobart. 
Evans,  Madeline. 
Farmer,     Rowena,     now     Mrs. 

Oscar  H.  Schloss. 
Faure,   Adele    Louise. 
Fellows,    Emily    Louise. 
Fehrmann,    Elizabeth. 
Fenner.   Elizabeth   Harvey. 
Fergusson.   Jessie  Mackellar. 
Fernald,  Marion  Rebecca,  now 

Mrs.  Arthur  Bristol. 
Field,  Alice  Gertrude. 
Filmore.    Edithe    Millard. 


*Deceased. 
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'00 
•05 
'17 
"97 
'17 

'IG 
•99 
•00 
10 
'14 

'12 
'04 
'10 
'15 
'02 

'07 

'05 
'14 
'04 
'05 

04 
'10 

'10 
'10 
'90 

•94 
'03 

'9S 
'12 
'07 
'17 
'17 
'12 

'i:v 

'00 

•09 
'14 

'05 
'14 
'01 
'01 

'10 
'96 

'94 


Findlay.  Agnes.  '08 

FmdlMyson,   Edith   Belle.  '02 

Fitzsimons,    Kuth    Lang.  "05 
Fletcher,    Auua    Beatrice. 

Fletcher,   Dorothy   Taylor,  now  •Ol 

Mrs.    Rajinond   M.    Bristol. 

Floyd,  Helen  LeRoy.  "Il 

Fobes,  Louise  Mitr-hell.  •0.'', 
Folsom,    Blanche    Eleanore. 

Folsoin.    Ruth    Brown.  'i)7> 
Foote,     Louise    Caroline,     now 

Mrs.  De  Ronde.  "04 
Fordham,    Mabel    Orlando. 

Forrest,    Catherine    Munro.  '05 

Fortuine,  Florence  Esther.  "lo 
Foster,   Anne   Stancliffe. 

French,    Cherrie    Morton,    now  ]  1 

Mrs.  James  B.  Crane.  '16 

French,  Constance  Braiue,  now  '11 

Mrs.  .John  R.  Herrick. 

Frey,   Carrie  Giddin.i;s.  '10 

Frost.    Elizabeth    Stirling.  '97 
Fuller,   Ethel   Irene. 

Fuller,  Clara  Keyes.  now  Mrs.  "(17 

Julius  R.  Rogers. 

Gardiner,    Edith    Virginia.  '17 

Gaut,  Iris  Mae.  '01 

Geil,  Lulu.  '02 
George,    Christena. 

Gerow.    Charlotte    Emma,    now  '97 

Mrs.  F.   Irving. 

Gibson,    Harriet    Beatrice.  "01 
Giddings,    Jessie    Marion,    now 

Mrs.   Stanley  B.  Thomas.  '08 

GUtillan.   Mary,  '15 

Gillean,   Hazel   Frances.  ^02 

Gill  is.    Margaret.  '07 

Glen,   Cora    Howell.  '13 

Goheen,  Frances   Anna.  ^99 

Goldsmith.   Ethel    Mildred.  04 

Goodrich,   Kate  Elizabeth,  r.o'v  '04 

Mrs.  Herbert  Lowery.  '95 
Goodrich.      Beatrice      Landon. 

now    Mrs.    Merle    F.    Murphy.  '^" 
Gould,   Elspeth   Anna. 

Gould,    Myrtle    Rebecca,    now  '10 

Mrs.  Robert   Harry  Hoff. 

Goulden,  Edith  Maria.  '99 
Graham,   Florence   Annie. 

Granger,  Edith.  •lO 

Grant,     Florence     Mary,     now  •lO 

Mrs.   Gorton  Wair  Allen.  '14 

Grant,  Georgina  H.  Gordon.  '11 

Grant.    Lulia      Christina,     now  '12 

Mrs.  James  L.  Lawson.  '90 

Grant.   .Tanet   Gordon.  '13 


Grant,   Jessie   Wilson. 
Graves.    Augusta    Angeline. 
Green.      Mary      Holmes,      now 

Mrs.  Allen   T.   Gay. 
Greenwood,      Katherine,      now 

Mrs.  J.  K.  Reilly. 
Grittith.  Rose  Erin. 
Groht.  Josephine  A.,  now   Mr.s. 

T.   W.   Cady. 
Grote,  Anna,  now   Mrs.   J.  Col- 

ditz. 
Guion,    Maiy    Wood,   now    Mrs. 

Samuel  D.  Newton. 
Gunn,  Jean  Isabel. 
Hackett,  Myra  Ross,  now  Mrs. 

Louis    I'ollard. 
Haliburton.     Suzanne. 
Hall,   Virginia  Derr. 
Halsey.  Lyllis.  now  Mrs.  Oliver 

Y.   Leonard. 
Halstead.  Alice. 
Hamilton,      .Miirgaret      Suiher- 

land. 
Hannan,  Julia,  now  Mrs.  A.  W. 

Lyle- Samuel. 
Hannan,  S.vlvia   May. 
Ilartwell,   Anna    Louise. 
Hastings.     Emily     Belle,     now 

Mrs.  Edwin  L.  Bebee. 
Hatton,    Agnes   Elizabeth.   nc'W 

Mrs.  H.  B.   Higginbotham. 
Hanghwout.  Alice  Britton.  now 

Mrs.  Preston   C.   West. 
Hayman,   .lean   Georgiana. 
Fleath,    Miriam    Ruxton. 
Hebblewhite.   Anna. 
Hegan,    Ethel  Tilley. 
Henley,  Elizabeth  Whipple. 
Hesselburg,    Laura    Antoinette. 
Hesseltine.    Marion    Elizabeth. 
Hicks.  Julia   Carolyn. 
Hildrnp.      Josephine     Wheeler, 

M.  D. 
Hillyer,   Elise.    now    Mrs.    Her- 

J)ert  N.  Vermilye. 
Hobson,      Eleanor      Whiteside, 

now  Mrs.  G.  M.  Mackenzie. 
*IToffman,    Rose,    late    Mrs.    Ed- 
win   Lobenstein. 
Hopson.   Myra    Haxtun. 
Houlder,   Martha   Stromer. 
Hovey.   Ruth. 
Howes,   Helen   Carol. 
Howland.  Mary  Bartlett. 
Hughes.   Emeline  Black. 
Hughes,  Sarah  Helena. 


•Deceased. 
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'98    Hyde,    Annie    Lora,    now    Mrs. 

Clarence  M.   Gihon. 
'94    Iliff,   Ida   Gertrude. 
'14    Ivey,     Pauline     Amelia,     now 

Mrs.  David  Robertson. 
'99    Jayne,  Alice,  now  Mrs.  Edward 

Montgomery. 
'14    Johnson,  Clarissa  Ordway. 
'12     Johnson,  Frances   Lewis. 
'11     Johnson,  Mary  Anna. 
'14    Johnson,    Natalie    Allien. 
'96    Jones,  Lottie  Searle.  now  Mrs. 

Bernard   J.   Richardson. 
'07    Jones,   Martha  Hunter. 
'11     Jordan,  Alice  Maud. 
'17    .Justus,  Una  Irene. 
'12    Kay,  Muriel,  now  Mrs.  Arthur 

H.  Ross. 
'0.5     Kelley,  Helen  Marie  Isabel. 
'07    Kelley,     Emma     Roswell.    now 

Mrs.  Richard  Pigeon. 
'17    Kendall,   Helen   McCain. 
'17    Kernan.  Hannah  Devereux. 
'IR    Kerr,  Katherine. 
'02     Kershaw,  Alice  Henrietta,  now 

Mrs.    Charles   D.    Fowler. 
'94     Kilpatrick,      Gertrude    Evelyn. 

now  Mrs.   A.  W.  Trotter. 
'17     King,  Rachel. 
'10    Kingstone,   Mary  Augusta. 
'07    Kirby,  Olive  Holwell. 
'05     Kjeldsen.  Laura. 
'16     Knapp.     Winifred    Hunt,    now 

Mrs.  Percival  Roy  Allen. 
'12     Knox,  Dorothy  Catherine,  now 

Mrs.  W.  Christensen. 
'95  Kuroskl,  Emma  Anna. 
'01     Laidlaw.    Helen    Erskine.    now 

Mrs.  Henry  .7.   Martin. 
'13     Lambert,   Ruth  Elizabeth. 
'05     Lamson.    Martha. 
'94     Larkin,   Louise,   now   Mrs.    Da- 
vid Bovaid,  Jr. 
'1.3    Latimer.  Helen     F. 
'10     Laubach.    Amy    Catherine   now 

Mrs.  Benjamin  L.  Johnson. 
'03     Lawless,  Emily  Viva,  now  Mrs. 

Albert   Oldroyd. 
'12     Leavens.  Edith  Annin-z. 
'10     L'Ecluse,    Bessie    Sophia,    now 

Mrs.  Shepard  R.  Saxton. 
'05     Lee.  Alice  Smith,  now  Mrs.  H. 

Thomas    Ryland. 
'13     Leonard,   Anna    Lurana. 
'94     Leonard,     Annie     Elliot,     now 

Mrs.  CoUery. 


'9S 
'OS 
'16 
'11 
•06 
'10 
'01 
'09 
'17 
'03 
'17 
'99 

'08 
'05 
'03 
'13 

'13 
'16 
'09 
'06 
'16 
'01 

'06 

'11 

'07 

'15 
'08 
'11 


'09 

'98 
'94 
'16 
'12 
'14 
'05 
•09 
'17 
'05 
'17 
'12 
'13 
'OS 
'94 
'15 

'12 
'02 


*Lethan,    Annie    Paton. 

Lewis,  Margery  Jerauld. 

Lewis,  Virginia  Nelson. 

Lightbound,   Gertrude. 

Liles,  Alice  Jane, 

Linderman,   Helen. 

Livermore,    Henrietta. 

Locke,   Helen  Glen  Rae. 

Love,  Eleanor  Sydney. 

Ludlum,    Marie   Hoffman. 

Lumbers,   Gladys. 

Lund.  A.strid  E..  now  Mrs.  Os- 
car W.  Erdal. 

Lyon,  Charity  Wilson. 

MacArthur,    Harriet    Frances. 

MacClellan.  Alice  Hortence. 

MacClelland,  Ruth  .Tane,  now 
Mrs,  Wm.   Forrest  Lee. 

MacDonald.    Hilda    Haversr^^l. 

MacDonald,  Sarah  Elizabeth. 

MacKay.  Agnes  Logan. 

!Mackie.  Helen  May. 

Maclay.  Edith  Elizabeth. 

McKean,  Alberta  Maud,  now 
Mrs.  John  Curry, 

Mahan.  Charlotte,  now  Mrs. 
W.  D.   Hazard, 

McBean,  Mary  Helena,  now 
Mrs,  Edward  R.  Evans, 

McCabe,  Elizabeth,  now  Mrs. 
George   Lathrop. 

McClive,    Elsie. 

McClive.    Mary    Isabel. 

McClung.  Anabel  Winnifred. 
now  Mrs.  Anthony  C.  Free- 
man. 

McClung.    Edith    Murray,    now 
Mrs,  John  LeRoy  Sawyer, 
*McClure,   Martha. 
♦McDade.    Alvina, 

McEvoy,  Margaret  Helen, 

McGoodwin,   Mary  J.   R. 

McTlwraith,    Agnes    Evelyn, 

jMcKnight,   Eliza. 

McLean,  Mary  Henrietta. 

Maas,   Serena  Herda   Walde. 

Malcolmson,   Alice   Louise. 

Mangounie,    Azniv   Eunice   K. 

Mann.   Emily  Hooker. 

Marks,  Jessie  Mabel. 

Marsh.    Louise   Marie. 

Martin.    Josephine   Cordelia. 

Martin,  Martha  Carter,  now 
Mrs,  William  Low  Cooke. 

Marx,  Helen  Margaret. 

Mason.   Kathro   Montague. 


♦Deceased. 
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'11     Matthew,   Edith   Margaret. 

"15     Matthew,  Lucy  C. 

"17     Mauger.        Blanche         Monica 

Guilliard. 
■(i7     Mavnard.    Agnes   Evangeline. 
'^t\     Meeker.    Grace   Anista. 
'Oil     Meiklejolin,    Harriet   Tremaine. 
'12     Meiklejohn.    Xaomi    Frances. 
"IT     Meixell.   Edith  Marguerite. 
"01     Melville.     Mary     Collins,     now 

Mr.s.   Alexander  .T.   Mac   Iver. 
'in     Mercer,    Violetta    Carroll. 
'08     Merrill,  Lillian,  now  Mrs.  .Tohii 

Harold    Knapp. 
"00     Merritt.  Ixtuise  Stephenna,  now 

Mrs.  J.  L.  Greiser. 
'97     Mewhort.    Jessie    Wilson,    now 

Mrs.  Benjamin    H.  Gray. 
'08     Meyers,       Nellie.       now       Mrs. 

Harry  D.  Spangenherg. 
'15     Millar.    Robena    Monica. 
'11     Miller.    Elizabeth    Vincent. 
'17     Millward.    Myrtle   Muriel. 
'14     Milroy,  Olive. 
'13     Minnes.    .    nel    Georgene.    now 

Mrs.  John  K.    Robertson. 
'08     iMitchel.   Mary. 
•17     Mitchell.    Eda    Isabel. 
'07     Monnell.    Mary   Elizabeth,    now 

Mrs.   Alvin   Walter  Baird. 
'13     Moon,   Ethel   Loper. 
'04     Mooney,  Katherine  Clarke,  now 

Mr.s.   W.  P.  William.s. 
"00     Moore.   Grace  Elrida.  now  Mrs. 

Jacob    L.    Potter. 
'00     Moore.  Stella,  now  Mrs.  James 

W.   Thayer. 
'07     Morley,   Rye. 
'13     Morri.son.    GeorginM    Alberta. 
'04     Mounce.  Sara  Belle. 
*10     Mowat.     Alice     Barbara,      now 

Mrs.    George   L.    McCrea. 
'11     Muller,   Rose. 
'00     Miinck.  Laura  Charlotte. 
'12     Mundie.   Jessie. 
'16     Murphy.   Malinda    M. 
'08     Murray,    Annie    Elizabeth. 
'10     Mussen.  Ethel   I. 
"07  *Myers.  Mary  Canfield.  late  Mrs. 

Frank    E.    Rockwell. 
'14     Neales.    Margaret    Lester,    now 

Mrs.   James   Shrivers. 
'06     Nelson.    Cora. 
'14     Nethercut.  Ruth  Bell,  now  Mrs. 

Wm.   R.   Rogers. 
'08     Newman.    Inez   Avery. 


'97 

•14 
•10 

•05 

•06 
16 

'07 

•'.1 
09 

•11 

05 

•14 
'10 
14 

•04 


13 

01 

08 

•14 
•00 
•05 

'15 

•12 
05 

•M8 
•05 

•no 
'15 
'16 
■00 
•17 
'04 
'00 

•■n 

'16 
03 
03 


•.06 


Nichols.  K:ith1een  DePuy.   now 

Mrs.  Richard  K.  Southgate. 
Niven,  Helen  Campbell. 
Norton.  Martha  May,  now  Mrs. 

Azro  Karl    Skinner. 
Nye.     Winn  if  red     Louise,     now 

Mrs.  Royal   S.   Ilaynes. 
♦Odell.   A.    Gertrude. 
Oldham.  Frances  Fielding. 
Oliver.  .1.  Rutherford. 
Orbison.   Lillian   Valentine. 
O'Neill.  Claudia  Marie. 
O'Neill.     Frances,     now      Mrs. 

George   Rerpau. 
Overton,     Grace    Elting,     now 

Mrs.  Alfred   J.  Brown. 
Owen.   Florence  Belle. 
Parkins.  Mildred  Florence. 
Parr.     Dorothy     Waller,     now 

Mrs.  Gilbert  W.   Rolston. 
♦Parsons,  Jennie  L. 
Payne.    Dorothy    Eastman. 
Pettee.    Catherine    Adele. 
Posey.    Elinor,    now    Mrs.    Wil 

liam    B.    Ewing. 
Patterson.   Elsie  Thayer. 
Patton,     Ethel     Dorothy,     now 

Mrs.  George  A.  H.  Davies. 
Peacock.    Susan    Chapman. 
Pearce,  Etha    Etta. 
Pearsall.    Sarah    Fedelia.    now 

Mrs.    Harry    D.    Curtis. 
Fenfield.     Theodora     Crawford. 

now  Mrs.  Wilson  C.  Price. 
Penland,  Anne. 
Perrigo.    .\lice   May.   now    Mrs. 

Ralph    Hayhurst. 
Phillips.    Elizabeth    Margaret. 
Pierson,      Helen      Garthwaite, 

now   Mrs.    Ebenezer  Bull.   .Tr. 
Pierson.  .\nna  Elizabeth. 
Plnney.    Rett  a    L. 
Piper.   Anna   S. 
Pitcher,  Bessie  Kingsbury. 
Plastow.   Anna    Sarah. 
Pope.   Amy   Elizabeth. 
Powell.    Helen    Clarissa. 
Prechd     Genevieve  "\'evonika. 
Price.  Emma   Augusta. 
♦Prime.   Ruth   Havens. 
Pritchett.    Conyers.    now    Mrs. 

Lafayette  B.   Hedge. 
Purves,     Mildred     Ma  rot.    now 

Mrs.  EUinwood  A.  Frost. 
Read.  Ethel  May.  now  Mrs.  C. 

C.   P.ennett. 


♦Decea.sed. 
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'16    Reeves,    Nell,    now    Mrs.    Ezra 

Thomas   Mann. 
'16    Reimann,   Florence  Augusta. 
'06     Ricliards,    Laura. 
'13     Rlgnel,   Jennie   Isabel. 
'96    Rippard.     Kate     Linden,     now 

Mrs.   Ralph   W.    Sharer. 
'16     Roberts,    Annabel    Scharff. 
'96     Robertson,      Joan,     now     Mrs. 

Winthrop  Daniels. 
'07     Robinson.    Margaret    Latricia. 
'14     Robson,  Emilie   Gesner. 
'14     Rolfe,      Frances      Wilhelmina. 

now  Mrs.  Scott  P.  Kimball. 
'97     Rose,     Constance    Baillie,    now 

Mrs.   Lewis   Ripley. 
'94     Rose,    Julia    Baillie,    now    Mrs. 

F.    Harris    Shipman. 
'17     Rose.    Vera     Marion. 
'97     Russell,   Elizabeth. 
'98    Ryder,    Lucy    Fidelia. 
"07     Ryder,   Marjorie   Hope. 
'09     Rylands,    Bessie    Walker,    now 

Mrs.   Arthur   I.  Piatt. 
'94     Sailing.    Camilla. 
'17     Savage,    Eleanor   McKoweu. 
'96     Savage.     Lillian     Eraser,     now 

Mrs.   William  Van  Kirk. 
'97     Schetky,    Marcis   P.,   now    Mrs 

Coon. 
'99     Schioler.   Margrethe.   now   Mrs. 

Hans    Koch. 
'12     Scoble,    Catherine   Isabel. 
'14     Scott,    Frances   May. 
'05     Scott,  Hannah  Pacific. 
'14     Scott,    Katherine. 
'98     Seaborne.  Alice  de  Forest,  now 

Mrs.    Benjamin    Bayley. 
'15     Shanks,  Marion  Catherine  Mil 

ler. 
'l.*?     Shelley.    Louise    Chilton. 
'13     Sherman,    Nellie   Frances,    now 

Mrs.    Henry  D.   Eaton. 
'05     Sherrill.    Charlotte  Foote.   now 

Mrs.  John  D.  Keman,  Jr. 
'11     Shuford,  Agnes  Mercer. 
'95     Simpson,    Alexandrina. 
'09     Simpson,    Nellie    Ruth. 
'96     Sill.  Helen. 
'03     Skiff,    Marion    Love. 
'15     Sleicher.   Ethel  Marguerite. 
'15     Smith,   Alice  Orme. 
'12     Smith,  Gwendolen  Conant.  now 

Mrs.    John    M.    Hanford. 
'13     Smith,    Ednah   Childs. 
'13     Smith,  Eleanor  Doty,  now  Mrs. 

William  S.  Owen. 


"01     Smith.    Gertrude    Reid. 

15     Smith.   Lucy  Mary. 

'06     Smith,      Lydia      Vernon,      now 

Mrs.  H.   B.   Boyd. 
"11     Snare,    Helen    -Jeannette,    now 

Mrs.  Frederick  A.    Stanwood. 
"86     Spencer.   Sophie  Edwards,  now 

Mrs.  Donald  M.  Cammann. 
'99     Spencer.    Katherine    Bunce. 
"17     Stark,  Gladys  Lisle. 
"97     Stebbins,    Grace. 
"08     Stephanova.  Katherina  D..  now 

Mrs.    Gregory    W.    Tsilka. 
'06     Stevens.  Isabella  Abbott. 
"09     Stevens,    Katherine    Cecil. 
'96     Stewart,    Elizabeth. 
'16     Stoll,    Augustine    Barnard. 
"95     Stone,    Edith    Hosford. 
'94     Stone.   Frances  Abbett. 
'98     Strain,    Gertrude    Emily,    now 

Mrs.    James    Garrison. 
"01     Strain,    Sara    Homans. 
06     Strong.    Mary    Leaycraft.    now 

Mrs.    Howard    F.    Burns. 
'14     Strong,  Mafi,.  Mary. 
'98     Stryker,    Carrie. 
"12     Sutherland,    Elspeth    Jean. 
"17     Sutton,    Lillian    Augusta. 
"02     Tarbox.  Lida  Helen,  now  Mrs. 

Paul  W.   Orvis. 
'07     Taylor,    Rose   Ethel,   now   Mrs. 

Thomas   B.    Cameron. 
"13     Taylor,    Phoebe    Frances. 
"12     Taylor,    Mary    Frederiea,    now 

Zilrs.  J.  Gordon  Weir. 
"04     Tennant.   Mary  Maud. 
"15     Terriberry.    Kathryn. 
"16     Thackray.     Fay     Isabel,     now 

Mrs.   Wentworth   Warden. 
"13     Thom.   Lily   Mary. 
"05     Thomas.    Annie   Mabel. 
"11     Thomas,  Nellie. 
'16     Thompson.    Helen    Irvin. 
"10     Thompson.   Marie  Louise. 
"14    Thorpe,   Constance  Adele.   now 

Mrs.  Howard  H.   Scott. 
"94    Threlkeld.      Margaret      Nichol. 

now  Mrs.   Stephen   H.  Ailing. 
"95     Tinker,     Grace     Rogers,    now 

Mrs.  James. 
'17     Todd,    Elsie    Genevra. 
"OS     Todd,    Laura    Washington. 
'14     Todsen.    Hjordis. 
"06    Towner,   Grace  Emily. 
'99     Townsend.    Cordelia    Newland. 
'17     Tripler.    Maria    Hall. 


♦Deceased. 
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•06    Truman,  Edith  Mary,  now  Mrs.  '04  Welch,   Jessie   May.   now    Mrs. 

James  G.  Bethel.  Frederic   B.    Morlok. 

"02     Turner.    Mary    Elizabeth,    now  '04  Welsh.    Lillian. 

Mrs.   F.   O.   Rumsay.  02  Wharton.   Mabel   Cynthia,  now 
'14     Turner,  Mary  Isabel  Cochrane.                 Mrs.   Graham   Ryle. 

'04     Ty^er,  Emma  Ellizaheth.  '03  \Mieeler.    Kathorine.   now    Mrs. 
'08     Upper.    Alice   Maud,   now   Mrs.                 Frederick  C.  Craig. 

Z.  G.   Lash.  '06  White.    Frances   Agnes. 

'02     TTrquhart.  IMarcella  Hunter.  '^'  ^^T^ite.    Frances   Richards. 

'05    Van   Cleft.   Henrietta.  '^"  White,  Meriel  Richards. 

'00    Vanderbilt'.     Elsie     May.     now  '16  White.  Rosina 

Mrs    C    H    Howell.  '^'^  Whitelaw,     Edna,     now     Mrs. 
'11     Van    Diizor^    Charlotte    Eliza-                 William  Henry  Ketchum. 

\yQl1x.  l'^  Whitman,     Nancy,     now    Mrs. 
'06    Van  Ingen.  Anne  Huntington.                  ^"y  Hamilton  Scull. 

•96    Van    Kirk.    Anne    Dravo,    now  '•^•^  Whitson,  Ravenna   Cecilia. 

Mrs.   Frederick   Geller.  '15  Whittemore.   Elsie. 

•15     Van  Patten.  ElizMbeth  Penfield.  '"^  ^mI-I^^L''  vtn'nvv?Jip;i  J,*'"' 

'02    Van  Rensselaer.  Elizabeth,  now  ,._  JnS^,   \la -Trnti/Hnf  " 

Mrs..   Benjamin   Arnold.  ,  '^  w-            '   t^   .^  i^^^.^^""^' 

'90    Vaux.  Winifred  Estelle.  '  ^"   ''^"''•^^^""L^iTr- 

'05    Veeder.    Almina.  ,i?  3}:i"«o"'  J^^"!^*  Edith, 

•n^     ir„,,.„K    c!„.„.,  tT.i«„  01  AAilson.    Sevenna. 

06     veitch,  Susan  Helen.  .„„  tt-.,^  •     /-.                    \r       rw    a 

>nrt     TT,-^*.^ n^«..„«     \yT^^A^      ^^  Wiltsie.  Grace,  now  Mrs.  H.  S. 

mI«    p    Svw^f        '  Rowland. 

.1^     vnn    Rr^nHY  &.n.  '«^'     Wiuaut.     Martha,     now      Mrs. 

14     Von    Brandis.    Johanna.  .,,        ^       . 

'99     Vorhees,  Corneli.^  Emniell,  now  ^'^^"    *rosr. 

Mrs.  P.  C.  Field.  'l*^     Winey.    Nettie    Louise. 

,rt=r     TTT  1        T  r      •  AT  "05     Winters,    Ida    Marguerite. 

'05    Wales.  Jean   Louise,  now   Mrs.      .^,     „j ,     .!•„..  oi « 

TTTMi-         T    iwT    i  04    Wood.  Alice  Shove. 

William    J.    Norton.  ..^       -nr^^A      r>,,^^.     n 

'09     Walker    Mabel    now  Mrs    N  F        ^^     ^"^'^"   ^^^^   ^• 
.r.f     \\aiKer.  Maoei,  now  Mrs.  .N.i*.     .^j^    Woodruff,    Theo. 

'16    Walker'"  Jennie  Louise  '^^  ^««^''   ^^"'^^^"^^   Strldiron. 

MO     w  ^    XT  K  r?^  ''^"^^^-  ,  -98  *Wvnian.    Edith    Johnson,    late 

'13    Ward,  Mabel  Drummond.  ,;,„„    ^    r>^,i,v,„r, 

'96    Warman,      Bertha      Frederica,  ^^'•"-   "•  Ro^li^an. 

now  Mrs.  Eli  Long.  '08  Yost.  Nancy  Ellen. 

,i«     „T                /-,            i  "95  Young,     Amelie     Jean      Inglis. 

m     5^1""r°\;!nl?A°l^^  now    Mrs.  Walter   A.  Dunckel. 

01     Warner,   Agnes  Louise. 

'01  Weatherston.   Frances.  '12    Young.   Helen. 

'06  Webster,    Annie    Alberta.  "09    Young.   Helen   Jean,   now   Mrs. 

'08  Webster,    Charlotte    Marcella.  Ralph  W.   Shields. 

'09  Weigand.   Florence  Lena.  '18     Zetterstrom,       Florence.       now 

'99  Weiss.  Henrietta  Lillian.  Mrs.    Arthur  Nllsen. 

SUMMARY    OF    LIST    OF    GRADUATES    OF    THE    PRESBYTERIAN 

HOSPITAL    SCHOOL    OF    NURSING. 
Superintendents  of  Hoisipitals.  Schools  of  Nursing  and  other  Institu- 
tional Positions    58 

Anaesthetists   6 

Visiting  Nursing,   Social   Service  and  Welfare   Work 40 

European  War  Service 123 

Private    Nursing    100 

Married    177 

At  Home  84 

Offlce  Nurses  6 

Deceased    20 

Total    564 


THE   ALUMNAE   ASSOCIATION    OF    THE    PRESBY- 
TERIAN HOSPITAL  TRAINING  SCHOOL  FOR 
NURSES  IN  THE  CITY  OF  NEW  YORK 

EXECUTIVE  COMMITTEE 

Term  expires  1918  Term  expires  1919  Term  expires  1920 

Nancy  E.  Cadmus  Elsie  T.   Pattebson  Suzanne  Halibubton 

Helen  Young  Jean  G.  Hayman  Alice  H.  McClelland 

Mbs.  H.  N.  Veemilye       Geoeuia  W.   Bellingee  Anna  J.  Culgin 

Helen  C.  Howes  Edith  Gbangee 

OFFICERS 

Pbesident:     Helen  Cabol  Howes 

Vice-Pbesident  :     Suzanne  Haububton 

Tbeasubeb    (Acting)  :     Helen   Young 

Secbetaby  :    Jean   G.   Hayman 

ADVISORY  BOARD 

Fbedeeick  Stubges  Mobeau  Delano  C.  Ibving  Fisheb,  M.  D. 

William  Sloane 

FINANCE    COMMITTEE 

William  V.  S.  Thobne       C.  Ibving  Fisheb,  M.  D,        Helen  Young 

Helen  Cabol  Howes 

BENEFIT  COMMITTEE 

To  Serve  until  Annual  Meeting,  1918 

Helen  Young 
To  Serve  until  Annual  Meeting,  1919 

Mabgabet  a.  Bewley 
To  Serve  until  Annual  Meeting,  1920 

Alice  H.  McClelland 

CHAIRMEN  OF  COMMITTEES 

Membership — Robena  M.  Millab 
Social — Discontinued   during   War 

Red  Cross — Helen   Young 
Pension  Fund,  Ways  and  Means — 

MEMBERS  OF  THE  CENTRAL  REGISTRY  GOVERNING  BOARD 
Nancy  E.  Cadmus  Helen  Young 

PERMANENT   MEMBERS   OF  THE  AMERICAN   NURSES' 
ASSOCIATION 

Nancy  E.  Cadmus  Edith  Ambbose 

Mbs.  H.  B.  Gbay  Mbs.  A.  W.  Tbotteb 

Mabgabet  A.  Bewley  Janet  B.  Cheistie 

Kye  Mobley 

91 


92  ALUMNAE  ASSO.   PBESBYTKIUAN    HOSIMTAI,   TRAIiMNG    SCHOOL   FOR   NUSSEB. 

October  15th,  1917. 

To    THE   BOAHIJ   OF   MAxNAQEHS    OF    TlLE   PliESBYTEKIAN    HOSPITAL   IN 

THE  City  of  New  York. 

Gextlemex  : — I  have  the  honor  of  presenting  to  you  the  third 
report  of  the  Alumnae  Association  of  the  Presbyterian  Hospital 
School  of  Nursing  to  appear  in  the  Annual  Report  of  the  Hospital. 

The  membership  of  the  Association  has  been  increased  during 
the  year  by  the  members  of  the  Class  of  1917,  and  also  by  a  few 
older  graduates  who  have  sought  reinstatement  for  the  purpose  of 
becoming  Rod  Cross  nurses,  membership  in  one's  Alumnae  Associa- 
tion being  a  requirement  for  enrollment  in  that  organization.  There 
are,  therefore,  nearly  500  members  of  the  Alumnae  Association  at 
the  present  time. 

Social  activities  and  efforts  on  behalf  of  the  Pension  Fund  have 
been  suspended  for  the  period  of  the  war,  all  work  being  directed 
toward  the  care  and  comfort  of  the  nurses  who  have  gone  into  active 
r-ervice,  of  whom  there  have  been  135  altogether  since  the  beginning 
of  the  war.  Four  nurses  in  tlie  British  Red  Cross  have  been  decorated 
by  the  King  for  servire.  The  Classes  are  represented  in  the  service 
as  follows : 

Class  of  1897 1     Class  of  1908 .11 

"  "  1909 2 

"  "  1910 6 

"  "  1911 7 

"  "  1912 7 

"  "  1913 18 

"  "  1914 17 

"  "  1915 11 

"  "  1916 20 

Through  the  very  splendid  efforts  of  Mrs.  John  A.  Hartwell,  the 
proceeds  of  the  Annual  Concert  of  the  Symphony  Club,  given  last 
January,  were  given  to  the  Pension  Fund,  amounting  to  $5,000.00. 
The  publicity  given  to  our  undertaking,  thereby,  has  been  the  means 
of  adding  magnificent  gifts  to  the  Fund,  which  has  now  reached  almost 
$70,000.00  It  may  be  interesting  to  add  that  tliis  Fund  was  founded 
m  1910,  and  that  in  the  Annual  Report  of  1916  it  amounted  to 
$38,000.00. 

It  is  my  privilege  and  pleasure  to  extend  to  you,  again,  on  behalf 
of  the  Alumnae  Association,  our  thanks  and  appreciation  for  the 
many  courtesies  received  from  your  esteemed  body. 

Respectfully  submitted, 

HELEN  C!ARO[.  HOWES,  R.  N.. 

President. 


1899 

...  -1 

1901 4 

1902 

2 

1903 

1 

1904 

4 

1905 7 

1906 

5 
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8 
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OF  THE  PRESBYTERIAN   HOSPITAL   TRAINING   SCHOOL 

FOR  NURSES  IN  THE  CITY  OF  NEW  YORK 

For   Years  ending  September  30th,  1917  and  1916. 

CURRENT    REVENUE 

1917.  1916. 

initiation  Fees   $160.00  $165.00 

Dues    1,014.00  1,114.00 

Donation    5.00 

Income  from  General  Fund 600.00  $525.18 

Miscellaneous  Revenue : 

Interest  on  Bank  Balances $137.87  $70.26 

Subscriptions  to  Magazine 26.00 

Miscellaneous     25  2.35 

$138.12  $98.61  

Appropriations  from  Income  of  Benefit  Fund 
account  Benefits  paid  and  minor  miscel- 
laneous   expenses    connected    therewith.   1,779.00  2,616.20 


Grand  Total  Current  Revenue $3,691.12        $4,523.99 


CURRENT    EXPENSES 

1917.  1916. 
Accountant's  Salary  account  of  services  ren- 
dered 1915   $41.66 

Clerk's  Salary  $20.00 

Bank  Exchange   1.10 

Delegate's    Expenses     to     American    Nurses' 

Ass'n  Convention  at  Philadelphia,  Pa 70.19 

Balance  Delegate's  Expenses  to  American 
Nurses  Ass'n  Convention  at  San  Fran- 
cisco,   Cal.     ($300) 50.00 

Delegate's    Expenses    to     New     York     State 

Nurses  Ass'n  Convention  at  Buffalo,  N.  Y.       36.00 
Delegate's     Expenses  to     American     Nurses 

Ass'n   Convention   at   New    Orleans,   Da . .  120.30 

Box  at  Pageant    25.00 

Fruits,  etc.,  for  Nurses  embarking  for  the  War        12.40  27.50 

Floral   Tributes   to    Deceased    Members    and 

Friends    25.00  15.00 

American  Nurses  Association  Dues 50.25  49.20 

New  York  County  Registry  Dues 24.00  27.00 

New  York  County  Association  Dues 72.00  72.00 

Lecturers'  Expenses   15.00 

Quarterly    Magazine,    Printing 398.76  496.87 

Stationery,  Printing  and  Postage 132.75  156.09 

Refreshments : 

Luncheon   to   Graduating   Class . . .  $158.50 

Luncheon    to    State   Delegates 30.00 

Quarterly    Meetings    $17.49  39.89 

County  and  Semi-Annual  Meeting  13.50 

$17.49  $241.89  

Rent  of  Safe  Deposit  Box 5.00  5.00 

Telephone  and  Telegraph 9.25  4.88 

Presentation  to  Miss  Maxwell 25.00  60.00 


Total    $913.09         $1,393.49 
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2,580.00 


Benefits   paid  to  members  of   The  Alumnae 

Association  from  income  of  Benefit  Fund  1,779.00 


Grand  Total  Current  Expenses $2,692.01) 

Excess    Current    Revenue   over   Current    Ex- 
penses          999.03 


Total    $3,691.12 


$3,973.49 

550.50 

$4,523.99 


COMPARATIVE   BALANCE    SHEET 
CAPITAL   ASSETS 


1917 
Bonds   $129,420.00 


1916 
$90,668.75 


Total  Capital  Assets $129,420.00 

CURRENT   ASSETS 

Cash  on  Hand $12,789.54 

Loans  Receivable  due  from  Mem- 
bers of  The  Alumnae  Associa- 
tion          3,142.00 


Total  Current  Assets $15,931.54 


$90,608.75 

$5,788.98 

2,087.00 

$7,875.98 


Grand   Total    Assets $145,351.54        ? 

CAPITAL    LIABILITIES 

Benefit  Fund   $52,652.50 

Unappropriated  Income  from  Bene- 
fit Fund  6,825.20 

General   Fund    11,311.86 

Pension   Fund    72,203.82 

Scholarship  Fund  145.05 


$52,652.50 

5,632.70 

11,311.86 

28.074.04 

145.05 


Furnishiug 


Alumnae  Pin  Account 
Central     Club     Room 

Fund   

Total    Current    Liabilities 

Grand    Total    Liabilities. 
Surplus    


CURRENT   LIABILITIES 
$8.00 


477.50 
485.50 


143,623.93 
1,727.61 


$97,816.15 

728.58 


Total     $145,351.54 


Increases 
$38,751.25A 

$38,751.25 

$7,000.56 

1,055.00 

$8,055.56 


?,544.73         $46,806.81 


$1,192.50B 
44,129.78C 


Total   Capital   Liabilities.  .$143,138.43        $97,816.15        $45,322.28 


$8.00 

477.50 

485.50 


45,807.78 
999.03 


$98,544.73        $46,806.81 


A — Bonds — $3,000  par  Interborough  Rapid  Transit  Company 
First  and  Refunding  Mortgage  5%  Bonds  due 
1966  were  purchased  in  accordance  vpith  reso- 
lution passed  by  the  Finance  Committee 
authorizing  the  Treasurer  to  purchase  same — 
Book    Value    $2,970.00 
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*$25,000  par    United    Kingdom    of    Great    Britain   and 
Ireland,    2    years    secured    5%%,    Convertible 

Loan  due  Feb.  1st,  1919— Book  Value 24,767.50 

*$11,013.75  par  Lackawanna  Steel  Co.  Convertible  First 
Consolidated  Mortgage  Gold  Bonds  due  1950 — 
Book    Value    11,013.75 


.$38,751.25 


Total    Book    Value 

♦Note  :    Approved  by  the  Finance  Committee. 

COMPARATIVE  BALANCE  SHEET 

B — Income  from  Benefit  Fund — Amount  of  income  received  from 

Benefit  Fund  in  excess  of  benefits  paid  during  the  same  period  $1,192.50 

C — Pension    Fund — Income    received     during    twelve 

months    $2,313.53 

Donations    received    during    twelve    months    as 
follows : 

Mrs.  Willard  D.  Straight $      500.00 

Mrs.  Edward  S.  Harkness 15,000.00 

Mr.  and  Mrs.  Andrew  Carnegie 20,000.00 

Miscellaneous    1,310.00 

Proceeds  from  pencil  sale 6.25 

New  York  Symphony  Concert  Receipts    5,000.00 


$41,816.25     $44,129.78 


STATEMENT  OF  INCREASES  OR  DECREASES  OF  CAPITAL 
RESERVE  FUNDS 

For  Year  ending  September  30th,  1917 


Amount 
Sep.30,'16 

$11,311.86 
52,652.50 

5,632.70 
28,074.04 

145.05 

$97,816.15 

Received 

Expended 

Amount 
Sep.  30,'17 

$11,311.86 
52,652.50 

6,825.20 
72,203.82 

145.05 
$143,138.43 

Increase 

General  Fund. 
Benefit  Fund.. 
Income   from 

Benefit  Fund 
Pension  Fund . 
Scholarship 

Fund    

$2,971.50 
44,129.78 

$1,779.00 

$1,192.50 
44,129.78 

Total    

$47,101.28 

$1,779.00 

$45,322.28 

LIST  OF  INVESTMENTS,  FUNDS  HELD  IN  AND  ANNUAL  INCOME 


Par  Value 


HEIJ)  IN  BENEFIT  FUND 


Book  Value 


$35,000.00    Provident  Loan  Society  of  New  York 

6%   Certificates   of  Contribution $35,000.00 

17,000.00    U.  S.  Steel  Corporation  Sinking  Fund 

5%  Bonds  due  1963 17,652.50 


Annual 
Income 

$2,100.00 
850.00 
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HELD  IN  GENERAL  FUND 

12,000.00  liiterboroufrh  Rapid  Transit  Co.  First 
Refunding  Mortgage  5%  Bonds  due 
1966     11.640. 00  600.00 


HELD  IN  PENSION  FUND 

17.000.00  New  York  Central  R.  R.  Co.  Convert- 
ible Debentures  6^.  due  1035 18,406.25  1,020.00 

11,000.00  luterborough  Rapid  Transit  Co.  First 
Refundin;;  Mortgage  S""^.  Bonds  duo 
1966    10,850.00  550.00 

25,000.00  United  Kingdom  of  Great  Britain  and 
Ireland.  2  year  secured  5^2%  Con- 
vertible Loan  due  Feb.  1st,  1019 24,767.50  1,375.00 

11,000.00  Lackawanna  Steel  Co.  Convertible  First 
Consolidated  Mortgage  Bold  Bonds 
due    1950    11,013.75  .150.00 

$128,000.00  Total    .$129,420.00        $7,045.00 


Respectfully  submitted, 

HELEN  YOUNG,  R.N., 

Acting  Treasurer. 


The  "No.  1  (Pres- 
byterian, U.  S.  A.) 
Cieneral  Hospital,  B. 
E.  F."  situated  on  the 
Coast  of  Normandy. 
TheUnit  was  ofHcially 
received  in  the  Public 
Square  May  31,  1917. 
On  the  left  of  picture 
is  shown  the  Plage 
Hospital,   and  on  the 


right  can  be  seen  the 
rear  of  the  Casino 
Hospital.  In  the 
building  behind  the 
troops  is  the  office 
of  the  Superintendent 
of  Nurses.  Lower 
picture  shows  front  of 
the  Casino  Hospital 
and  at  far  end  of  walk 
the  Roche  Hospital. 


EEPORT  OF  THE  DIRECTOR  NO.  1  (PRESBYTERIAN 
U.  S.  A.)  GENERAL  HOSPITAL. 

September  30,  1917. 

To  THE  Board  op  Managers  of  The  Presbyterian  Hospital. 

Gentlemen: — The  Presbyterian  Base  Hospital  Unit  was  one 
of  the  first  to  be  mustered  into  the  Army  and  ordered  to  overseas 
duty.  The  Unit  consisted  of  35  medical  and  surgical  officers,  153 
enlisted  men,  65  nurses,  and  6  civilian  emplo^^es — stenographers  and 
laboratory  technicians.  We  sailed  from  New  York  on  May  14th  and 
were  finally  installed  in  our  present  quarters  in  France  on  May  31st. 

On  our  arrival  in  England,  we  were  ordered  to  take  over  No.  1 
General  Hospital  of  the  British  Expeditionary  Force.  No.  1  General 
Hospital  was  the  first  of  a  number  of  large  General  Hospitals  estab- 
lished by  the  British  durinsr  the  autumn  of  1914,  and  has  been  in 
active  operation  ever  since.  It  is  situated  on  the  coast  of  Normandy, 
and  has  a  nominal  capacity  of  1,040  beds,  but  is  capable  of  emergency 
expansion  to  between  1,700  and  1,800  patients.  The  plant  consists 
of  three  large  hotels ;  a  central  casino ;  the  villa  of  one  of  the  leading 
French  statesmen;  and  about  15  or  20  smaller  buildings.  We  have 
one  hotel  which  has  been  converted  into  a  hospital  for  medical  and 
borderline  cases,  with  a  capacity  of  400  beds ;  another  hotel  with 
four  annex  buildings  for  surgical  cases — about  450  beds ;  and  the 
Casino  for  acute  surgical  cases,  housing  about  180  patients.  In 
addition  to  these,  we  have  a  hospital  for  officers— 72  beds — and  a 
hospital  for  nurses  with  about  26  beds,  and  a  small  isolation  hospital. 

Oui  Pathological  Laboratory  is  well  equipped,  and  in  addition  to 
the  routine  clinical  work  of  the  hospital,  our  staff  has  inaugurated 
a  series  of  investigations  on  trench  fever,  trench  nephritis,  and  a 
number  of  other  problems  directly  connected  with  military  medicine 
and  surgery. 

As  our  Staff  was  originally  organized  to  administer  to  a  hospital 
of  500  beds,  we  found  on  arrival  that  we  needed  to  be  reinforced, 
snd  cabled  at  once  for  35  additional  nurses  and  47  enlisted  men. 
These  reinforcements,  together  with  eight  additional  medical  officers 
arrived  October  24th.  During  the  interval  before  the  arrival  of  our 
reinforcements,  the  British  Government  assigned  between  20  and  30 
V.A.D,  nurses — corresponding  to  our  nurses'  aids — and  48  permanent 
base  men  (partly  disabled  British  soldiers)  to  assist  our  staff.  Since 
the  arrival  of  our  reinforcements,  practically  all  of  these  have  been 
withdrawn. 
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We  secure  our  patients  direct  from  the  Casualty  Clearing  Stations 
— which  are  large  emergency  operating  hospitals  just  back  of  the 
line.  They  are  brought  in  well-equipped  hospital  trains.  The  number 
of  each  convoy  varies  between  350  and  480.  The  average  duration 
of  the  patients'  stay  in  our  hospital  is  a  fraction  over  14  days,  which 
dearly  indicates  that  the  service  is  a  fairly  active  one. 

The  reputation  of  our  Staff  seems  to  be  growing,  for  not  only 
have  we  been  asked  to  take  over  the  medical  and  surgical  care  of  a 
large  brancli  of  the  National  Society  for  the  Relief  of  War  Orphans, 
and  of  a  large  Rest  Home  for  sick  and  tired  nurses ;  but  many  of  our 
specialists  have  been  called  for  consultation  in  several  of  the  British 
hospitals  in  the  neighborhood. 

The  British  Government  has  also  called  upon  us  to  furnish  a 
number  of  operating  teams,  each  consisting  of  an  operating  surgeon, 
an  operating  nurse,  an  anaesthetist,  and  an  orderly,  to  go,  for  longer 
or  shorter  periods  of  time,  to  the  Casualty  Clearing  Stations,  near 
the  line,  to  assist  in  the  care  of  the  wounded  during  periods  of 
unusual  military  activity.  We  have  already  sent  five  such  teams  and 
have  just  been  asked  for  three  others  to  hold  themselves  in  readiness 
to  leave  as  soon  as  orders  are  received. 

These  teams  work  under  rather  strenuous  conditions  at  the  front, 
as  the  Clearing  Stations  are  all  situated  well  within  the  shelling 
area.  During  one  period  of  five  days,  nine  Clearing  Stations,  within 
a  radius  of  seven  miles  from  a  group  in  which  two  of  our  teams  were 
working,  were  hit  by  high-explosive  bombs  dropped  from  aeroplanes 
at  night.  This  deliberate  and  cowardlv  attack  on  hospitals  full  of 
acutely  sick  and  wounded  patients  resulted  in  between  two  and  three 
hundred  casualties,  including  a  nurse  from  our  Unit  who  was  serving 
as  operating  nurse  to  one  of  our  surgical  teams, 

I  am  happy  to  report  that  all  of  our  Staff  are  well,  and  that  the 
hospital  is  sufficiently  active  to  keep  us  occupied  with  interesting 
work.  Although  the  original  designation  of  our  hospital  was  No.  2 
Presbyterian  Base  Hospital,  our  present  official  name  is  "No.  1  (Pres- 
byterian, U.  S.  A.)  General  Hospital,  British  Expeditionary  Force." 

GEORGE  E.  BREWER,  Major,  M.  0.  R.  C,  U.  S.  A., 
Director  No.  1  (Presbyterian,  U.  S".  A.)  General  Hospital. 


BOAED  OF  MANAGERS 


William  A.   Booth 1868 

James  Brown    1868 

Marshall   S.  Bidwell 1868 

Aaron    B.    Belknap 1868 

William  E.  Dodge 1868 

James  Donaldson   18G8 

John   C.   Green 1868 

Winthrop  S.  Gilman 1868 

Robert   M.   Hartley 1868 

Richard  Irvin   1868 

Edward  S.  Jaffray 1868 

Thomas   Jeremiah    1868 

Morris  K.  Jesup 186S 

John  Taylor   Johnston 1868 

James   Lenox 1868 

David  Olyphant 1868 

William   Paton    1868 

Thomas  C.   M.  Paton 1868 

Joseph  Stuart   1868 

Robert  L.   Stuart 1868 

Thomas  U.  Smith 1868 

Jonathan   Sturges    1868 

Otis  D.   Swan 1868 

Charles  N.  Talbot 1868 

Willard  Parker,   M.D 1868 

John  R.   Ford 1868 

Henry  M.  Taber 1868 

Alexander  Van  Rensselaer...  1868 

William  M.  Vermilye 1868 

Washington  R.  Vermilye 1868 

A.    R.    Wetmore 1868 

A.  Robertson  Walsh 1868 

George  de  F.  Lord 1869 

Henry   Parish   1869 

David  S.  Egleston 1873 

Edmund  D.   Stanton 1873 

George  W.  Lane 1873 

John   C.  Tucker 1873 

Charles   Lanier 1873 

John   E.   Parsons 1873 

Latimer  Bailey   1874 

William  Adams,  D.D 1874 

John  T.  Agnew 187.5 

Joseph  K.  Skidmore j   187.5 

Walter  Edwards,  Jr :   1875  | 

William  K.   Hinman |   1875  i 

Richard  W.  Hurlbut I   1875 

John  S.  Kennedy I   1876  | 


From 


To 


1869 
1877 
1872 
1880 
1883 
1872 
1875 
1873 
1881 
1888 
1878 
1872 
1875 
1893 
1880 
1873 
1875 
1878 
1874 
1882 
1874 
1874 
1876 
1874 
1875 
1880 
1884 
1876 
1878 
1876 
1881 
1884 
1872 
1872 
1876 
1873 
1883 
1875 
1875 
1875 
1881 
1880 
1899 
1876 
1895 
1908 
1887 
1909 


Served  the  Institution 


1  year 

9  years 
4  years 

12  years 

15  years 

4  years 
7  years 

5  years 

13  years 
20  years 
10  years 

4  years 
7  years 

25  years 
12  years 

5  years 

7  years 
10  years 

6  years 

14  years 
6  years 
6  years 

8  years 

6  years 

7  years 

12  years 

16  years 

8  years 
10  years 

8  years 

13  years 
16  years 

3  years 
3  years 
3  years 

1  year 

10  years 

2  years 
2  years 
2  years 
7  years 
6  years 

24  years 
lyear 
20  years 
33  years 
12  years 
33  years 


Resigned. 
Died  in  office. 
Died  in  office. 
Died  in  office. 
Died  in  office. 
Died  in  office. 
Died  in  office. 
Resigned. 
Died  in  office. 
Died  in  office. 
Resigned. 
Died  in  office. 
Resigned. 
Died  in  office. 
Died  in  office. 
Resigned. 
Resigned. 
Resigned. 
Died  in  office. 
Died  in  office. 
Died  in  office. 
Died  in  office. 
Resigned. 
Died  in  office. 
Resigned. 
Died  in  office. 
Resigned. 
Resigned. 
Died  in  office. 
Died  in  office. 
Died  in  office. 
Died  in  office. 
Resigned. 
Resigned. 
Resigned. 
Died  in  office. 
Died  in  office. 
Resigned. 
Resigned. 
Resigned. 
Resigned. 
Died  ui  office. 
Died  in  office. 
Resigned. 
Died  in  office. 
Died  in  office. 
Died  in  office. 
Died  in  office. 
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Robert  Schell   

Tbotuas   Donaldson    

George  W.  Talbot 

Raiidolph    W.    TowuseuU 

Alexander   Maitland    

J.  Cleveland  Cady 

J.  Cleveland  Cady,  re-elected 

John    A.    Hardenbergb 

Cbarles  A.  Bulkley 

Frederick  Sturges    

Elbert  B.  Monroe 

Robert    I^nox    Belknap 

Henry  G.  de  Forest 

Edwin  D.  Morgan 

Cbarles   Fanning    

William   M.  Taylor,  D.D 

Jobn  S.  Bussing 

Heber   R.   Bisbop 

Elbert  A.  Brinckerhoff 

Algernon    S.   Sullivan 

Frederick  Marquand   

Henry   M.   Flagler 

Frederick  Billings   

Jobn  T.  Terry 

Jobn  Sloane  

George  E.  Dodge 

William   H.  Jackson 

Jobn   Crosby   Brown 

Cbarles  S.  Smitb 

Henry   S.   Wilson 

William  B.   Isbam 

Frederic  Baker  

Henry  G.  Marquand 

William   Moir    

Donald  MacKay   

Robert  W.  de  Forest 

Francis   B.   Griffin 

Samuel  Inslee  

William   F.   Havemeyer 

Hugb  D.  Aucbincloss 

Jobn  Herbert  Jobnson 

C.   Wbitney   Carpenter 

Etban  Allen  

William  L.  McLane 

William  V.  S.  Tborne 

John   S.   Billings,   M.D 

Charles  W.  McAlpin 

John  P.  Duncan 

William  Barbour   

Arthur  P.   Sturges 

,Tohn    J.    Sinclair 

James  R.  Jesup 

William  Sloane 


From    To 


1876 
1872 
1876 
1S76 
1876 
1876 
1806 
1S7G 
1877 
1877 
1878 
1878 
1878 
1878 
1878 
1881 
1881 
1881 
1881 
1881 
1881 
1882 
1883 
1883 
1883 
1883 
1883 
1883 
1884 
1886 
1886 
1887 
1887 
1888 
1888 
1890 
1890 
1891 
1892 
1892 
1893 
1895 
1896 
1896 
1896 
1896 
1806 
1899 
1899 
1899 
1900 
1900 
1901 


Served  the  Institution 


1900 

1874 
1881 
1902 
1907 
1887 

1898 
1886 

1894 

1896 

1889 

1883 

1880 

1895 

1890 

1897 

1913 

1887 

1882 

1891 

1890 

1913 

1906 

1900 

1908 

1909  ; 

1908  ! 

1908  : 

1908  I 

1913  1 

1902  ' 

1896  I 

1911  ' 

1910 
1895 
1913  ■ 
1913 
1895 
1895  1 


24  years 
2  years 
5  years 

26  years 

31  years 
11  years 

22  years 
9  years 

1 6  years 
18  years 
1 1  years 

5  years 
2  years 

14  years 
9  years 

16  years 

32  years 

6  years 

1  year 
9  years 

7  years 
30  years 

23  years 

1 7  years 

25  years 

26  years 

24  years 
22  years 

22  years 
26  years 

15  years 

8  years 

23  years 

20  years 
4  years 

21  years 
21  years 

2  years 


1903  ;     7  years 


1913      17  years 


1901  !     2  years 
1909      10  years 


1916  j   16  years 
1901  I     lyear 


Died  in  office. 
Died  in  office. 
Resigned. 
Died  in  office. 
Died  in  office. 
Resigned. 
Continues  in  office. 
Died  in  office. 
Died  in  office. 
Continues  in  office. 
Died  in  office. 
Died  In  office. 
Died  in  office. 
Died  in  office. 
Resigned. 
Died  in  office. 
Resigned. 
Resigned. 
Died  in  office. 
Died  in  office. 
Died  in  office. 
Resigned. 
Died  in  office. 
Died  in  office. 
Died  in  office. 
Resigned. 
Died  in  office. 
Died  in  office. 

Died  in  office. 
Resigned. 
Died  In  office. 
Died  in  office. 
Died  in  office. 
Died  in  office. 
Continues  in  office. 

Died  in  office. 
Died  in  office. 
Died  in  office. 
Resigned. 
Resigned. 
Continues  in  office. 
Died  in  office. 
Continues  in  office. 
Died  in  office. 
Continues  iu  office. 
Died  in  office. 

Continues  in  office. 
Died  in  office. 
Resigned. 
Continues  in  office. 
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BOARD   OF 

MANAGERS 

. — Continued. 

From  i      To 

1 

Served  the  Institution 

Henry  W.  de  Forest 

1902  !    .... 

Continues  in  office. 

Matthew  C.  Fleming 

1902 

Continues  in  office. 

Eugene  Delano   

1902 

Simeon  B.  Chapin 

1905 

1916 

11  years 

Resigned. 

William  R.  Willeox 

1905 

Continues  in  office. 

Henry  S.  Van  Duzer 

190G 

1916 

10  years 

Resigned. 

William  M.  Kingsley 

1908      .... 

Continues  in  office. 

Moreau  Delano   

1908 

•  •  •  • 

Continues  in  office. 

William    Sloaue   Coffin 

1908 

•  •  •   . 

Continues  in  office. 

William  Alien  Butler 

1909 

•   •  •   • 

Continues  in  office. 

David   M.    Look 

1909 



Continues  in  office, 

E.  Parmelee  Prentice 

1909 

1917 

8  years 

Robert   E.   Tod 

1910 

1912 

2  years 

Resigned 

Edward  S.  Harkness 

1911      

Continues  in  office. 

James  R.  Sheffield 

1912 

Continues  in  office. 

George    Gibbs    

1912 

Continues  in  office. 

Stephen  G.  Williams 

1912 

Continues  in  office. 

Cornelius  A.  Agnew 

1913 

Continues  in  office. 

Phillip   A.   Rollins 

1913 

Continues  in  office. 

Thatcher   M.   Brown 

1913 

Continues  in  office. 

Robert   W.   Carle 

1913 

Continues  in  office. 

Johnston  de  Forest 

1913 

Continues  in  office. 

William   Williams    

1913 

Continues  in  office. 

C.  Irving  Fisher,  M.D 

1914    •••• 

Continues  In  office. 
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EX-OFFICIO  MEMBERS  OF  THE  BOARD  OF  MANAGERS 
CONSTITUTING  THE  CLERICAL  BOARD. 


Ministers  of  the  Fir^t  Presbyterian 
Church :  i 

Rev.  William  M.  Paxton,   D.D ; 

Rev.  Richard  D.   Harlau '■ 

Rev.  Howard  Duffield,  D.D ! 

Ministers  of  the  Madison  Square  Pres-: 
byterian  Church :  I 

Rev.  WUliam  Adams,  D.D ' 

Rev.  William  J.  Tucker,  D.D ; 

Rev.  Charles  H.  Parkhurst,  D.D..,| 

Senior     Ministers     of     the     Collegiate  j 

Church     of     the     Reformed     Dutch 

Church :  I 

Rev.  Thomas  Dewitt,  D.D i 

Rev.  Thomas  E.  Vermilye,  D.D | 

Rev.  Talbot  W.  Chambers,  D.D 

Rev.  Edward  B.  Coe,  D.D 

Rev.  David  J.  Burrell,  D.D 

Ministers  of  the  First  Reformed  Pres- 
byterian Church : 

Rev.  John  N.  M  >Leod,  D.D 

Rev.  William  Wylie  

Rev.  I.  M.  Stephens 

Rev.  James  D.  Steele,  Ph.D 

Ministers  of  the  Scotch  Presbyterian 
Church,  successor  of  the  First  Re- 
formed   Presbyterian   Church  : 

Rev.  David  G.  Wylie,  D.D 

Rev.  Robert  Watson.  D.D 


1868  1 

1886 

1891 


1868 
1875 
1880 


18U8 
1875 
1893 
1890 
li.l4 


1868 
1875 
1888 
1891 


1907 
1914 


1883 
1891 


Served  the  Institution 


15  years. 
5  yers. 
Continues  in   office. 


1875  7  years. 
1880  5  years. 
Continues  in  office. 


1874  I  Died  in  office. 

1893  I  Died  in  office. 

1896  I  Died  in  office. 

1914  I  Died  in  office. 

....  I  Continues  in  office. 

1874  Died  in  office. 

1886  11  years. 

1890  2  years. 

1906  15  years. 


1914        7  years. 

Continues  in  office. 
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OFFICEES 


From 

To 

Served  the  Institution 

President  Emeritus. 

Frederick  Sturges  

1916 



Continues  in  oflSce. 

Presidents. 

James   Lenox    

1868 

1880 

12  years 

Died  in  office. 

Robert  L.  Stuart 

1880 

1882 

2  years 

Died  in  office. 

Edwin  D.  Morgan 

1882 

1883 

2  months 

Died  in  office. 

George   W.   Lane 

1883 

1884 

2  years 

Died  in  office. 

John  S.  Kennedy 

1884 

1909 

25  years 

Died  in  office. 

Frederick  Sturges   

1910 

1916 

6  years 

Resigned,  Elected 
President  Emeritus. 

William  Sloane 

1916 



Continues  in  office. 

Vice-Presidents, 

John    0.    Green 

1868 

1875 

7  years 

Died  in  office. 

Robert  L.  Stuart 

1876 

1880 

4  years 

Elected  to  Presidency 

Edwin  D.  Morgan 

1880 

1882 

2  years 

Elected  to  Presidency 

George   W.   Lane 

1882 

1883 

2  months 

Elected  to  Presidency 

John  S.  Kennedy 

1883 

1884 

lyear 

Elected  to  Presidency 

Heber  R.  Bishop 

1884 

1896 

12  years 

Resigned. 

Frederick  Sturges    

1896 

1910 

14  years 

Elected  to  Presidency 

Robert  W.  deForest 

1910 

1915 

5  years 

Resigned. 

William    Sloane 

1915 

1916 

1  year 

Elected  to  Presidency 

William  M.  Kingsley 

Treasurers. 

1916 

Continues  in  office. 

Aaron    B.    Belknap 

1868 

1880 

12  years 

Died  in  office. 

Robert   Lenox   Belknap.. 

1880 

1892 

12  years 

Resigned. 

Elbert   A.    Brinckerhoff . . 

1892 

1898 

6  years 

Resigned. 

William  V.  S.  Thorne 

1898 



Continues  in  office. 

Corres'g  Secretaries. 

Robert  M.   Hartley 

1868 

1876 

8  years 

Died  in  office. 

Otis  D.   Swan 

1876 

1877 

1  year 

Resigned. 

Walter  Edwards,  Jr 

1877 

1884 

7  years 

Resigned. 

Algernon   S.   Sullivan 

1884 

1888 

4  years 

Died  in  office. 

Elbert  B.   Monroe 

1888 

1890 

2  years 

Died  in  office. 

George    E.    Dodge 

1890 

1898 

8  years 

Resigned. 

William  V.  S.  Thorne 

1898 

1899 

lyear 

Resigned. 

Alexander  Maitland    

1899 

1907 

8  years 

Died  in  office. 

William  V.   S.  Thorne. . . 

1908 

1911 

3  years 

Resigned. 

William   M.  Kingsley 

1911 

1914 

3  years 

Resigned. 

Matthew   C.   Fleming. . . . 

1914 



Continues  in  office. 

Record'g   Secretaries. 

Henry  M.   Taber 

1868 

1884 

16  years 

Resigned. 

Walter  Edwards,  Jr 

1884 

1895 

11  years 

Died  in  office. 

Alexander    Maitland 

1896 

1899 

3  years 

Resigned. 

Charles  W.  McAlpin 

1899 

1901 

2  years 

Resigned. 

Matthew  C.  Fleming 

Resident  Directress. 

1903 

Continues  in  office. 

Miss  Jane  S.  Woolsey . . . 

1872 

1876 

4  years 

Resigned. 

Superintendents. 

Charles    F.    Carpenter... 

1876 

1879 

3  years 

Resigned. 

Rev.  Thomas  G.  Wall 

1879 

1892 

13  years 

Resigned. 

C.  Irving  Fisher,  M.D... 

1892 

1914 

22  years 

Resigned. 

Charles  H.  Young,  M.D.. 

1914 



Continues  in  office. 
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OFFICERS— Continued. 


Chaplains. 
Rev.  Thos.  G.  Wall,  D.D. 
Rev.  Juett  N.  McDonald. 
Rev.  Theodore  D.  Martin 

Acting  Chaplains. 

Albert  P.  Fitch 

Rev.  J.  D.  Steele.  Ph.D.. 

Alfred  J.  Sadler 

Rev.  John  L.  Gillin 

John   C.   Boyers 

J.  B,  Tarney 

Egbert  W.  Hayes 

Guy  C.  Converse 

Director  School  of 

Nursing. 

Anna  C.  Maxwell,  R.  N. . 


From 

To 

1879 

1902 

1905 

1909 

1915 

1902 

1902 

1903 

1903 

1904 

1904 

1905 

1909 

1910 

1910 

1912 

1912 

1913 

1913 

1915 

1892 

Served  the  Institution 


23  years 
4  years 


6  months 
17  months 

6  months 
16  months 
12  months 
29  months 

1  year 
23  months 


Died  In  office. 
Resigned 
Continues  iu  office. 

Resigned. 
Resigned. 
Resigned. 
Resigned. 
Resigned. 
Resigned. 
Resigned. 
Resigned. 


Continues  in  office. 
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CONSULTING  PHYSICIANS  AND  SUEGEONS 


From 

To 

Served  the  Institution 

C.P.  Alonzo  Clark.  M.D 

1871 

1875 

4  years 

C.P.  Oliver  White,  M.D 

1871 

1880 

9  years 

Died 

in 

office. 

C.S.  George  A.  Peters,  M.D 

1871 

1875 

4  years 

as.  John  J.   Crane,  M.D 

1871 

1876 

5  years 

C.P.  Jared  Linsley,  M.D 

1876 

1885 

9  years 

Died 

in 

office. 

C.S.William  Detmold,  M.D 

1876 

1885 

9  years 

Died 

in 

office. 

C.S.  Gurdon  Buck,  M.D 

1876 

1877 

5  months 

Died 

in 

office. 

C.S.  William  H,  van  Buren.  M.D. 

1876 

1883 

7  years 

C.P.  Samuel  F.  Hubbard,  M.D.. 

1880 

1885 

5  years 

Died 

in 

office. 

C.P.  James  L.  Banks,  M.D 

1880 

1883 

3  years 

C.P.  Gouverneur  M.  Smith,  M.D. 

1882 

1884 

2  years 

C.S.  Alfred  C.  Post,  M.D 

1883 

1885 

2  years 

C.S.John  H.  Hinton,  M.D 

1884 

1885 

1  year 

C.S.  Frederick   Lange,    M.D 

1885 

1889 

\  6  years 

C.S.Frederick   Lange,   M.D 

1892 

1894 

C.S.Charles  McBurney,  M.D... 

1885 

1913 

28  years 

Died 

in 

office. 

C.P.William  H.  Draper,  M.D.. 

1885 

1901 

16  years 

Died 

in 

office. 

C.P.  E.  G.  Janeway,  M.D 

1885 

1910 

25  years 

Died 

in 

office. 

C.S.Charles  K.  Briddon,  M.D.. 

1900 

1916 

16  years 

Died 

in 

office. 

C.P.Andrew  H.  Smith,  M.D... 

1903 

1908 

5  years 

Resigned. 

C.S.  F.  Tilden  Brown,  M.D 

1908 

1910 

2  years 

Died 

in 

office. 

C.P.Walter  B.  .James.  M.D 

1914 

.... 

Continues  in  office. 

PATHOLOGISTS 


Charles  S.  Bull,  M.D 

T.  E.  Satterthwaite,  M.D 
John  W.  Beckman,  M.D. 
John  S.  Thacher,  M.D . . . 

Eugene  L.  Opie,  M.D 

Wm.  G.  MacCallum,  M.D 


From 

To 

1871 

1873 

1873 

1888 

1874 

1875 

1889 

1907 

1907 

1910 

1910 

1917 

Served  the  Institution 


2  years 
15  years 

lyear 
18  years 

3  years 
7  years 


VISITING  PHYSICIANS  TO  ROENTGEN  RAY 
DEPARTMENT 


Served  the  Institution 


Alfred  T.  Osgood 

Eugene  W.  Caldwell,  M.D. 


1907 
1910 


1909 


3  years     Resigned. 
, Continues  in  office. 
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VISITING  PHYSICIANS  AND  SURGEONS 


From 

To 

Served  the  Institution 

V.P.A.    Brayton    Ball,    M.D 

1871 

1875 

4  years 

V.P.Edward    C.    Seguin,    M.D 

1871 

1873 

2  years 

V.P.  George  G.  Wheelock,  M.D . , . 

1871 

1875 

4  years 

V.P.Walter  De  F.  Day,  M.D 

1871 

1875 

4  years 

V.P.  Gerardus  H.   Wynkoop,   M.D. 

1871 

1875 

4  years 

V.P.  Alexander   Hadden.  M.D 

1871 

1885 

14  years 

VS  Alfred  C    Post    M.D 

1871 

1883 

12  years 

V.S.  Gurdon   Buck,   M.D 

1871 

1876 

5  years 

V.S.  Thomas  T.  Sabine,  M.D 

1871 

1874 

3  years 

V.S.Daniel  M.  Stimson.  M.D 

1871 

1876 

5  years 

V.S.  L.  De  Forest  WoodruCf,  M.D . 

1871 

1876 

5  years 

V.S.  Samuel  B.  Ward.  M.D 

1871 

1876 

5  years 

V.S.Charles  M.  Allin,  M.D 

1874 

1876 

2  years 

V.P.  James  L.  Banks.  M.D 

1875 

1880 

5  years 

V.P.  Samuel  T.  Hubbard,  M.D 

1875 

1881 

6  years 

V.P.  Gouverneur  M.  Smith,  M.D... 

1875 

1882 

7  years 

V.P.Frederick  A.  Burrall,  M.D... 

1875 

1885 

10  years 

V.P.  James  V.  S.  Wooley,  M.D 

1875 

1881 

6  years 

V.S.Lewis  A.  Stimson,  M.D 

1876 

1889 

13  years 

Resigned. 

V.S.John   H.    Hinton.    M.D 

1876 

1884 

8  years 

V.S.Charles  K.  Briddon.   M.D 

1876 

1900 

24  years 

Resigned. 

V.S  William  T.  White,  M.D 

1876 

1880 

4  years 

V.S.George  F.  Shrady.  M.D 

1877 

1885 

8  years 

V.P.  Fred  A.  Castle,  M.D 

1880 

1885 

5  years 

V.S.  Leroy  M.  Yale,  M.D 

1880 

1885 

5  years 
23  years 

V.P.  Andrew  H.  Smith,  M.D 

1880 

1903 

Resigned. 

V.P.  Thomas  A.  McBride,  M.D 

1880 

1886 

6  years 

Died  in  office. 

V.P.William   H.  Flint,   M.D 

1885 

1896 

11  years 

Resigned. 

V.S.William  S.  Halsted.  M.D 

1885 

1887 

2  years 

V.P.  W.  Gilman  Thompson,  M.D.. 

1886 

1911 

25  years 

Resigned. 

V.S.Andrew  J.  McCosh,  M.D 

1887 

1908 

21  years 

Died  in  office. 

V.P.F.  P.  Kinnicutt,  M.D 

1892 

1913 

21  years 

Died  in  office. 

V.P.William  P.  Northrup.  M.D... 

1892 

.... 

Continues  in  office 

V.P.  Walter  B.  James,  M.D 

1892 

1914 

22  years 

Elec.  Cons. 

V.S.Ellsworth  Eliot.    Jr.,  M.D.... 

1900 

.... 

Continues  in  office. 

V.P.  John  S,  Thacher,  M.D 

1903 

1914 

11  years 

Resigned. 

V.S.Joseph  A.  Blake,  M.D 

1909 

1913 

4  years 

Resigned. 

V.P.Theodore  C.  Janeway,  M.D... 

1911 

1914 

3  years 

Resigned. 

V.P.  Warfleld  T.  Longcope.  M.D . . . 

1914 

.... 

Continues  in  office 

V.P.  George  A.  Tuttle,  M.D 

1914 

.... 

Continues  in  office 

V.P.  David  Bovaird,  M.D 

1914 
1914 
1914 

Continues  in  office 

V.P.  T.  Stuart  Hart,  M.D 

Continues  in  office 

V.S.Adrian  V.  S.  Lambert.  M.D... 

Continues  in  office 

V.P.  Homer   F.   Swift,   M.D 

1914 

1917 

3  years 

Resigned. 

V.S.  George  E.  Brewer.  M.D 

1914 

1917 

3  years 

Resigned. 

V.P.Walter  W.  Palmer,  M.D 

1917 

.... 



Continues  in  office 
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ASSOCIATE  VISITING  PHYSICIANS  AND  SURGEONS 


A. V.P.George  A.  Tuttle,  M.D 

A.V.P.  John  S.  Thacher,  M.D 

A.V.S.  F.  Tilden  Brown,  M.D 

A. V.S.George  Woolsey,  M.D 

A.V.P.  David  Bovaird,  M.D 

A.V.S.  Forbes  Hawkes,  M.D 

A..V.P.  Warfield  T.  Longcope,  M.D. 

A.V.P.T.   Stuart  Hart,   M.D 

A.V.S.  Adrian  V.  S.  Lambert,  M.D. 

A.V.P.  Herbert  S.  Carter,  M.D 

A.V.P.  Howard  H.  Mason,  M.D. . . . 

A.V.S.  William  Darrach,  M.D 

A.V.S.  Clarence  A.McWilliams,M.D. 

A..V.P.  George  Draper.  M.D 

A.V.P.  Albert  R.  Lamb,  M.D 


From 

To 

Serve 

1900 

1914 

14  years 

1900 

1903 

3  years 

1900 

1908 

8  years 

1900 

1914 

14  years 

1903 

1914 

11  years 

1908 

1911 

1914 

3  years 

1911 

1914 

3  years 

1912 

1914 

2  years 

1914 

.... 

1914 

.... 

1914 

1916 

2  years 

1914 

.... 

1915 

1917 

.... 

Served  the  Institution 


Elec.  Vist.  Phys. 
Blec.  Vist.  Phys. 
Elec.  Cons. 
Resigned. 
Elec.  Vist.  Phys. 
Continues  in  office. 
Elect.  Vist.  Phys. 
Elect.  Vist.  Phys. 
Elect.  Vist.  Surg'n. 
Continues  in  office. 
Continues  in  office. 
Resigned. 
Continues  in  office. 
Continues  in  office. 
Continues  in  office. 
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HOUSE  PHYSICIANS  AND  HOUSE  SURGEONS 


Nelson  B.  Sizer,  M.D 

D.  H.  Moment,  M.D 

M.   E.   TuUy,   M.D 

Edward  T.  Ely,  M.D 

John  B.  Croweil,  M.D 

Charles  B,  Roof,  M.D 

D.  B.  Delavan,  M.D 

William  E.  Forrest,  M.D... 
Jacob  A.  van  Houten,  M.D. 
W.  H.  Haynes,  Jr.,  M.D... 
August  F.  Buchler,  M.D . . . 

P.  F.  Chambers,  M.D 

A.  M.  Jacobus,  M.D 

John  J.  McNulty,  M.D 

Thomas  W.  Busche,  M.D . . . 

William  H.  Porter,  M.D 

L.  Alberto  Lacayo,  M.D 

W.  H.  Gerrish,  M.D 

Edwin  B.  Ramsdell,  M.D. . . 

Herbert  W.  Little,  M.D 

Herbert  W.  Uttle,  M.D 

Howard  G.  Wetmore,  M.D. . 
Howard  G.  Wetmore,  M.D. . 

John  A.  Wells,  M.D 

John  A.  Wells,  M.D 

Joseph  W.  Stickler,  M.D... 
William  K.  Simpson,  M.D.. 

John  T.  Duflield,  M.D 

John  T.  Dutfield,  M.D 

WUliam  K.  Simpson,  M.D.. 
William  K.   Simpson,   M.D.. 

A.  Freeman.  Jr..  M.D 

H.  A.  Mandeville,  M.D 

U.  A.  Mandeville,  M.D 

H.  B.  McCarroll,  M.D 

H.  B.  McCarroll,  M.D 

A.  Freeman,  Jr.,  M.D 

Charles  G.  Wagner,  M.D... 
Charles  G.  Wagner,  M.D . . . 

E.  S.  Gamer,  M.D 

E.  S.  Garner,  M.D 

Henry  Rolando,  M.D 

Henry  Rolando,  M.D 

William  H.  Sherman,  M.D. 
William  H.  Sherman,  M.D. 

Frank  W.  Shaw,  M.D 

Frank  Vf.  Shaw,  M.D 

Alfred  E.  Hooker,  M.D 

Alfred  E.  Hooker,  M.D 

William  A.  Moore.  M.D.... 

William  A.  Moore,  M.D 

Henry  B.  Douglass,  M.D... 
Henry  B.  Douglass,  M.D... 
Grant  C.  Madill,  M.D 


May, 
Oct., 
Mar., 

1872 
1872 
187,S 

Oct.,       J 
Mar.,     ] 
Mar.,     1 

872 

1873 
874 

Mar.. 
April, 
Mar., 
April, 
Sept., 
Mar., 
Mar., 
Mar., 
Sept., 
Sept., 
Mar., 
Mar., 

1874 
1874 
1875 
1876 
1876 
1876 
1877 
1877 
1877 
1877 
1878 
1878 

Mar.,     1 
Mar.,     1 
April,    ] 
Sept.,     ] 
Mar..     ] 
Mar.,     ] 
Sept.,    ] 
Sept.,    ] 
Mar.,     ] 
Mar.,     1 
Sept., 
Sept.,    ] 

L875 

L875 
L876 
876 

L877 
L877 
1877 
L877 
L878 
1878 
1878 
L878 

Sept., 

1878 

Mar.,     ] 

L879 

Sept., 

1878 

ivfar.. 

8«P 

Mar., 

1879 

.May,      1 

H.i^ 

April, 

1879 

Oct..     ] 

L879 

May, 

1879 

Oct.,      1 

879 

Oct., 

1879 

April,    ] 

1880 

Oct., 

1879 

April,    1 

L880 

April, 

1880 

Oct.,      ] 

L880 

April, 

1880 

Oct..      ] 

1880 

Oct., 

1880 

AprU,    1 

L881 

Oct., 

1880 

July,     ] 

L881 

July, 

1881 

Oct.,      ] 

L881 

April, 

1881 

Dec,      ] 

1881 

Dec, 

1881 

April,    1 

L882 

Dec. 

1881 

June,     ] 

L882 

June, 

1882 

Oct..      ] 

L882 

April, 

1882 

June,     ] 

1882 

June, 

1882 

Dec,      ] 

L882 

Oct., 

1882 

Dec,     1 

882 

Dec.. 

1882 

June,     ] 

L883 

June, 

1883 

Dec,     1 

188;^ 

Dec., 

1883 

.T'?Tie,     1 

1884 

Dec, 

18S3 

Jnnf.     1 

9sa 

June, 

1884 

Dec,      ] 

1884 

June, 

1884 

Dec.      ] 

1884 

Dec, 

1884 

June,     ] 

L885 

Dec, 

1884 

June.     J 

L885 

June, 

1885 

Dec,      ] 

1885 

June, 

1885 

Dec,      ] 

18S5 

Dec, 

1885 

June.     . 

1886 

Dec- 

1885 

June,     ] 

1886 

June. 

1886 

Dec,      J 

1886 

June, 

1886 

Dec,      1 

1886 

Dec, 

1886 

May, 

887 

Dec, 

1886 

June. 

1887 

June, 

1887 

Dec, 

1887 

June, 

1887 

Dec,      . 

1887 

Dec, 

1887 

June, 

1888 

Dec, 

1887 

Dec, 

L888 

Physician  and  Surg'n. 

Physician  and  Surg'n. 

Physician  and  Surg'n. 

Physician. 

Surgeon. 

Physician  and  Surg'n. 

Physician  and  Surg'n 

Physician. 

Surgeon. 

Physician. 

Surgeon. 

Physician. 

Surgeon. 

Physician. 

Surgeon. 

Physician. 

Surgeon. 

Surgeon. 

Physician. 

Surgeon. 

Physician. 

Surgeon. 

Physician. 

Surgeon. 

Physician. 

Surgeon. 

Surgeon. 

Physician. 

Surgeon. 

Physiciiin. 

Surgeon. 

Surgeon. 

Physician. 

Surgeon. 

Physician. 

Physician, 

Surgeon. 

Physician. 

Surgeon. 

Physician. 

Surgeon. 

Physician. 

Surgeon. 

Physician. 

Surgeon. 

Physician. 

Surgeon. 

Physician. 

Surgeon. 

Physician. 

Surgeon. 

Physician. 

Surgeon. 

Physician. 


HOUSE   PHYSICIANS   AND    SURGEONS— Continued 


109 


Grant  C.  Madill,  M.D 

David  M.  Marvin,  M.D 

David  M.  Marvin,  M.D 

Frank  W.  Sharpe,  M.D 

Frank  W.  Sharpe,  M.D 

William  Hugh  Ross,  M.D 

William  Hugh  Ross,  M.D 

H.  Lawrence  Shively,   M.D. . . 

H.  Lawrence  Shively,   M.D... 

Edmund  Wallen  Bill,  M.D... 

Frank  Le  Moyne  Hupp,  M.D.. 

Edward  W.  Perkins,  M.D 

Edward  E.   Cornwall,   M.D. . . 

H.  H.  Forbes,  M.D 

Whitmore  Steele,  M.D 

Pedro  F.  Francke,  M.D 

Renwick  R.  Ross,  M.D 

Robert  S.  Adams,  M.D 

B.  Van  Dyke  Hedges,  M.D... 

Ernest  C.  Shultze,  M.D 

Porter  R.  McMaster,  M.D 

Edward  H.  Pershing,  M.D 

David  Bovaird,  Jr.,  M.D 

Forbes  Hawkes,  M.D 

J.  P.  Thornley,  M.D 

W.  Seaman  Bainbridge,  M.D.. 

Bert  H.  Waters,  M.D 

John  A.  Hartwell,  M.D 

James  D.  Voorhees,  M.D 

Leonard  C.  Sanford,  M.D 

S.  W.  Thurber,  M.D 

John  A.  Hartwell,  M.D 

N.  R.  Norton,  M.D 

T.  Stuart  Hart,  M.D 

John  B.  Kouwenhoven,  M.D.. 
Clarence  A.  McWilliams,  M.D. 

Herbert  S.  Carter,  M.D 

Finley  R.  Cook,  M.D 

Henry  E.  Hale,  M.D 

Samuel  Cochran,  M.D 

Sherwood  B.  Ives,  M.D 

Francis  O.  Dorsey,  M.D 

John  Howland,  M.D. 

Frederick  Rustin,  M.D 

Frederick  J.  Tooker,  M.D 

Burton  J.  Lee,  M.D 

John  W.  Coe,  M.D 

Henry  Perkins  Moseley,  M.D. 

Burton  J.  Lee,  M.D 

Montgomery  H.  Sicard,  M.D.. 

Alfred  T.  Osgood,  M.D 

Edwin  L.  Bebee,  M.D 

James  A.  Miller,  M.D 

Reginald  H.   Jackson,   M.D. . . 


June, 

June, 

Dec, 

Dec, 

June, 

June, 

Dec, 

Dec, 

June, 

July, 

Jan., 

Jan., 

July, 

Jan., 

Jan., 

July, 

July, 

Jan., 

Jan., 

July, 

July, 

Jan., 

Jan., 

July, 

July, 

Jan., 

Jan., 

July, 

July, 

Jan., 

Jan., 

July, 

July, 

Jan., 

Jan., 

July, 

July, 

Jan., 

Jan., 

July, 

July, 

Jan., 

Jan., 

July, 

July, 

Jan., 

Jan., 

July, 

July, 

July, 

Jan., 

Jan., 

Jan., 

July, 


1888 

1888 

1888 

1888 

1889 

1889 

1889 

1889 

1890 

1890 

1891 

1891 

1891 

1892 

1892 

1892 

1892 

1893 

1893 

1893 

1893 

1894 

1894 

1894 

1894 

1895 

1895 

1893 

1895 

1896 

1896 

1896 

1896 

1897 

1897 

1897 

1897 

1898 

1898 

1898 

1898 

1899 

1899 

18.99 

1899 

1900 

1900 

1900 

1900 

1900 

1901 

1901 

1901 

1901 


Dec, 

Dec, 

June, 

June, 

Dec, 

Dec, 

June, 

July, 

Dec, 

Jan., 

Jan., 

July, 

Jan., 

July, 

July, 

Jan., 

Jan., 

July, 

July, 

Jan., 

Jan., 

July, 

July, 

Jan., 

Jan., 

July, 

July, 

Jan., 

Jan., 

July, 

July, 

Jan., 

Jan., 

July, 

July, 

Jan., 

Jan., 

July, 

July, 

Jan., 

Jan., 

July, 

July, 

Jan., 

Jan., 

July, 

July, 

Jan., 

Jan., 

Jan., 

July, 

July, 

July, 

Jan., 


1888 

1888 

1889 

1889 

1889 

1889 

1890 

1890 

1890 

1891 

1892 

1891 

1892 

1892 

1892 

1893 

1893 

1893 

1893 

1894 

1894 

1894 

1894 

1895 

1895 

1895 

1895 

1896 

1896 

1896 

1896 

1897 

1897 

1897 

1897 

1898 

1898 

1898 

1898 

1899 

1899 

1899 

1899 

1900 

1900 

1900 

1900 

1901 

1901 

1901 

1901 

1901 

1901 

1902 


Surgeon. 

Physician. 

Surgeon. 

Physician. 

Surgeon. 

Physician. 

Surgeon. 

Physician. 

Surgeon. 

Physician. 

Surgeon. 

Physician. 

Physician. 

Surgeon. 

Physician. 

Surgeon. 

Physician. 

Surgeon. 

Physician. 

Surgeon. 

Physician. 

Surgeon. 

Physician. 

Surgeon. 

Physician. 

Surgeon. 

Physician. 

Surgeon. 

Physician, 

Surgeon. 

Physician. 

Surgeon. 

Physician. 

Surgeon. 

Physician. 

Surgeon. 

Physician. 

Surgeon. 

Physician. 

Surgeon. 

Physician. 

Surgeon. 

Physician. 

Surgeon. 

Physician. 

Surgeon, 

Physician. 

Surgeon  first  division. 

Surgeon  sec'd  division. 

Physician. 

Surgeon  first  division. 

Surgeon  sec'd  division. 

Physician. 

Surgeon  first  division. 
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Frederick  Coonley.  M.D 

July, 

1901 

Jan.. 

1902 

Surgeon  sec'd  division. 

Liiisly  R.  Williams.  M.D 

July, 

1901 

Jan.. 

1902 

Physician. 

Harry  G.  Dorman,  M.D 

Jan., 

1902 

July, 

1902 

Surgeon   first  division. 

Clarence  Fahnestoek,  M.D 

Jan.. 

1902 

July, 

1902 

Surgeon  sec'd  division 

Lewis  F.  Frissell.  M.D 

Jan.. 

1902 

Jul.v. 

1902 

Physician. 

Jos.  Storer  Wheelwright,  M.D. 

July. 

1902 

Jan.. 

1903 

Surgeon  first  division. 

Roland   Hazen,   M.D 

July, 

1902 

Jan.. 

1903 

Surgeon  sec'd  division. 

Edward  L.  Trudeau,  Jr.,  M.D. 

July. 

1902 

Jan., 

1903 

Physician. 

William  Darrach,  M.D 

Jan., 

1903 

July. 

1903 

Surgeon  first   division. 

W.  H.  Winchester.  M.D 

.Tan.. 

1903 

July. 

1903 

Surgeon  sec'd  division 

Charles  Hendee  Smith,  M.D.. 

Jan., 

1903 

July. 

1903 

Physician. 

Wilfred  Mcllvaine  Post.  M.D.. 

July, 

1903 

Jan.. 

1904 

Surgeon  first  division 

Austen  Fox  Rigg.<5.  M.D 

July. 

1903 

Jan.. 

1904 

Surgeon  sec'd  division. 

Philip  Van  Ingen.   M.D 

July, 

1903 

Jan., 

1904 

Physician. 

Harry  M.  Keator,  M.D 

.Tan., 

1904 

July, 

1904 

Surgeon   first  division. 

Charles  K.  Roys,  M.D 

Jan., 

1904 

July, 

1904 

Surgeon  sec'd  division. 

Herman  von  W.  Sehulte,  M.D. 

Jan., 

1904 

July, 

1904 

Physician. 

Seward  Erdmau.  M.D 

July. 

1904 

Jan., 

1905 

Surgeon  first  division 

Joseph  G.  Yocum,  M.D 

July. 

1904 

Jan., 

1905 

Surgeon  sec'd  division. 

Chas.  E.  S.  Webster,  Jr.,  M.D. 

July. 

1904 

Jan.. 

1905 

Physician, 

Isaac  Wm.  Kingsbury,  M.D.. 

Jan., 

1905 

.Tuly. 

1905 

Surgeon   first   division. 

Stanley  B.  Thomas,  M.D 

Jan.. 

1905 

.Tuly. 

1905 

Surgeon  sec'd  division. 

Royal  S.  Haynes,  M.D 

Jan.. 

1905 

July. 

1905 

Physician. 

John  D.  Kernan.  Jr.,  M.D 

July, 

1905 

Jnn., 

1906 

Surgeon   first  division. 

Selden  I.  Rainforth.   M.D 

July, 

1905 

Jan., 

1906 

Surgeon  sec'd  division. 

Alfred  J.  Brown.  M.D 

July. 

1905 

Jan., 

1906 

Physician. 

Edward  Cook,  M.D 

Jan., 

1906 

July, 

1906 

Surgeon   first  division 

George  H.  Lathrop,  M.D 

Jan.. 

190G 

July, 

1906 

Surgeon  sec'd  division 

Howard  H.  Mason,  M.D 

Jan.. 

1906 

July, 

1906 

Physician. 

Charles  A.  Squires,   M.D 

July, 

1906 

Jan., 

1907 

Surgeon   first  division 

E.  St.  John  Ward.  M.D 

July, 

1906 

Jan.. 

1907 

Surgeon,  seed  divis'n. 

George  H.  Lathrop.  M.D 

July, 

1906 

Jan.. 

1907 

Physician  first  dlvls'n. 

Robert  A.  Cooke.  M.D 

July. 

1906 

Jan.. 

1907 

Physician  sec'd  divis'n. 

Alvin  W.  Baird.  M.D 

Jan., 

1907 

July. 

1907 

Surgeon   first  division. 

George  M.  Smith,  M.D 

Jan., 

1907 

July. 

1907 

Surgeon  sec'd  division. 

Armistead  C.  Crump,  M.D. . . 

Jan., 

1007 

July. 

1907 

Physician  first  divis'n. 

Frederick  J.  Barrett.  M.D 

Jan., 

1907 

July. 

1907 

Physician  sec'd  divis'n. 

Charles  H.  Cocke.   M.D 

July. 

1907 

Jan., 

1908 

Surgeon   first  division. 

James  W.  Jameson,  M.D 

July. 

1907 

Jan.. 

1908 

Surgeon  sec'd  division 

William  B.  Boyd.  M.D 

July, 

1907 

Jan.. 

1908 

Physician  first  divis'n. 

Robert  L.  Button,  M.D 

j  July, 

1907 

Jan.. 

190S 

Physician  sec'd  divis'n. 

Edwin  D.  Watkins.  M.D 

j  Jan., 

1908 

July, 

1908 

Surgeon   first  division. 

Athel  C.   Burnham,   M.D 

Jan., 

1908 

July, 

1908 

Surgeon  sec'd  division. 

Homer  F.   Swift.   M.D 

:  Jan., 

1908 

July. 

1908 

Physician  first  divis'n. 

George  Draper,  M.D 

Jan., 

1908 

July. 

1908 

Physician  sec'd  divis'n. 

James  A.  Corscaden.  M.D 

'  July. 

1908 

Jan., 

1909 

Surgeon   first   division. 

Alexander  R.  Stevens,  M.D... 

July. 

1908 

•Jan., 

1909 

Surgeon  sec'd  division. 

Frank  P.  Goodwin,  M.D 

i  July, 

1908 

Jan., 

1909 

Physician  first  divis'n. 

Engene  F.  DuBois,  M.D 

i  July, 

1908 

Jan., 

1909 

Physician  sec'd  divis'n. 

Robert   E.    Gaby,   M.D 

!  Jan., 

1909    Julv, 

1909 

Surgeon  first  division. 

Harry  R.  Decker.  M.  D 

j  Jan., 

1909    July, 

1909 

Surgeon  sec'd  division 

Edward  M.  Welles.  .Tr.,  M.D. . 

:  Jan., 

1909    July, 

1909 

Physician  first  divis'n 

Fred  B.  Utley,  M.D 

Jan.. 

1909    July, 
1909    Jan., 

1909 

Physician  sec'd  dlvls'n. 
Surgeon  first  division. 

George  N.  Pease,  M.D 

July, 

1910 

J.  Colin  Vaaghan.  M.D 

July, 

1909    Jan., 

1910 

Surgeon    sec'd    dlvlg'n. 

Ill 


HOUSE  PHYSICIANS  AND  SURGEONS— Continued. 


Richard  H.  McBaine,  M.D . . . 

Albert  R.  Lamb,  M.D 

Harold  B.  Santee,  M.D 

0.  Roy  Davis,  M.D 

Clarence  T.  Roome,  M.D 

Antonio  J.  Waring,  M.D 

Edward  0.  Brenner,  M.D 

Gaylord  W.  Graves,  M.D 

Willard  B.  Soper,  M.D 

Kenneth  Bulkley,  M.D 

Thomas  W.  Harvey,  Jr.,  M.D. 

J.  Oliver  McDonald,  M.D 

F.  Wade  Paton,  M.D 

Kenneth  Bulkley,  M.D 

John  M.  Hanford,  M.D 

Edwin  F.  Sampson,  M.D 

Edward  R.  Evans,  M.D 

Malcolm  McBurney,  M.D 

Anthony  C.  Freeman,  M.D . . . 

Berton   Lattin,    M.D 

Arthur  H.  Terry,  Jr.,  M.D 

James  N.  Worcester,  M.D 

Malcolm  K.   Smith,  M.D 

Thomas  A.  Devan,  M.D 

Benjamin  A.  Furman,  M.D. . . 

James  L.  Cobb,  M.D 

Albert  V.  Franklin,  M.D 

Edwin  F.  Sampson,  M.D 

David  D.  Stowell,  M.D 

Edwin  F.  Sampson,  M.D 

Henry  T.  Chickering,  M.D . . . 

Roderick  V.  Grace,  M.D 

Constantine  J.  MacGuire,  M.D. 

Hubert  S.  Howe.  M.D 

Martin  DeForest  Smith,  M.D. . 

Frank  S.  Dolley,  M.D 

Otto  C.  Pickhardt,  M.D 

Henry  A.  Riley,  M.D 

George  M.  MacKenzie,  M.D. . . 

Robert  H.  Kennedy,  M.D 

W.  William  Weeks,  M.D 

John  P.  Peters,  Jr.,  M.D 

Hugh  Chaplin,  M.D 

Norman  B.  McWilliams,  M.D. 

Horace  H.  LeSeur,  M.D 

Howard  F.  Shattuck,  M.D 

A.  Benson  Cannon,  M.D 

Fenton   Taylor,   M.D 

James  W.  Babcock,  M.D 

Thayer  M.  Smith,  M.D 

Harry  L.  Alexander,  M.D. . . . 
W.  Barclay  Parsons,  .Jr.,  M.D. 
T.  F.  X.  Sullivan,  M.D 


July, 

1909 

July, 

1909 

Jan., 

1910 

Jan., 

1910 

Jan., 

1910 

July, 

1910 

July, 

1930 

July, 

1910 

July, 

1910 

Jan., 

1911 

Jan., 

1911 

Jan., 

1911 

Jan., 

1911 

July, 

1911 

July, 

1911 

July, 

1911 

July, 

1911 

Jan., 

1912 

Jan., 

1912 

Jan., 

1912 

Jan., 

1912 

July, 

1912 

July, 

1912 

July, 

1912 

July, 

1912 

Jan., 

1913 

Jan., 

1913 

Jan., 

1913 

Jan., 

1913 

July, 

1913 

July, 

1913 

July, 

1913 

July, 

1913 

Jan., 

1914 

Jan., 

1914 

Jan., 

1914 

Jan., 

1914 

July, 

1914 

July, 

1914 

July, 

1914 

July, 

1914 

Jan., 

1915 

Jan., 

1915 

Jan., 

1915 

Jan., 

1915 

July, 

1915 

July, 

1915 

July, 

1915 

July, 

1915 

Jan., 

1916 

Jan., 

1916 

Jan., 

1916 

Jan., 

1916 

Jan., 
Jan., 
July, 
July, 
July, 
Jan., 
Jan., 
Jan., 
Jan., 
July, 
July, 
July, 
July, 
Jan., 
Jan., 
Jan., 
Jan., 
July, 
July, 
July, 
July, 
Jan., 
Jan., 
Jan., 
Jan., 
July, 
July, 
July, 
July, 
Jan., 
Jan., 
Jan., 
Jan., 
July, 
July, 
July, 
July, 
Jan., 
Jan., 
Jan., 
Jan., 
July, 
July, 
July, 
July, 
Jan., 
Jan., 
Jan., 
Jan., 
July, 
July, 
July, 
July, 


1910 
1910 
1910 
1910 
1910 
1911 
1911 
1911 
1911 
1911 
1911 
1911 
1911 
1912 
1912 
1912 
1912 
1912 
1912 
1912 
1912 
1913 
1913 
1913 
1913 
1913 
1913 
1913 
1913 
1914 
1914 
1914 
1914 
1914 
1914 
1914 
1914 
1915 
1915 
1915 
1915 
1915 
1915 
1915 
1915 
1916 
1916 
1916 
1916 
1916 
1916 
1916 
1916 


Physician  first  divis'n. 
Physician  sec'd  divis'n. 
Surgeon  first  division. 
Surgeon  sec'd  division. 
Physician  first  divis'n. 
Surgeon  first  division. 
Surgeon  sec'd  division. 
Physician  first  divis'n. 
Physician  sec'd  divis'n. 
Surgeon  first  division. 
Surgeon  sec'd  division. 
Physician  first  divis'n. 
Physician  sec'd  divis'n. 
Surgeon  first  division. 
Surgeon  sec'd  divis'n. 
Physician  first  divis'n. 
Physician  sec'd  divis'n. 
Surgeon  first  division. 
Surgeon  sec'd  division. 
Physician  first  divis'n. 
Physician  sec'd  divis'n. 
Surgeon  first  division. 
Surgeon  sec'd  division. 
Physician  first  divis'n. 
Physician  sec'd  divis'n. 
Surgeon  first  division. 
Surgeon  sec'd  division. 
Physician  first  divis'n. 
Physician  sec'd  divis'n. 
Physician  first  divis'n. 
Physician  sec'd  divis'n. 
Surgeon  first  division. 
Surgeon  sec'd  division. 
Physician  first  divis'n. 
Physician  sec'd  divis'n. 
Surgeon  first  division. 
Surgeon  sec'd  division. 
Physician  first  divis'n. 
Physician  sec'd  divis'n. 
Surgeon  first  division. 
Surgeon  sec'd  division. 
Physician  first  divis'n. 
Physician  sec'd  divis'n. 
Surgeon  first  division. 
Surgeon  sec'd  division. 
Physician  first  divis'n. 
Physician  sec'd  divis'n. 
Surgeon  first  division. 
Surgeon  sec'd  division. 
Physician  first  divis'n. 
Physician  sec'd  divis'n. 
Surgeon  first  division. 
Surgeon  sec'd  division. 
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Herbert  N.  Vermilye,  M.D 

July, 

1916 

Jan., 

1917 

Physician  first  divls'n. 

Henry  M.  Larson,  M.D 

July, 

1910 

Jan., 

1917 

Physician  sec'd  divis'u. 

Guy  A.  Caldwell.  M.D 

July, 

1916 

Jan., 

1917 

Surgeon   first  division. 

Alvin   E.   Kuhlman,  M.D 

July, 

1916 

Jan., 

1917 

Surgeon  sec'd  division. 

Clarence  P.  Thomas,  M.D 

Jan., 

1917 

July, 

1917 

Physician  first  divis'n 

Henry  E.  Meleney,  M.D 

Jan., 

1917 

July, 

1917 

Physician  sec'd  divis'u 

Harold  W.  Taylor,  M.D 

Jan., 

1917 

July, 

1917 

Surgeon   first  division. 

Ralph   Colp.    M.D 

Jan., 

1917 

July, 

1917 

Surgeon  sec'd  division 

CHARTER 

AN  ACT 

TO   FOUND   A    PRESBYTEBIAN    HOSPITAL    ITT    THE    CITY   OF    NEW    YOHK. 

Passed  Fel)rn^ry  28,  1868.— Chapter  15. 


The  People  of  the  State  of  New  York,  represented  in  Semite  and 
Assembly,  do  enact  as  follows: 

SECTioir  1.  James  Lenox,  John  Taylor  Johnston,  Robert  L.  Stuart, 
Morris  K.  Jesup,  Marshall  S.  Bidwell,  and  their  associates,  as  hereinafter 
named,  shall  constitute  a  body  corporate,  with  power  to  establish,  maintain, 
and  conduct  a  Hospital  in  the  City  of  New  York,  which  shall  be  known  and 
designated  as  "The  Pbesbyteeian  Hospital  in  the  City  of  New  York." 

Section  2.    The  property  and  concerns  of  said  Corporation  shall  be 

vested  in  and  managed  by  a   Board  of  thirty -two  Managers    (by   act  of 

March  28,   1868,   increased  to  thirty-six  Managers),   to  be   constituted  as 
provided  for  in  the  following  section. 

Section  3.  James  Brown,  Marshall  S.  Bidwell,  William  A.  Booth, 
Aaron  B.  Belknap,  William  E.  Dodge,  James  Donaldson,  John  C.  Green, 
Winthrop  S.  Gilman,  Robert  M.  Hartley,  Richard  Irvin,  Edward  S.  Jaffray, 
Thomas  Jeremiah,  Morris  K.  Jesup,  John  Taylor  Johnston,  James  Lenox, 
David  Olyphant,  William  Paton,  Thomas  C.  M.  Paton,  Josephi  Stuart,  Rob- 
ert L.  Stuart,  Thomas  U.  Smith,  Jonathan  Sturges,  Otis  D.  Swan,  Charles 
N.  Talbot,  Willard  Parker,  M.D.,  John  R.  Ford,  Henry  M.  Taber,  Alexander 
Van  Rensselaer,  William  M.  Vermilye,  Washington  R.  Vermllye,  A.  R.  Wet- 
more,  and  A.  Robertson  Walsh,  thirty-two  in  number,  shall  constitute  a 
part  of  the  Board  of  Managers.  To  these  thirty-two  Managers,  the  Rev. 
William  M.  Paxton,  D.D.,  as  Minister  of  the  First  Presbyterian  Church ; 
the  Rev.  William  Adams,  D.D.,  as  Minister  of  the  Madison  Square  Presby- 
terian Church;  the  Rev.  Thomas  Dewitt,  D.D.,  as  Senior  Minister  of  the 
Collegiate  Church  of  the  Reformed  Protestant  Dutch  Church,  and  the  Rev. 
John  N.  McLoed,  D.D.,  as  Minister  of  the  First  Reformed  Presbyterian 
Church,  all  in  the  City  of  New  York,  and  their  successors  in  office  for  the 
time  being,  shall,  by  virtue  of  their  respective  offices,  be  associated  as  mem- 
bers of  the  Board  of  Managers. 
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Section  4.  As  soon  as  practicable  after  the  passage  of  this  Act,  the 
said  Board  shall  organize,  and  by  lot  divide  the  thirty-two  Managers  into 
four  classes  of  eight  each,  and  the  places  of  the  said  classes  shall  be  vacant 
respectively  on  the  second  Wednesday  in  April,  one,  two,  three,  and  four 
years  thereafter,  so  that  eight  Managers  shall  be  elected  by  the  said  Board 
of  Managers  annually,  by  ballot,  to  hold  their  seats  for  four  years. 

Section  5.  The  Board  of  Managers  shall  have  power  to  fill  all  va- 
cancies that  may  occur  in  the  said  Board,  to  enact  By-Laws,  and  to  appoint 
all  such  agents,  assistants,  and  attendants  as  may  be  proper  to  carry  out 
the  purposes  of  the  said  Corporation.  Among  these  shall  be  included  a 
Superintendent  and  a  Chaplain  or  both  a  Superintendent  and  a  Chaplain : 
but  these  positions  shall  be  held  only  by  Presbyterians. 

Section  6.  Not  less  than  eleven  Managers  shall  constitute  a  quorum 
for  the  puri)ose  of  electing  Officers,  making  or  changing  By-Laws,  or  for 
holding  any  special  meeting;  but  for  all  other  purposes,  and  at  stated 
meetings,  seven  shall  be  a  quorum. 

Section  7.  The  said  Corporation  are  authorized  to  take  by  purchase, 
devise,  or  otherwise,  and  may  hold,  transfer,  and  convey,  for  the  purposes 
of  said  Hospital,  all  the  real  and  personal  property  of  which  it  may  be- 
come possessed,  in  so  far  as  the  same  is  in  accordance  with  the  general 
laws  of  this  State,  and  not  otherwise,  and  which  said  property  shall  be 
exempt  from  taxation,  and  shall  be  entitled  to  the  benefit  of  the  provisions 
of  law  relating  to  charitable  institutions. 

Section  8.  This  Corporation  shall  possess  the  general  powers,  and  be 
subject  to  the  provisions,  restrictions,  and  liabilities  contained  in  the  3d 
Title  of  the  18th  Chapter  of  Part  First  of  the  Revised  Statutes. 

Section  9.    This  Act  shall  take  effect  immediately. 


CONSTITUTION 


ARTICLE  I. 

TITLE. 

The  name  by  which  this  Society  shall  be  known  shall  be,  "The  Pees- 

BYTEEIAN    HOSPITAL    IN    THE    CiTY    OF    NEW    YOBK." 

ARTICLE  IL 

OBJECT. 

The  object  of  the  Society  is  the  establishment,  support  and  manage- 
ment of  an  Institution  for  the  purpose  of  affording  medical  and  surgical 
aid  and  nursing  to  sick  or  disabled  persons  of  every  creed,  nationality, 
and  color.  The  public  religious  services  in  the  Hospital  shall  be  in  con- 
formity with  the  doctrine  and  forms  of  the  Presbyterian  or  Reformed 
Church. 

ARTICLE  III. 

THE   SOCIETY. 

The  Society  shall  consist  of  Life  Members,  who  shall  respectively  be 
approved  by  a  majority  of  members  of  the  Board  of  Managers  present  at  a 
stated  meeting,  and  who  shall  have  been  nominated  at  a  previous  stated 
meeting  by  a  Standing  Committee  appointed  for  that  purpose  by  the  Board. 

ARTICLE  IV. 

ENDOWED    BEDS. 

The  Board  of  Managers  may  fix  amounts  which  when  paid  shaU  en- 
title the  donor  to  nominate  from  time  to  time  a  patient  to  use  and  occupy 
one  bed  in  the  common  wards  of  the  Hospital  free  of  charge,  subject,  how- 
ever, to  such  rules  and  regulations  for  the  admission,  treatment,  and  dis- 
charge of  patients  as  are  now,  or  shall  be  hereafter,  prescribed  by  said 
Board. 

Where  such  nomination  is  accorded  during  life,  or  in  perpetuity,  the 
amount  paid  therefor  shall  be  kept  invested  in  income-producing  securi- 
ties until  the  privilege  may  lapse  by  the  death  of  the  donor  or  otherwise. 

ARTICLE  V. 

PBOPEBTY. 

All  the  property  of  the  Society  shall  be  applied  to  advance  the  general 
objects  of  the  Society,  except  where  it  has  been  otherwise  specially  directed 
by  the  donor  or  testator. 
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1 1 6  CONSTITUTION, 

ARTICLE    VI. 

GOVERNMENT. 

The  affairs  of  the  Society  shall  be  under  the  direction  of  a  Board  of 
thirty-six  Managers,  thirty-two  of  whom  shall  be  divided  Into  four  classes 
of  eight  each ;  and  the  places  of  the  said  classes  shall  be  vacant  respectively 
on  the  second  Wednesday  of  April,  at  the  end  of  one,  two,  three  and  four 
years  thereafter,  so  that  Eight  Managers  shall  be  elected  by  the  said  Board 
annually,  by  ballot,  to  hold  their  seats  for  four  years.  To  these  thirty-two 
Managers,  the  Minister  of  the  First  Presbyterian  Church,  the  Minister  of 
the  Madison  Square  Presbyterian  Church,  the  Senior  Minister  of  the 
Collegiate  Church  of  the  Reformed  Protestant  Dutch  Church,  and  the 
Minister  of  the  First  Reformed  Presbyterian  Church,  all  in  the  City  of 
New  York,  by  virtue  of  their  respective  offices,  for  the  time  being  shall  be 
added  as  members  of  the  Board  of  Managers.  The  officers  of  the  Society 
shall  consist  of  a  President,  a  \' ice-President,  a  Treasurer,  a  Correspond- 
ing Secretary,  and  a  Recording  Secretary,  who  shall  be  selected  annually 
by  the  said  Board  of  Managers,  from  their  own  number,  and  shall  also  be 
Officers  of  the  said  Board.  The  said  Officers  and  Managers,  together,  shall 
form  a  Board,  to  be  denominated  the  "Board  of  Managers  of  the  Presby- 
terian Hospital  in  the  City  of  New  York,"  not  less  than  eleven  of  whom 
shall  constitute  a  quorum  for  the  purpose  of  electing  Officers,  making  or 
changing  By-Laws,  or  for  holding  any  special  meeting;  but  seven  shall  be 
a  quorum,  for  all  other  purposes,  and  for  stated  meetings.  The  Board  of 
Managers  shall  at  all  times  be  fully  authorized  to  execute  all  powers  of 
the  Society,  over  all  the  estate  and  property  of  the  Society.  To  it  shall  be 
committed  the  care  of  the  funds  of  the  Institution ;  authority  to  make 
By-Laws,  Rules,  and  Regulations,  and  to  alter  and  amend  the  same;  to 
fill  vacancies  in  their  own  body,  choose  rhe  Officers  of  the  Society,  appoint 
agents,  assistants,  and  attendants,  and  generally  to  transact  the  entire 
business  of  the  Society. 


ARTICLE    VII. 

MEETINOS   OF   THE   BOARD. 

The  Board  of  Managers  shall  hold  stated  meetings  on  the  second  Tues- 
day of  April,  June,  August,  October,  December,  and  February,  and  may 
hold  adjourned  meetings  when  necessary.  Special  meetings  of  the  Board 
may  be  called  by  the  President,  or,  in  case  of  his  absence  or  inability  to 
act,  by  the  Vice-President,  or  on  the  written  requisition  of  five  members 
of  the  Board  of  Managers ;  but  when  special  meetings  are  called,  the  time 
and  place  of  meeting,  and  the  subject  proposed  to  be  considered,  shall  be 
notified  to  the  members  at  least  two  days  previous  to  the  meeting ;  and  no 
other  subject  shall  be  discussed  or  acted  upon  at  such  meetings. 
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ARTICLE    VIII. 

ANNTJAL     MEETING. 

A  meeting  of  the  members  of  the  Society  shall  be  held  annually  on 
such  day  between  the  15th  of  October  and  1st  ofl  January  as  the  Board  of 
Managers  may  appoint.  It  shall  be  the  duty  of  the  Board  of  Managers  to 
make  the  necessary  arrangements  for  this  meeting ;  to  present  to  the  mem- 
bers a  report  ot  the  proceedings  of  the  previous  years ;  to  exhibit  a  state- 
ment of  the  funds  and  property  of  the  Society ;  and  also  to  give  informa- 
tion of  any  matters  relating  to  the  objects  of  the  Society  which  may  be 
of  interest  or  importance. 

At  the  stated  meeting  of  the  Board  in  April  eight  members  shall  be 
chosen  by  baUot  from  among  the  members  of  the  Society  to  supply  the 
places  of  the  class  of  managers  whose  term  of  service  is  about  to  expire. 
These  eight  members,  together  with  those  composing  the  three  other  classes, 
and  the  four  ex-offlcio  members  of  the  Board,  shall  constitute  the  Board  of 
Managers  for  the  ensuing  year,  and  shall  continue  in  office  until  their  suc- 
cessors are  elected.  In  case  of  failure  to  make  such  elections  on  the  ap- 
pointed day,  a  special  meeting  of  the  Board  shaU  be  called  for  that 
purpose. 


ARTICLE    IX. 

AMENDMENTS    TO    THE    CONSTITUTION. 

Amendments  to  the  Constitution  shall  be  proposed  in  writing  at  a 
regular  meeting  of  the  Board  of  Managers,  and  may  be  acted  on  at  the 
next  regular  meeting  of  the  Board,  or  at  a  special  meeting  called  for  that 
purpose;  and  shall  be  adopted  only  on  a  concurrence  of  a  majority  of  the 
members  present,  but  the  affirmative  vote  must  not  be  less  than  eleven. 


BY-LAWS 

OF  THE   BOARD  OF  MANAGERS. 

I. — Rules  and  Regula.tion8. 

The  Board  of  Managers  shall  prescribe  rules  and  regulations  respect- 
ing the  management  of  the  affairs  of  the  Hospital.  Such  rules  and  regu- 
lations shall  not  be  inconsistent  with  these  By-Laws,  and  may  be  amended 
at  any  meeting  of  the  Board  of  Managers  by  a  majority  of  those  present. 

II. — Pbesident. 

The  President  shall  preside  at  the  meetings  of  the  Board.  He  shall 
appoint  all  special  Committees,  unless  otherwise  ordered,  and  shall  per- 
form such  other  duties  as  may  be  required  by  the  Constitution  and  By- 
Laws.    He  shall  also  be  ex-officio,  a  member  of  all  committees. 

III. — VlCE-FBESIDEa^T. 

In  the  event  of  a  vacancy  of  the  oflSce  of  President,  or  during  his 
absence  or  inability  to  act,  his  duties  and  powers  shall  devolve  upou 
the  Vice-President.  Should  he  also  be  unable  to  act,  a  President  pro 
tem  shall  be  chosen  by  the  Board. 

I V. — Tbeasubeb. 

The  Treasurer  shall  be  charged  with  the  custody  of  all  papers  and 
documents  relating  to  the  property  of  the  Corporation,  other  than  such 
as  are  mentioned  in  By-Law  V.,  of  all  moneys  belonging  thereto,  and  of 
the  seal.  He  shall  keep  an  account  in  the  name  of  the  Corporation  with 
an  institution  approved  by  the  Board,  and  shall  deposit  therein  all  moneys 
Immediately  upon  receiving  them.  He  shall  cause  to  be  kept  such  accounts 
as  may  be  necessary  to  show  the  receipts,  expenditures,  and  financial  con- 
dition of  the  Institution,  or  as  may  be  required  by  the  Finance  Committee. 
These  accounts  shall  be  open  at  all  suitable  times  to  the  Inspection  of  the 
Managers.  He  shall  pay  no  moneys  without  proper  order,  as  is  elsewhere 
provided. 

V. — Safe-Keeping  of   Securities 

All  bonds,  stocks,  and  other  invested  securities  and  evidences  of  value 
shall  be  kept  In  a  safe  in  the  vault  of  a  Safe  Deposit  Company  to  be  taken 
in  the  name  of  the  Hospital.  Access  to  the  safe  containing  the  securities 
shall  only  be  had  by  the  Treasurer  when  accompanied  by  a  member  of  the 
Finance  Committee,  or  in  the  absence  of  the  Treasurer  by  any  two  mem- 
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bers  of  the  Finance  Committee.  A  record  shall  be  made  of  each  visit  to 
the  vault  ta  a  book  provided  for  that  purpose,  stating  over  the  signature 
of  the  visitors  all  changes  made  in  the  contents  of  the  safe,  and  when 
no  changes  are  made,  the  object  of  the  visit. 

VI. — Secbetaby. 

The  Secretary  shall  be  the  Recording  and  Corresponding  Secretary 
and  shall  keep  the  minutes  of  the  proceedings  of  the  Board  of  Managers, 
and  preserve  such  records  and  papers  as  do  not  pertain  to  the  office  of 
Treasurer.  He  shall  notify  members  of  all  meetings  of  the  Board  of  Man- 
agers at  least  two  days  before  the  meeting.  He  shall  notify  members  of 
their  appointment  on  Committees,  and  generally  perform  such  duties  as 
usually  pertain  to  the  office. 

He  shall  have  charge  of  the  correspondence  of  the  Board,  and  shall 
prepare  the  Annual  Report  of  the  Managers  and  attend  to  its  publication. 

VII. — Committees. 

At  the  meeting  in  April,  after  filling  the  vacancies  about  to  occur 
in  their  Board,  the  Managers  shall  elect  an  Executive  Committee  of  eight 
members,  a  dispensary  Committee  of  five  members,  a  Tralning-School 
Committee  of  three  or  more  members,  a  House  Committee  of  three  or  more 
members,  a  Finance  Committee  of  five  members,  of  which  the  Treasurer 
shall  be  one,  a  Committee  on  nominations  of  five  members,  of  which  the 
Secretary  shall  be  one,  and  an  Auditing  Committee  of  two  members.  The 
members  appointed  on  these  Committees  shall  hold  office  for  one  year  from 
the  second  Wednesday  in  April  next  ensuing,  unless  otherwise  ordered 
by  the  Board,  and  shall  keep  minutes  of  their  proceedings,  which  shall 
be  submitted  to  the  Board  at  its  stated  meetings.  The  Board  shall  also 
appoint  two  of  its  members  for  each  month  of  the  year,  who  shall  serve 
as  an  Inspecting  Committee.  If  any  manager  thus  appointed  shall  be  un- 
able to  attend  during  the  time  allotted  to  him,  it  shall  be  his  duty  to  pro- 
cure some  other  manager  to  attend  in  his  stead. 

VIII. — Executive  Committee. 

The  Executive  Committee  shall  consist  of  the  eight  Managers  chosen 
as  provided  in  By-Law  VIII,  to  whom  shall  be  added  the  two  Managers 
serving  as  the  Inspecting  Committee,  and  the  members  of  the  Dispensary, 
Training  School  and  House  Committees. 

1.  The  Committee  shall  meet  on  the  second  and  fourth  Tuesday  of 
each  month  and  may  hold  special  meetings  when  necessary,  or  when  called 
by  the  Chairman  or  two  members  of  the  Committee.  Three  shall  con- 
stitute a  quorum. 

2.  The  Executive  Committee  shall  give  such  orders  and  establish  such 
rules  and  regulations  as  they  shall  deem  necessary  for  the  better  carrying 
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Into  effect  the  object  of  this  Institution,  provided  such  rules  and  regulations 
be  not  inconsistent  with  those  established  by  the  Board  of  Managers. 

3.  All  questions  relating  to  the  admission,  rejection  and  discharge  of 
patients  shall  be  decided  by  the  Executive  Committee,  in  conformity  with 
the  directions  of  the  Board  of  Managers. 

4.  In  case  the  House  Physician,  House  Surgeon,  or  any  of  their  assist- 
ants, or  any  other  oflBcer  or  employee  shall  neglect  any  of  the  duties 
prescribed  to  them,  or  refuse  to  comply  with  any  reasonable  request  of 
the  Executive  Committee  or  Superintendent,  the  Suprintendent  may  sus- 
pend the  offender,  and  he  shall  at  once  report  his  action  to  the  Executive 
Committee. 

5.  The  Executive  Committee  shall  have  general  charge  of  all  prop- 
erty within  the  precincts  of  the  Hospital,  and  ^all  see  that  proper  economy 
Is  observed  in  the  administration  of  all  its  affairs,  having  due  regard  to 
the  welfare  of  Its  beneflclaries.  It  shall  audit  and  examine  the  accounts 
of  the  Superintendent;  and  authorize  such  repairs  and  disbursements  as 
may  from  time  to  time  be  necessary,  and  shall  draw  drafts  upon  the 
Treasurer  therefor ;  such  drafts,  except  for  the  monthly  pay-roll  and  sup- 
plies, shall  not  exceed  $1,000  without  authority  of  the  Board  therefor ; 
shall  be  signed  by  the  Chairman  and  Secretary  for  the  time  being  of  the 
Committee ;  and  shall  be  a  sufficient  voucher  for  the  Treasurer. 

IX. — Out-Patient  Department  Committee. 

The  Out-Patient  Department  Committee  shall  consist  of  Ave  Man- 
agers. It  shall  have  the  general  care  and  oversight  of  the  Out-Patient 
Department,  and  shall  meet  on  the  second  and  fourth  Tuesdays  of  each 
month. 

X. — School  of  Nubsino  Committee. 

The  School  of  Nursing  Committee  shall  consist  of  three  or  more 
Managers,  who  shall  have  the  general  care  and  oversight  of  the  School 
of  Nursing. 

XI. — House  Committee. 

The  House  Committee  shall  consist  of  three  or  more  Managers,  and 
shall  direct  and  control  the  purchasing  of  all  food,  fuel,  equipment  and 
repair  supplies,  and  have  general  supervision  of  the  equipment,  main- 
tenance and  repair  of  real  estate  and  buildings. 

XII. — Finance  Committee. 

1.  The  Finance  Committee  shall  consist  of  five  Managers — one  of 
whom  shall  be  the  Treasurer.     Three  shall  constitute  a  quorum. 

2.  It  shall  be  their  duty  to  adopt  proper  means  to  augment  the  finan- 
cial resources  of  the  Institution,  to  direct  and  counsel  the  Treasurer  in 
the  investment,  care  and  management  of  the  finances,  and  to  prescribe 
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such  form  of  accounts  and  reports  as  are  deemed  necessary.  All  proposed 
investments  must  receive  the  approval  of  the  Board  of  Managers  or  the 
Executive  Committee. 

XIII. — Nominating  Committee. 

1.  The  Nominating  Committee  shall  consist  of  five  Managers,  of  whom 
the  Secretary  shall  be  one.    Three  shall  constitute  a  quorum. 

2.  In  the  case  of  a  vacancy  occurring  in  the  Board  of  Managers  they 
shall  recommend  to  the  Board  the  name  of  a  Life  Member  to  fill  such 
vacancy,  and  to  them  shall  be  referred  the  names  of  all  persons  sug- 
gested for  such  position  or  for  Life  Membership;  but  no  report  of  the 
Committee  shall  be  acted  upon  until  the  next  subsequent  meeting  of  the 
Board,  except  with  unanimous  consent. 

3.  All  persons  nominated  for  positions  on  the  House  Staff  shall  be 
referred  to  this  Committee.  The  names  of  such  as  shall  be  favorably 
considered  by  the  Committee  shall  be  by  them  reported  to  the  Board  of 
Managers. 

XIV. — Inspecting  Committee. 

1.  The  Inspecting  Committee  shall  inspect  all  the  Hospital  buildings, 
visit  the  wards,  service  rooms,  and  laboratories  and  shall  examine  as  to 
the  cleanliness  and  order  of  all  parts  of  the  hospital  and  grounds. 

2.  They  shall  enter  their  report  in  a  book,  which  book  shall  be  laid 
before  the  Executive  Committee  at  its  meetings. 

XV. — AxmiTiNG  Committee. 

The  Auditing  Committee  shall  shortly  after  the  close  of  each  fiscal 
year  examine  and  check  the  bonds,  stocks,  mortgages  or  other  securities  or 
evidences  of  value  owned  by  the  Hospital  and  shall  also  have  the  accounts 
of  the  Treasurer  and  Superintendent  for  the  last  fiscal  year  examined  and 
checked  by  certified  public  accountants.  The  Committee  shall  thereafter 
report  to  the  Board  the  result  of  such  accounting  with  its  recommendations. 

XVI. — Medical    Boabd    and    the    Medical,    Subgical    and    Labobatobt 

Sebvice. 
1.  The  Board  of  Managers  shall  appoint  annually — 

(a)  A  Director  of  the  Surgical  Service,  a  Director  of  the  Medical 
Service,  and  a  Director  of  the  Pathological  Service;  these  shall  together 
constitute  the  Medical  Board. 

(b)  As  many  Visiting  Physicians  and  Surgeons,  and  Associate  Vis- 
iting Physicians  and  Surgeons,  as  the  service  of  the  Hospital  may  require, 
a  Visiting  Physician  to  the  Roentgen  Ray  Department,  a  visiting  Bac- 
teriologist, a  Visiting  Chemist,  an  Out-Patient  Department  Staff,  and  such 
other  department  chiefs  and  assistants  as  the  various  services  of  the 
Hospital  may  require. 

(e)  As  many  Assistant  Physicians  and  Surgeons  and  special  Con- 
sulting Physicians  and  Surgeons  as  the  service  of  the  Hospital  may  require. 
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(d)  A  House  Staff,  consisting  of  as  many  members  as  tlie  service 
of  the  Hospital  may  require,  and  at  such  times  and  for  such  terms  of 
service  as  shall  seem  best  to  meet  the  needs  of  the  Hospital. 

(e)  A  Registrar  of  the  Out-Patient  Department. 

2.  These  appointments  shall  be  made  at  some  time  prior  to  July  1st 
in  each  year.  The  appointees  unless  a  different  term  be  fixed  by  the 
Board  shall  hold  ofiice  for  one  year  and  thereafter  until  further  action 
of  the  Board. 

XVII. — Executive  Staff. 

The  Board  of  Managers  shall  appoint  a  Superintendent  and  such 
Assistants  as  the  Board  may  deem  necessary  for  the  service  of  the  Hos- 
pital, whose  services  shall  continue  during  the  pleasure  of  the  Board. 

The  Board  of  Managers  shall  appoint  a  Director  of  the  School  of 
Nursing,  and  such  Assistants  as  may  be  necessary  for  such  service,  and 
such  appointees  shall  hold  office  during  the  pleasure  of  the  Board. 

XVIII. — Endowed  Beds. 

1.  A  gift  of  $7,.500  shall  entitle  the  donor  and  his  successors  to  nomi- 
nate, from  time  to  time,  an  adult  patient  to  use  and  occupy  one  bed  in 
the  common  wards  of  the  Hospital  free  of  charge. 

2.  A  gift  of  $5,000  shall  entitle  the  donor  to  a  like  privilege  for  the 
children's  ward. 

3.  A  gift  of  $5,000  shall  entitle  the  donor,  during  life,  to  nominate, 
from  time  to  time,  a  patient  to  use  and  occupy  one  bed  in  the  common 
wards  of  the  Hospital  free  of  charge.  In  the  case  of  a  corporation  or 
association  the  privilege  shall  expire  in  fifteen  years. 

4.  Any  person  or  corporation  being  the  donor  of  a  $5,000  bed  may 
increase  their  donation  to  $7,500.  in  which  case  they  shall  become  thence- 
forth entitled  to  the  privilege  that  attaches  to  an  original  donation  of  that 
amount. 

5.  All  endowed  bed  privileges  are  subject  to  the  Rules  and  Regulations 
governing  the  admission,  treatment  and  discharge  of  patients. 

6.  Contributions  to  the  endowment  fund  of  free  beds,  as  above  pro- 
vided for,  may  be  made  by  instalments,  when  the  donor  shall,  in  writing, 
so  notify  the  Treasurer  at  the  time  of  each  payment.  So  long  as  the 
instalments  so  paid  in  shall  not  equal  the  sums  required  under  the  pre- 
ceding sections,  the  amount  received  shall  constitute  a  portion  of  the  gen- 
eral endowment  fund,  the  income  of  which  shall  be  used  for  the  payment 
of  the  current  expenses  of  the  Hospital,  and  no  privileges  shall  accrue  to 
the  donor. 

7.  The  Board  of  Managers  shall  have  power  in  their  discretion  to 
make,  under  special  and  exceptional  circumstances,  such  other  arrange- 
ments (temporary  or  permanent)  as  to  endowed  beds  as  they  may  deem 
best  calculated  to  promote  the  objects  for  which  the  Hospital  was  estab- 
lished and  is  now  being  maintained. 
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8.  Certificates  of  tlie  right  to  nominate  patients  to  use  and  occupy 
beds  free  of  cliarge  shall  be  issued  in  such  form  as  the  Board  of  Manag- 
ers may  prescribe,  and  shall  be  signed  by  the  President  or  Vice-President 
and  Treasurer,  who  shall  also  aflBx  the  seal  of  the  Corporation. 

XIX. — Appbopbiations  of  Money. 
Except  in  the  cases  provided  for  in  Sections  of  By-law  VIII.  and  Section 
2  of  By-Law  XII,  all  appropriations  of  money  shall  be  made  by  resolution 
of  the  Board  of  Managers.  Orders  for  the  amounts  thus  appropriated  shall 
be  drawn  on  the  Treasurer  by  the  President  or  presiding  oflScer  of  the 
meeting,  and  be  countersigned  by  the  Secretary  or  Secretary  pro  tem,  and 
when  properly  endorsed  shall  be  sufficient  voucher  for  the  Treasurer. 

XX. — Complaints,  Suspensions,  oe  Dischabges. 
If  any  officer,  physician,  or  surgeon  shall  become  unfit  to  execute  his 
office,  or  shall  conduct  himself  contrary  to  any  of  the  Rules  of  the  Hospital 
or  refuse  or  neglect  to  execute  the  same,  the  Executive  Committee,  or  any 
member  of  the  Board  of  Managers  may  submit  against  him  a  complaiat 
in  writing,  at  a  meeting  duly  called,  and  thereupon  a  notice  of  the  said 
complaiat  shall  be  given  to  the  person  complained  of,  and  a  time  shall 
be  appointed  (not  less  than  six  days  after  service  of  said  notice)  for  the 
person  complained  of  to  make  his  defence  before  the  Board  of  Managers; 
and  the  Board,  having  examined  into  the  truth  of  the  complaint,  and  heard 
the  defence  of  the  party  accused,  if  any  shall  be  made,  may,  with  the  con- 
currence and  approbation  of  a  majority  of  the  Managers  present,  suspend 
or  discharge  the  officer,  physician,  or  surgeon  complained  of. 

XXI. — Obdeb  of  Business. 
The  order  of  business  shall  be  as  follows : 

1.  The  meeting  shall  be  opened  with  prayer. 

2.  The  roll  shall  be  called,  and  the   attending  members   noted. 

3.  The  minutes  of  the  preceding  meeting  shall  be  read,  corrected  if 
necessary,  and  approved. 

4.  Treasurer's  Reports. 

5.  Reports  of  the  Committees  shall  be  called  for,  and  order  taken 
thereon. 

6.  Communications  to  the  Board  shall  be  received  and  considered. 

7.  Unfinished  business. 

8.  New  business. 

XXII. — Alterations  oe  Additions. 
Any  amendment  to  the  By-Laws  shall  be  proposed  in  writing  at  a 
regular  meeting  of  the  Board  of  Managers,  and  may  be  acted  on  at  the 
next  regular  meeting  of  the  Board,  or  at  a  special  meeting  called  for  that 
purpose.  It  shall  be  adopted  only  on  an  affirmative  vote  of  a  majority 
of  those  present.  A  copy  of  any  proposed  amendment  shall  be  mailed  to 
each  member  of  the  Board  at  least  three  days  prior  to  the  next  meeting. 


RULES  AS  TO  THE  ADMISSION  OF  PATIENTS. 

1.  All  ward  patients  are  required  to  pay  $10.50  per  week  for  board 
or  such  smaller  sums  as  may  be  determined  by  the  circumstances  of  the 
case,  of  which  the  Managers  shall  be  the  sole  judges.  Patients  from  New 
York  City  (Manhattan  and  Bronx),  who  are  unable  to  pay  are  admitted 
free.  Patients  from  out  of  town  requiring  operative  treatment  not  obtain- 
able at  their  homes  may  be  admitted  free  if  unable  to  pay.  Other  patients 
from  out  of  town  will  not  usually  be  admitted  free,  but  this  rule  shall  not 
apply  to  patients  recommended  for  admission  by  members  of  the  Board  of 
Managers  or  by  any  of  the  Directors  of  Service. 

2.  Patients  suffering  from  severe  accident  or  serious  illness  wUl  be 
admitted  at  any  hour  of  the  day  or  night.  Other  patients  will  be  admitted 
between  9  A.  M.  and  5  P.  M.  If  able,  they  must  apply  in  person  at  the 
otfice  of  the  Hospital,  when  they  will  be  examined  by  a  member  of  the 
House  Staff  or  Surgeon  on  duty,  and  admitted  by  the  Superintendent, 
subject  to  approval  by  the  Executive  Committee.  If  unable  to  apply  in 
person,  they  shall  be  visited  and  examined  by  such  Physician  as  may  be 
appointed  by  the  Executive  Committee. 

3.  Patients  may  be  admitted  by  the  Superintendent  on  the  recom- 
mendation of  any  Manager,  after  examination  as  to  suitableness  by  a 
member  of  the  House  Staff,  or  on  the  recommendation  of  any  Physician 
or  Surgeon  of  the  Hospital. 

4.  No  patient  suffering  from  any  readily  communicable  disease  shall 
be  admitted,  nor  any  whose  case  does  not  require  the  special  benefits  of 
the  Hospital ;  nor  shall  any  patient  be  admitted  whose  case  is  Judged  to 
be  incurable,  unless  there  be  urgent  symptoms  which,  in  the  opinion  of 
the  Attending  Physician  or  Surgeon,  are  capable  of  being  relieved.  There 
shall  be  no  uterine  nor  vaginal  examination  made  except  in  the  presence 
of  a  nurse. 

5.  No  patient  suffering  from  erysipelas  shall  he  admitted  to  either 
the  Medical  or  Surgical  Division  of  the  Hospital. 

6.  There  shall  be  recorded  in  the  oflBce  daily  the  number  of  vacant 
beds. 

7.  Application  for  the  admission  of  patients  living  out  of  the  city 
must  be  accompanied  by  a  certiflcate  of  some  reputable  physician,  stating 
the  nature  and  probable  duration  of  the  disease. 
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RULES   FOR    VISITORS. 


1.  Visitors  will  be  admitted  to  the  wards  on  Tuesdays,  Fridays  and 
Sundays  from  2  to  4  P.  M.,  and  Tuesday  and  Friday  evening  between  6 
and  8  one  visitor  will  be  permitted,  providing  only  two  come  in  the  after- 
noon, and  at  no  other  time,  except  by  special  permission  from  the  Super- 
intendent. 

2.  Not  more  than  three  visitors  will  be  admitted  to  see  any  patient, 
but  only  two  will  be  permitted  to  be  at  the  bedside  at  one  time. 

3.  Parents  only  (no  children,  relatives  or  friends)  will  be  permitted 
to  visit  in  the  children's  ward  and  for  one-half  hour  only  each  visit. 

Patients  reported  as  seriously  ill  by  the  Physician  or  Surgeon  will 
be  permitted  to  see  members  of  the  family  at  any  time. 

4.  Only  fruit,  jelly,  and  ice-cream  can  be  brought  for  patients.  Such 
packages  must  be  left  with  the  door  clerk,  and,  if  approved  by  the  Physi- 
cian, will  be  sent  to  the  patients. 

5.  Visitors  must  observe  perfect  order  and  propriety  while  in  the 
Hospital ;  must  confine  their  visits  to  their  immediate  friends ;  must  not 
stop  or  loiter  in  the  halls,  offices,  or  on  stairways,  and  must  leave  the 
building  promptly  at  the  end  of  visiting  hours. 

Any  violations  of  these  rules  may  subject  the  offender  to  exclusion 
from  the  premises. 

All  letters  of  inquiry  regarding  patients  should  be  addressed  to 

CHARLES  H.  YOUNG,  M.D.,  Superintendent. 
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CORLIES,   MACY  &  CO.,   INC. 

PRINTERS 

NEW  YORK  CITY,  N.  Y. 


i 


FORM  OF  BEQUEST 


I  give  and  bequeath  to  Th3  Prhsbytrrian  Hospital  in  the 
City  of  New  York,  incorporated  by  the  Legislature  of  the  State 

of  New  York  in  the  Year  1868,  the  sum  of  - 

Dollars,  to  be  applied  to  the  use  and  benefit  of  the 

said  Hosjjital,  under  the  direction  of  the  Managers  thereof. 


FORM  OF  DEVISE 


I  give  and  devise  to  The  Presbyterian  Hospital  in  the 
City  of  New  York,  incorporated  by  the  Legislature  of  the  State 
of  New  York  in  the  year  1868,  all  that,  etc.  [describe  the  property] 
to  be  had  and  holden  to  the  said  The  Presbyterian  Hospital 
IN  THE  City  of  New  York,  and  their  successors  and  assigns,  for 
the  use  and  benefit  of  the  said  Hospital. 


THE 


PRESBYTERIAN  HOSPITAL 

IN  THE 

CITY  OF  NEW  YORK  js^ 

Fiftieth  Annual  Report 

FOR  THE  YEAR  ENDING  SEPT.  30 

1918 


'PRESBYTERIAN  in  its  BURDENS  because  founded  b^ 
PRESBYTERIANS. 

UNDENOMINATIONAL  in  its  BENEFITS  because 
"For  the  T^eception  of  Patients  irrespective  of  Creed,  Nationality,  and 
Color. " 

Announcement  of  James  Lenox,  President,  on  opening  Hospital,  1872 


THE 


PRESBYTERIAN  HOSPITAL 


IN  THE 


CITY  OF  NEW  YORK 


Fiftieth  Annual  Report 

FOR  THE  YEAR  ENDING  SEPT.  30 

1918 


'PRESBYTERIAN  in  Us  BURDENS  because  founded  byf 
PRESBYTERIANS. 

UNDENOMINATIONAL  in  its  ^BENEFITS  because 
"For  the  Reception  of  Patients  irrespective  of  Creed,  Nationality,  and 
Color. " 

Announcement  of  James  Lenox,  President,   on  opening  Hospital,  1872 
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OFFICERS 


President 
WILLIAM  SLOANE 


Vice-President 
WILLIAM  M.  KINGSLEY 


Treasurer 

WILLIAM  V.  S.  THORNE 

41  East  70th  Street 


Secretary 

MATTHEW  C.  FLEMING 

71  Broadway 


MANAGERS 


Whose  teryns  of  office  expire  respectively  in 


1919 

ROBERT  W.  DEFOREST 
CHARLES  W.  McALPIN 
DAVID  M.  LOOK 
EDWARD  S.  HARKNESS 
JAMES  R.  SHEFFIELD 
GEORG-E  GIBBS 
WILLIAM  WILLIAMS 


1921 

J.  CLEVELAND  CADY 
ARTHUR  P.  STURGES 
WILLIAM  SLOANE 
MEXRY  W.  DEFOREST 
THATCHER  M.  BROWN 
C.  IRVING  FISHER,  M.D. 


1920 

WILLIAM  R.  WILLCOX 
MOREAU  DELANO 
WILLIAM  M.  KINGSLEY 
WILLIAM  SLOANE  COFFIN 
STEPHEN  G.  WILLIAMS 
CORNELIUS  R.  AGNEW 


1922 

ETHAN  ALLEN 
WILLIAM  V.  S.  THORNE 
MATTHEW  C.  FLEMING 
EUGENE  DELANO 
WILLIAM  ALLEN  BUTLER 
PHILIP  A.  ROLLINS 
ROBERT  W.  CARLE 
JOHNSTON  DEFOREST 


Ex-OfUcio 


Minister  of  the  Old  First  Presbyterian  Church.* 


ROBERT   WATSON,   D.D., 

Minister    of    the    Scotch    Presby- 
terian Church. 


DAVID  JAMES  BURRELL,  D.D., 
Senior  Minister  of  the  Collegiate 
Reformed  Church. 


*  Formerly   the   First  Presbyterian   Church  and   the  Madison   Square 
Presbyterian  Church. 


Board  meets  second  Tuesday  of  February,  April,  June,  August,  October 

and  December. 


STANDING  COMMITTEES 


Executive 


THATCHER  M.  BROWN  WILLIAM  M.  KINGSLEY 

EDWARD  S.  HARKNESS  WILLIAM  ALLEN  BUTLER 

EUGENE  DELANO  C.  IRVING  FISHER,  M.D. 

WILLIAM  V.  S.  THORNE  MOREAU  DELANO 

And    the    members    of    the    Inspecting    Committee   on    duty,    Out-Pa  tient 
Department,  School  of  Nursing  and  House  Committees. 

Regular  meeting  on  second  and  fourth  Tuesdays  of  each  month. 


Out-Patient  Department 

ROBERT  W.  CARLE  WILLIAM  ALLEN  BUTLER 

ETHAN  ALLEN  CORNEL! US  R.  AGNEW 

JAMES  R.   SHEFFIELD 


Finance 

WILLIAM  M.  KINGSLEY  MOREAU   isELANO 

CORNELIUS  R.  AGNEW  HENRY  W    DEFOREST 

And  Treasurer  Ex-Ofjlcio. 


Nominating 

EDWARD  S.  HARKNESS  THATCHER  M.  BROWN 

JOHNSTON  DEFOREST  WILLIAM  WILLIAMS 

And  Secretary  Ex-Officio. 


House 

STEPHEN  G.  WILLIAMS  ROBERT  W.  CARLE 

PHILIP  A.  ROLLINS  GEORGE  GIBBS 


STANDING  COMMITTEES 


School  of  Nursing 


WILLIAM  SLOANE 
JAMES  R.  SHEFFIELD 
EUGENE  DELANO 


ADRIAN  V.  S.  LAMBERT,  M.D. 
WALTER  W.   PALMER,  M.D. 
ALBERT  R.  LAMB,  M.D. 


DAVID  M.  LOOK 


Auditing 

ETHAN  ALLEN 


Comanittee  on  Relations  Between  the  Hospital  and  Columbia   University 

HENRY  W.  DEFOREST  EDWARD  S.  HARKNESS 

WILLIAM  SLOANE 


Building  Committee 


EDWARD  S.  HARKNESS 
WILLIAM  V.  S.  THORNE 


WILLIAM  SLOANE 
HENRY  W,    DEFOREST 


The  President  is  Ex-Offiolo  a  member  of  all  Committees. 


Inspecting  Committee 


1918 
May — 
Messrs.  FISHER  and  SLOANE 

June — 

Messrs.    ALLEN    and    JOHNSTON 
DEFOREST 

July — 

Messrs.  WILLIAM  WILLIAMS  and 
MOREAU  DELANO 

August — 

Messrs.    STEPHEN  G.   WILLIAMS 
and  LOOK 

September — 

Messrs.   KINGSLEY   and  AGNEW 

October — 

Messrs.    ARTHUR    STURGES    and 
GIBBS 


November — 

Messrs.  ROLLINS  and  SLOANE 

December — 

Messrs.  FISHER  and  BUTLER 

1919 
January — 
Messrs.   CARLE  and  HARKNESS 

February — 

Messrs.  ALLEN  and  THORNE 

March — 

Messrs.    STEPHEN   G.    WILLIAMS 


April — 

Messrs.  AGNEW  and  SHEFFIELD 


The  By-Laws  call    for   a    weekly   Inspection   of   all   Departments   of   the 

Hospital. 


EXECUTIVE  OFFICERS 


Superintendent 
CHARLES  H.   YOUNO,  M.D.* 

Acting  Superintendent 
JAMES  U.  NORRIS 

Assistant  Superintendent 
RUTH  T.  DEAN,  R.N. 

Assistant  to  the  Superintendent 
TERENCE  B.   HODLIDAY 


Director  School  of  Nursing 
ANNA  CAROLINE  MAXWELL,  R.N. 


Assistant  Director  School  of  Nursing 
JANET  B.  CHRISTIE,  R.N.* 


Chaplain 
THEODORE  D.  MARTIN* 


Acting  Chaplain 
W.   L.    HUGHES 

Pharmacist 
ANNA  E.  GROSSO 

Chief  Clerk 
KARL  L.  VAN  SLYKE 

Chief  Engineer 
FRANK  H.  GOODWIN 

Assistant  to  the  Treasurer 
CURTIS  R.  SOUTHWICK 


*In  Active  Military  Service. 


MEDICAL   BOARD 

President,  ADRIAN  V.  S.  LAMBERT,  M.D., 

Direc-tor  of  Surgical  Service. 

WARFIELD  T.  LONGCOPE,  M.D.,*       JAMES  W.  JOBLING,  M.D., 
Director  of  Medical  Service.  Director  of   Pathological   Service. 


MEDICAL    SERVICE 

Director 
WARFIELD  T.  LONGCOPE,  M.D.* 

Visiting  Physicians 
GEORGE  A.  TUTTLE,  M.D.  T.  STUART  HART,  M.D. 

DAVID  BOVAIRD,  M.D.*  WALTER  W.  PALMER,  M.D. 

Visiting  Physician  to  Children's  Service 
WILLIAM  P.  NORTHRUP,  M.D. 

Visiting  Neurologist 
FREDERICK  TILNEY,  M.D. 

Visitifig  Urologist 
J.  BENTLEY  SQUIER,  M.D. 

Associate  Visiting  Physicians 
HERBERT  S.   CARTER,  M.D.  GEORGE  DRAPER,  M.D.* 

H.  RAWLE  GEYELIN,  M.D.  ARTHUR  E.  NEER(iAAi:D,  M.D.* 

ALBERT  R.   LAMB,   M.D. 

Associate   Visiting  Physician   to   Children's  Service 
HOWARD  H.  MASON,  M.D. 

Associate  Visiting  Urologist 
J.   F.   MCCARTHY,   M.   D. 

Assistant  Visiting  Physicians 
DANA  W.  ATCHLEY,  M.D.  RALPH  A.  KINSELLA,  M.D.* 

ARCHIBALD  McI.   STRONG,   M.D. 

Assistant  Visiting  Neurologist 
HUBERT  S.  HOWE,  M.D. 

Assistant  Visiting  Urologists 
CLARENCE  G.  HANDLER,  M.D.  ROLFE  KINGSLEY,  M.D. 


MEDICAL    AND    RESEARCH    LABORATORIES 

Assistant  Physicians 
WILLIAM  S.  LADD,  M.D.*  LEE  H.  FERGUSON,  M.D. 

Clinical  Chemist 
KATHARINE  R.   COLEMAN,  M.A. 

*In  Active  Military  Service. 


8VRGI0AL    SERVICE 

Director 
AJDRIAN  V.  S.  LAMBERT,  M.D. 

Visiting  Surgeon 
ELLSWORTH   ELIOT,  JR.,  M.D.* 

Associate  Visiting  Surgeons 
FORBES  HAWKES,  M.D.  CLARENCE  A.  McWILLLlMS,  M.D.* 

Assistant  Visiting  Surgeons 

HUGH  AUCHINCLOSS,  M.D.  ALLEN  O.  WHIPPLE,  M.D. 

JAMES  A.  CORSCADEN,  M.D. 

Second  Assistant   Visiting  Surgeons 

JAMES  W.  JAMESON,  M.D.*  J.  M.  HANFORD,  M.D. 

E.  T.  RULISON,  JR.,  M.D.  SIDNEY  R.  BURNAP,  M.D.* 

Anesthetist 
RACHEL  KING,  R.N. 


ROENTGEN  RAY  DEPARTMENT 

Visiting  Physician 
HARRY   M.   IMBODEN,   M.D. 

Technician 
LOUISA  F.  GREENE 


Photographer 
CARLIS  J.   LANDER 


■*In  Active  Military  Service. 


PATHOLOGIOAL   SERVICE 

Director 
JAMES  W.  JOBLING,  M.D. 

Associate  Visiting  Pathologist 
CHARLES  H.   BAILEY,  M.D. 

Resident  Pathologist 
ANBREW  A.  EGOSTEIN,  M.D. 

Assistant  Resident  Pathologist 
RUDOLPH  KRAMER,  M.D. 

Associate  Visiting  Surgical  Pathologist 
WILLIAM  C.  CLARKE,  M.D. 

Assistant  Visiting  Surgical  Pathologist 
ALLEN  O.   WHIPPLE,  M.D. 

Second  Assistant  Visiting  Surgical  Pathologist 
ARTHUR  P.   STOUT,  M.D.* 

Third  Assistant  Visiting  Surgical  Pathologist 
RODERICK  V.  GRACE,  M.D.* 

Bacteriologist 
HANS  ZINSSER,  M.D.* 

Associate  Bacteriologist 
ARNOLD  K.  BALLS,  M.D. 

Resident  Bacteriologist 
MIRIAM  OLMSTEAD  LIPMAN 


SPECIAL    CONSULTANTS 

Gynecoiopi/— EDWIN  B.  CRAGIN,  M.D. 

Laryngology  and  Otology— CORl^EIAJJS  G.  COAKLEY,  M.D. 

Assistant  Consultants— ED\\ A-VCD  A.  PRATT,  M.D. 
J.   D.   KERNAN,    M.D. 

Opthalmology—KR^OlAy  KNAPP,  M.D. 

Dermatology— ZOU"^  ADDISON  FORDYCE,  M.D. 

Anesthesia— TYiOUX^  L.  BENNETT,  M.D. 

•In  Active  Military  Service. 


HOUSE  STAFF 


Resident  Physician 
LEE  H.  iFBROUSON,  M.D. 

Medical  Service 

For  four  months  ending  June  30th,  1918. 


FiEST  Division 
House  Physician 
WILLIAM  H.  LEAKE,  M.D. 

First  Assistant 
EDWARD  R.  WARE,  M.D. 
Second  Assistant 
EARL  O.  MONTGOMERY,  M.D. 

Third  Assistant 
JOHN  R.  PERKINS,  M.D. 


Second  Division 
House  Physician 
RONALD  M.  FERRY,  M.D. 

First  Assistant 
RANDOLPH  WEST,  M.D. 
Second  Assistant 
BERTHOLD  S.  KENNEDY,  M.D. 

Third  Assistant 
ALEXANDER  MANNE,  M.D. 


For  three  months 
FmsT  DmsioN 
House  Physician 
EDWARD  R.  WARE,  M.D. 

First  Assistant 
PHILIP  MARVEL,  JR.,  M.D. 

Second  Assistant 
LORRIN  A.  SHEPARD,  M.D. 

Third  Assistant 
FRANK  D.    SPENCER,  M.D. 


ending  September  30th,  1918. 

Second  Division 
House  Physician 
RANDOLPH  WEST,  M.D. 
First  Assistant 
CARL  WURM,  M.D. 

Second  Assistant 
PHILIP  C.  POTTER,  M.D. 

Third  Assistant 
HAROLD  C.  STUART,  M.D. 


Surgical  Service 

For  four  months  ending  June  30th,  1918. 


First  Division 

House  Surgeon 
WILLIAM  H.  FIELD,  M.D. 

First  Assistant 
DUNCAN  MacT.  FULLER,  M.D. 

Second  Assistant 
PHILIP  MARVEL,  JR.,  M.D. 

Third  Assistant 
LORRIN  A.  SHEPARD,  M.D. 


Second  Division 

House  Surgeon 
JOHN  I.  B.  VAIL,  M.D. 

First  Assistant 
EMIL  B.  BIOKLBY,  M.D. 
Second  Assistant 
CARL  WURM,  M.D. 

Third  Assistant 
PHILIP  C.  POTTER,  M.D. 


For  three  months  ending  September  30th,  1918. 


FiBST  Division 

House  Surgeon 
DUNCAN  MacT.  FULLER,  M.D. 

First  Assistant 
EARL  C.  MONTGOMERY,  M.D. 

Second  Assistant 
JOHN  R.  PERKINS,  M.D. 

Third  Assistant 
WILLIAM  J.  BARNES,  M.D. 

House  Physician 


Second  Division 
House  Surgeon 
EMIL  B.  BICKLEY,  M.D. 
First  Assistant 
BERTHOLD  S.  KENNEDY 

Second  Assistant 
ALEXANDER  MANNE,  M.D. 

Third  Assistant 
RICHARD  N.  PIERSON,  M.D 

to  the  Children's  Service 


M.D. 


For  the  six  months  ending  September  30th,  1918. 
SIGMUND  MANHEIM,  M.D. 


OUT-PATIENT  DEPARTMENT 


Officers 

Registrar  Matron 

JAMES  U.  NORRIS  GRACE  I,  CAMERON,  R.N. 

Clerk  Pharmacist 

ANNA  H.  MILLER  ANNA  E.  GROSSO 

Attending  Staff 

Attending  Surgeon  (Chief  of  Clinic) 
DUDLEY    H.    MORRIS,   M.D. 

Assistant  Surgeons 

JAMES  L.   COBB,  M.D.*  JAMES  W.  JAMESON,  M.D.* 

RODERICK   V.   GRACE,   M.D.*  FENTON  TAYLOR,  M.D.* 

Attending  Proctologist 
FRANK  C.  YEOMANS,  M.D. 

Attending  Physician   {Chief  of  Clinic) 
ARTHUR   E.   NEBRGAARD,   M.D.* 

Assistant  Attending  Physicians 
WALTER  P.  ANDERTON,  M.D.       MARTIN  DeF.  SMITH,  M.D.* 


Assistant  Physicians 

BERTON  LATTIN,  M.D.*  ARTHUR  H.  TERRY,  M.D.* 

ALPHEUS  FREEMAN,   M.D.  HERMAN  ELWYN,  M.D.* 

HOWARD  F.   SHATTUCK,  M.D.*         KENNETH  R.  McALPIN,  M.D.* 
LEWIS  BIBB,  M.D.*  LEE  H.  FERGUSON,  M.D. 


*In  Active  Military  Service. 


OUT-PATIENT    DEPARTMENT 

CHILDREN'S   DEPARTMENT 

Attending  Physician 
HOWARD   H.   MASON,   M.D. 

Assistant  Physicians 

B.  WALLACE  HAMILTON,  M.D.  PHOEBE  M.  VAN  VOAST,  M.D. 

FAIRFAX   HALL,   M.D. 

TUBERCULOSIS  DEPARTMENT 

Attending  Physician 
WILLIAM  B.  BOYD,  M.D. 

Assistant  Physician 
B.  ISABEL  SHANNON,  M.D. 

DEPARTMENT   OF   CASTRO-INTESTINAL    DISEASES 

Attending  Physician 
ARMI  STEAD  C.  ORUMP.  M.D. 

MASSACE  DEPARTMENT 

Attending  Physician 
GUDRUN  FRIIS-HOLM,  M.D. 

DENTAL  DEPARTMENT 

Attending  Dental  Surgeon 
HENRY  SAGE  DUNNING,  M.D.,  D.D.S.* 

Assistam,t  Dental  Surgeons 

VETHAKE  E.  MITOHEL,  D.D.S.  IRVIN  H.  BEACH,  D.D.S.* 

HOWARD  VAN  NATTA,  D.D.S.*  WILLIAM  A.  SPRING,  D.D.S. 

*In  Active  Military  Service. 


THE  FOETY-NINTH  ANNIVERSARY 
OF 

THE   PRESBYTERIAN   HOSPITAL 

IN   THE    CITY  OF    NEW   YORK 

was  held  in  Florence  Nightingale  Hall  (School  of  Nursing), 
37  East  71st  Street,  December  6th,  1917,  at  4:15  P.  M. 

The  President,  Mr.  William  Sloane,  presided. 

The  exercises  were  as  follows: 

Solo,  ''Rule  Britannia,''  Miss  Grace  Wheeler. 

Prayer,  Robert  Watson,  D.D. 

Remarks,  Mr.  William  Sloane. 

Solo,  "Marseillaise,"  Mrs.  Regnar  Kidde. 

Address,  "Our  Cause  in  the  War,"  Dr.  Henry  van  Dyke. 

"America." 

"Star-Spangled  Banner." 

The  Forty-ninth  Annual  Report  of  the  Board  of  Managers,  con- 
taining the  report  of  the  Treasurer,  was  presented. 


IN  MEMORIAM. 

FEEDEEICK  STUEGES 

Manager,  1877-1917 

President,  1910-1916 

President  Emeritus,  1916-1917 

Died  in  Service,  December  23,  1917 

His  name  is  indelibly  linked  with  the  history  of  the  Presbyterian 
Hospital.  .His  father  Jonathan  Sturges  was  one  of  its  incorporators 
in  1868.  It  was  in  1877,  during  the  life  of  its  founder,  James  Lenox, 
that  Frederick  Sturges  became  a  member  of  the  Board  of  Managers. 
He  was  chairman  of  the  Executive  Committee  from  1884  to  1909; 
vice-president  from  1896  to  1910;  president  from  1910  to  1916; 
president  emeritus  since  1916.  He  holds  the  longest  record  of  con- 
tinuous service — forty  years.  His  son  became  a  member  of  the  Board 
of  Managers  in  1899 — thus  making  three  generations  serving  this 
institution. 

Mr.  Sturges  possessed  special  qualifications  for  valuable  service 
to  the  Hospital.  He  was  genial  and  courteous,  a  Christian  gentleman, 
justly  esteemed  for  his  excellent  qualities  of  head  and  heart.  His 
charming  personality,  his  far-reaching  influence,  and  his  wise  counsel 
contributed,  in  no  small  degree,  to  the  constantly  increasing  success 
which  attended  the  Management  during  his  connection  with  the 
Hospital. 

Fortunately  possessing  the  time  and  inclination,  he  studied  and 
knew  the  personalities  of  all  the  heads  of  the  departments.  In  the 
administration  of  the  Hospital,  Mr.  Sturges  took  a  vital  interest.  It 
may  be  truly  said  that  the  creation  of  the  "Spirit  of  the  Presbyterian 
Hospital"  was  in  large  measure  due  to  his  far-sighted  judgment  and 
candor._  Visiting  the  Hospital  several  times  weekly,  he  came  into  per- 
sonal touch  with  the  officers,  doctors  and  nurses.  He  knew  them 
individually  and  took  pleasure  in  calling  them  by  name. 

Enthusiastic  as  to  the  ability  of  the  Hospital  to  do  things,  he  waa 
a  keen  observer  of  weak  points,  open  and  frank  in  his  criticisms, 
pointing  out  defects  but  very  generous  in  commendations,  wonder- 
fully human  in  his  judgments,  analyzing  mistakes  and  failures  with 
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great  kindness.  His  criticisms  were  pre-eminently  constructive  be- 
cause they  were  founded  upon  thoughtful  consideration  of  all  the 
factors  concerned.  While  he  was  more  than  modest  in  never  forcing 
his  views,  yet  he  possessed,  in  a  striking  degree,  the  judicial  faculty 
in  the  settlement  of  important  matters. 

Mt.  Sturges  had  a  genius  for  discerning  the  sympathy  and  atti- 
tude of  the  outside  world  towards  the  Hospital  and  its  problems.  This 
knowledge  he  brought  to  those  who  worked  wholly  within  its  walls, 
so  that  they  could  have  clearer  ideas  of  what  must  be  done  to  keep 
abreast  of  medical  and  surgical  progress. 

The  measure  of  success  to  which  the  School  of  Nursing  has 
attained  is  largely  due  to  Mr.  Sturges'  untiring  efforts  and  to  his 
belief  in  its  usefulness  to  the  world.  For  a  quarter  of  a  century,  from 
1892  to  1916,  he  was  the  chairman  of  the  Committee  for  the  School 
of  Nursing.  This  very  important  work  he  undertook  at  the  request 
of  John  S'.  Kennedy,  then  the  president  of  the  Hospital.  ]\Ir.  Sturges 
gave  most  liberally  both  of  his  time  and  money,  for  he  had  a  vision 
of  the  great  possibilities  and  the  wide  and  varied  fields  to  which  the 
work  of  nursing  might  extend — skilled  care  of  the  sick  in  all  walks 
of  life,  assisting  the  medical  profession  in  scientific  pursuits  and  pre- 
paring students  for  the  important  task  of  directing  other  schools  of 
nursing  and  hospitals. 

Mr.  Sturges  looked  upon  the  Hospital  also  as  a  community  cen- 
ter where  people  might  come  and  receive  helpful  suggestions  as  well 
as  aid  in  curing  bodily  ailments. 

In  his  death  on  the  22nd  of  December,  1917,  the  Presbyterian 
Hospital  and  its  staff  have  sustained  a  great  loss,  and  its  Board  of 
Managers  has  been  deprived  of  a  loyal  member,  in  association  with 
whom  there  was  always  a  stimulus  to  high  ideals  and  enthusiastic 
effort. 
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IN  MEMORIAM. 


EUGENE  WILSON  CALDWELL,  M.D. 

Major,  Medical  Reserve  Corps, 
United  States  Army 

Eugene  Wilson  Caldwell,  M.D.,  M.R.C.,  U.S.A.,  died  at  Eoose- 
velt  Hospital,  June  20th,  1918. 

Dr.  Caldwell  was  born  in  Savannah,  Missouri,  forty-eight  years 
ago.  He  received  the  degree  of  B.  S.  from  the  University  of  Kansas 
and  in  1905  the  degree  of  M.  D.  from  Bellevue  Medical  College,  New 
York  City.  He  was  appointed  Visiting  Physician  to  the  Roentgen 
Ray  Department  of  the  Presbyterian  Hospital  in  1910,  which  position 
he  held^  until  the  time  of  his  death.  He  entered  the  service  of  his 
country  as  Major  in  the  Medical  Reserve  Corps  in  the  Spring  of  1917. 

Dr.  Caldwell  was  an  enthusiast  and  a  genius  in  the  realm  of  the 
x-ray  in  its  application  to  medicine  and  surgery.  He  was  widely 
known  as  a  diagnostician  from  the  radiograph.  He  early  recognized 
the  need  of  more  effective  apparatus  in  this  line  of  work  and  his 
studies  in  electrical  science  enabled  him  to  invent  many  valuable 
devices.  He  was  the  first  in  this  country  to  perfect  the  technique  for 
the  examination  of  the  frontal  sinuses.  At  the  time  of  his  death  he 
was  engaged  in  perfecting  a  stereofluroscope  for  determining  the  exact 
location  of  foreign  objects  in  the  human  body.  Fortunately  he  had 
practically  completed  this — one  has  been  sent  to  the  battlefront  and 
many  more  are  being  made. 

Dr.  Caldwell  began  his  work  in  the  days  before  the  danger  of  the 
x-ray  were  known  and  his  hands  and  arms  became  severely  burned 
and  for  many  years  required  constant  treatment.  But  in  spite  of  the 
pain  and  suffering  caused  by  this  he  was  not  deterred  from  active  and 
enthusiastic  work. 

Dr.  Caldwell  died  in  the  service  of  his  country.  Living  he  con- 
tributed much  for  the  relief  of  human  suffering  and  his  investigations 
will  long  continue  to  benefit  his  fellow  men. 
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THE  FIFTIETH  ANNUAL  REPORT 

OF  THE 

BOARD  OF  MANAGERS 

OF 

THE   PRESBYTERIAN   HOSPITAL 

IN  THE  CITY  OF  NEW  YORK 

For  the  Year  ending  September  30,  1918. 

TO  THE  SOCIETY,  TO  THE  CHURCHES  WHICH  IT  REPRE- 
SENTS, AND  TO  THE  PUBLIC : 

On  February  28th,  1868,  a  charter  was  granted  by  the  Legislature 
of  the  State  of  New  York  to  the  Presbyterian  Hospital.  It  is  there- 
fore fifty  years  since  the  corporate  existence  of  our  Hospital  began. 

At  no  time  in  these  many  years  has  the  staff  of  the  Hospital  been 
called  upon  for  such  unusual  service  as  during  the  year  now  closing. 
By  reason  of  the  war,  military  service  has  claimed  large  numbers  of 
our  surgeons,  physicians,  nurses  and  clerks — every  member  of  our 
P.athological  Staff  of  last  year  is  now  in  the  army.  Those  who  have 
remained,  and  those  who  have  filled  the  positions  vacated  have,  with 
supreme  devotion,  carried  on  the  Hospital  service.  The  Board  of 
Managers  keenly  appreciate  their  loyalty  and  self-sacrifice. 

We  record  with  deep  sorrow  the  death,  during  the  past  year, 
of  Mr.  Frederick  Sturges,  President  Emeritus  of  the  Hospital.  Mr. 
Sturges  had  been  identified  with  its  management  for  forty  years. 
The  memorial  resolutions  adopted  by  the  Board  of  Managers  are 
printed  elsewhere  in  this  report. 

We  have  also  lost  by  death  Dr.  E.  W.  Caldwell,  the  head  of  the 
Roentgen  Ray  Department. 

The  School  of  Nursing  has  been  greatly  enlarged  to  meet  the  need 
of  the  army  for  more  nurses.  Arrangements  concluded  with  Teachers 
College  and  Vassar  College  have  brought  many  from  these  institutions 
to  our  school  for  instruction  in  nursing.  The  Out-Patient  Depart- 
ment has  been  most  efficiently  served  by  the  attendance  of  volunteer 
women  workers  in  the  capacity  of  clerical  assistants.  Reference  in 
greater  detail  to  these  important  developments  may  be  found  in  the 
report  of  the  Director  of  the  School  of  Nursing. 

During  the  year  Dr.  Walter  W.  Palmer  was  appointed  Acting 
Director  of  the  Medical  Service,  and  Dr.  James  W.  Jobling  Director 
of  the  Pathological  Service. 

In  the  absence,  on  military  duties  overseas,  of  Dr.  Charles  H. 
Y^oung,  the  Superintendent  of  the  Hospital,  Mr.  James  U.  Norris 
was  appointed  Acting  Superintendent. 
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Receiving  a  Convoy 


Convalescents  on 
Esplanade 


Scenes  from  the  U.  S.  Presbyterian  Unit,  Etretat,  France 


BEPOBT  OF  THE  MANAGERS.  21 

In  1887  the  Hospital  withdrew  from  membership  in  the  Hospital 
Saturday  and  Sunday  Association  (now  the  United  Hospital  Fund) 
because  of  a  change  then  made  in  the  method  of  distribution  of  the 
funds  collected  by  that  organization.  This  objectionable  method 
having  been  altered  during  1918,  the  Board  of  Managers  unanimously 
agreed  to  join  once  more  with  other  hospitals  in  the  united  appeal  to 
the  generosity  of  the  people  of  the  City  of  New  York.  The  Presby- 
terian Hospital  is  now,  therefore,  a  member  of  the  United  Hospital 
Fund. 

Excellent  reports  continue  to  come  from  the  Presbyterian  Hos- 
pital Unit  (Number  1  General  Hospital,  British  Expeditionary 
Force),  located  at  Etretat,  Normandy,  France.  Colonel  George  E. 
Brewer,  who  resigned  the  post  of  Director  of  Surgery  in  the  Hospital 
in  order  to  take  charge  of  the  unit  in  May,  1917,  has  since  received 
rapid  promotion  and  is  now  Consulting  Surgeon  of  an  army  corps, 
He  was  succeeded  at  Etretat  by  Major  William  Darrach,  who  was 
promoted  to  the  rank  of  Lieutenant  Colonel  and  made  Division  Con- 
sultant. Lieutenant  Colonel  Darrach  was  succeeded  in  turn  by 
Major  Willard  B..  Soper. 

The  service  of  these  men  and  the  seventy-eight  nurses  from  The 
Presbyterian  Hospital  constituting  the  unit,  has  won  high  praise  from 
the  British  military  authorities.  One  of  their  number.  Miss  Amabel 
S.  Eoberts,  died  on  the  field  in  active  service  in  January  last.  Mrs. 
Janet  B.  Christie  and  Miss  Louise  Marie  Marsh  have  been  cited  in 
British  orders,  while  Miss  Edith  Campbell  has  been  awarded  the 
Military  Medal  by  King  George,  and  Miss  Mildred  F.  Perkins  the 
Koyal  Eed  Cross. 

It  was  the  privilege  of  your  President  to  visit  the  unit  during 
the  past  summer,  where  he  found  that  all  were  maintaining  the  best 
traditions  of  The  Presbyterian  Hospital  while  in  military  service 
in  France. 

The  report  of  the  Treasurer  reflects  how  the  mounting  cost  of 
operating  a  hospital  has  increased  the  necessity  for  a  larger  income. 
It  would  not  be  the  part  of  wisdom  to  advance  the  cost  of  treatment 
to  the  patient,  the  only  recourse  left  being  an  urgent  appeal  to  the 
public  for  financial  support.  The  endowment  of  beds,  additions  to 
the  general  fund,  annual  contributions,  testamentary  provisions  must 
be  forthcoming  in  a  greater  measure  than  heretofore  if  The  Presby- 
terian Hospital  is  to  continue  to  hold  its  place  in  the  estimation  of 
the  public. 

All  of  which  is  respectfully  submitted. 

By  order  of  the  Board  of  Managers. 

WILLIAM  SLOANE, 
MATTHEW  C.  FLEMING,  President. 

Secretary. 
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COMPARATIVE   STATEMENT   OF   CURRENT   REVENUE 
For  Years  ending  September  30,  1918  and  1917. 

Hospital  Earnings  or  Operating  Earnings. 

1918  1917 

Private  Itoom   Patients $.'i6,410.64  $35,678.3 

Board  of  Friends  of  Patients 634.80  1,545.< 

Ward  Pay  Patients 56,216.32  41,707,( 

Special  Nursing   34,877.55  42,580.' 

Fees  from  Pupil  Nurses 1,680.00 

X-Ray  Service  2,387.25  1,322.7C 

Photographic  Service   87.S 

Operating  Room  Fees  3.0.33.50  l,930.i 

Out-Patient  Department    9,079.57  8,420.( 

Ambulance  Fees   239.00  215.( 

Telephone  Toll  1,350.14  1,197. 

Bones  and  Soap  Fat  Sold 1,171.93  630. 7J 

Scrap  Material  Sold 744.57  343.38 

Waste  Paper  Sold 70.16  164.21 

Miscellaneous    165.17  2.30.2C 

$136,052.1 


Total  Hospital  EAB^^IXGS $148,060.60 

Other  Revenue  or  Income. 

1918 
Donations  from   Individuals  to  meet   Current  Ex- 
penses      $23,489.00 

Donations    from    Churches   to   Meet    Current    Ex- 
penses      4,634.55 

Donations,  Special  2,968.47 

Income  from  Investments  held  in : 

Endowed   Bed  Fund 49,335.50 

Perry  McDonough  Collins  Endowment  Fund 3,500.79 

Edwin  Bancroft  Foote  Fund 7,000.00 

General  Endowment  Fund 6,340.00 

General  Fund   44,557.84 

Margaret  E.  Dows  Fund 200.00 

Fiske  Fund    3,400.00 

Morris  K.  and  Maria  De  Witt  Jessup  Fund 5,000.00 

Margaret  A.  Jones  Fund 6,000.00 

John  Stewart  Kennedy  Fund 73,328.00 

Sidman  Trust  Fund 40.00 

Fund  in  Memory  John  T.  Terry 2.2,50.00 

Isaac  E.  Valentine  Memorial  Fund 19,8.52.10 

Moses  Weinman  Fund 200.00 

From  Fund  for  Educational  and  Scientific  Work..  61,683.46 

Income  from  Estate  Andrew  J.  Garvey 97.62 

Income  from  Premises  67th  and  OSth  Streets  and 

Avenue  A  9,926.60 

Net  Income  from  Premises  126.3-5  Fifth  Avenue..  2,664.47 

Interest  on  Cash  Balances  in  Bank 954.45 

Interest  on  Unpaid  Legacies 300.00 

Total  Otheb  Revenue  or  Income $327,722.85 


1917 

$18,254.< 

4,727.1 
2,815.C 

47,521.70 

6,6.52.78 

2,382.< 

50,710.! 

200.00 

3,400.00 

6,000.00 

71,014.50 

40.00 

2,250.00 

21,692.56 

200.00 

61,127.46 


9.213.56 

1 ,456.74 
200.00 

F.309,859.08 
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COMPARATIVE   STATEMENT  OF  CURRENT  REVENUE— Continued 

For  Years  ending  September  30,  1918  and  1917. 

Appropriations  from  Special  Funds  to  Meet  Current  Expenses. 


1918 

The  Mrs.  Frederic  Baker  Pathological  Dept.  Fund  $115.85 

C.  K.  Eriddon  Gold  Medal  Fund 

Dortic  Memorial  Fund 2,121.14 

Mrs.  David  Dows  Fund 332.50 

East  River  Homes  Fund 8,168.48 

Flower  Fund 150.00 

The  Katie  Geitz  Fund 3,164.72 

The  Harriman  Fund  for  Surgical  Research 540.00 

Hill  Top  Camp  Fund 1,878.80 

Holiday  Cheer  Fund 748.52 

House  Staff  Entertainment  Fund 93.23 

Nurses'  Cheer  Fund 158.55 

Patients'  Cheer  Fund 133.44 

Patients'  Relief  Fund 2,284.34 

Room  J,  Trust  Fund 

Fund  ta  Memory  Clara  Alsop  Russell 156.15 

Sarah  Sanford  Fund 838.40 

School  of  Nursing  Library  Fund 24.00 

School  of  Nursing  Scholarship  Fund 375.00 

H.  Smith  Periodical  Fund 50.00 

The    Mrs.    W.    K.    Vanderbilt    Fimd    for    Visiting 

Nursing    9,465.65 

Total   Appropriations   from    Speciax   Funds 

TO  Meet  Current  Expenses $30,798.77 


Grand  Total  Current  Revenue $506,588.32 

Excess  Current  Exps.  over  Current  Revenue. .     43,867.53 


Total   $550,455.85 


1917 

$114.43 

40.00 

2,720.60 

955.25 

7,727.82 

150.00 

2,972.88 

688.00 

1,076.37 

993.12 

64.80 

279.72 

360.88 

1,134.58 

353.25 

63.95 

361.60 

.65 

350.00 

62.42 

9,919.15 


$30,389.47 

$476,301.37 
20,140.13 

$496,441.50 


Note:     For  the  purposes  for  which  the  above  Funds  are  used  see  pages 
32,  33  and  34. 
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CX)MPAKAT1VE  STATEMENT  OF  CURRENT  EXPENSES. 

For  Years  ending  September  30,  ]i>18  and  1917. 

Administration  Expenses. 

1918  1917 

Salaries,  Officers  and  Clerks 5525,551.56  $21,198.74 

Office  Expenses 861.58  1,205.6S 

Stationery,  Printing  and  PosUige 5,817.69  C,43G.C 

Telegraph  and  Telephone 4,035.80  3,680.0C 

Legal  Expenses  550.00  300.( 

Hospital  Bureau  of  Standards  and  Supplies.          600.00  750.< 

Miscellaneous    51M.58  228.2S 

$33,798.1 


Total  Administration  Eipensib $38,011.21 

Professional  Care  of  Patients. 
Salaries  and  Wages  : 

Physicians    $2,480.94 

Anesthetists    2,036.62 

Director   of  Nurses,   Ass't.   and 

Instructors    11,080.08 

Nurses    9,550.47 

Special  Nurses 29,959.00 

Orderlies   10,661.97 

Ward   Employes    4,932.17  $70,701.25 

Medical  and  Subgical  Supplies  : 

Apparatus  and  Instruments 

Medical  and  Surgical  Supplies.. 

Alcohol,  Liquors,  Wines,  etc 

Clothing,    etc.,   for    use   of    Pa- 
tients in  Hospital 

Equipment  fob  Nubses  : 

Uniforms    

Books   

Instruments    

Uniforms,  etc.,  for   StafC  and  Or- 
derlies   

Phabmacy  Salabieb  and  Wages. 
Out  Patient     (  Salaries  &  Labor 

Depabtment     I  Supplies    

(  Salaries  &  Labor 

I  Supplies    10,110.40 

(  Salaries   &  Labor    20,112.96 

j  Supplies    9,538.80 

Roentgen  Rat  Department  : 

Roentgen  (  Salaries   &  Labor      3,872.36 

Ray  Sebvice      ( Supplies    5,510.18 

Photogbaphic  {  Salaries   &  Labor       1,503.20 
SER\^CE  /  Supplies    2,54<i.42 


N' I  siting 

NUBSINQ 

Pathological 
Labobatoby 


10,474.96 

46,149.94 

1,568.44 


6,«38.09 
780.35 
180.50 


7,283.36 

512.28 

8,333.50 


58,193.34 
895.89 


7,598.1M 

689.34 
4,193.56 

7,795.64 

18,443.90 

20,651.76 

9,382.54 
4,049.62 


Tot  AT.  Professional  Care  of  Patients.  .$211,595.78 
Department  Expenses. 

Ambulance  Service $546.80 

(  Labor    $21,M4.00 

I  Supplies    20,995.19    42,939.19 

(  Labor    9,477.68 

I  Supplies    1,160.67     10,647.35 

i  Labor    9,730.37 

(Supplies    2,820.69     12,551.06 


Housekeeping 


Kitchen 


Laundbt 


$1,470.00 

1,075.66 

; 

8,602.42 

11,590.42 

37,919.50 

7,568.51 

3,632.31  $71,858.72 

14,004.01 

29,956.91 

2,380.55 

4^,341.47 

973.65 

8,339.33 

750.40 

4,089.73 

431.99 

4,191.18 

8,162.16 

J 

1,388.06 

9,550.22 

7,316.30 

8,878.62 

16,194.95 

19,240.88 

10,007.02 

29,247.9C 

2,447.68 

4,365.14 

6,812.85 

1,484.33 

1,519.95 

3,004.2« 

$192,696.8? 

$5J^.5( 

18,446.67 

23,215.42 

41,662.08 

8,601.88 

1,159.25 

9,761.13 

7,653.17 

3,781.06 

11,434.23 
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COMPARATIVE   STATEMENT  OF  CURRENT  EXPENSES— Continued. 


For  Years  ending  September  30,  1918  and  1917. 


1918 

Stewaed's  Depaetment  : 
Labor    $1,485.30 

Peovisions  : 

Bread $6,431.01 

Milk  and  Cream 19,119.31 

Groceries 13,675.74 

Butter  and  Eggs 18,685.90 

Fruits  and  Vegetables 13,382.05 

Meat,  Poultry  and  Fish 37,725.55  109,019.56 

Educational  and 

Scientific  Wobk  :     /  Salaries  & 

(Not  chargeable  )      Labor...     13,659.05 

to  other  accts.)  (Supplies..  661.95    14,321.00 

Total  Depaetment  Expenses.  $191,510.26 


$5,806.24 
14,260.76 
11,906.47 
19,367.46 
12,804.50 
34,903.48 


1917 
$992.98 


99,048.91 


17,171.15 

392.97       17,564.12 


$181,057.96 


General  House  and  Property  Expenses. 

Electric  Lighting  $2,647.79 

Fuel,  Oil  and  Waste 39,820.05 

Gas 3,244.20 

Ice    3,504.06 

Insurance  3,153.46 

Maintenance,  Real  Estate  and  Buildings 10,868.75 

Maintenance,  Machinery  and  Tools 11,981.94 

Plumbing  and  Steam-Fitting 4,227.28 

Rental  Nurses'  Home  Annex 4,843.64 

Total  General  House  and  Peopeety  Expenses  $84,291.17 

Total  Operating  Expenses $525,408.42 

Corporation  Expenses. 

Salaries,  Officers  and  Clerks $3,980.60 

Pensions   4,462.50 

Office  Expenses 234.20 

Stationery,  Printing  and  Postage 842.81 

Legal  Expenses    792.55 

Graduation  Pins  for  Nurses • 360.94 

Gratuities  for  House  Staff 325.00 

Interest  on  Loans  Payable 1,127.43 

Real   Estate  Taxes   on    Premises    67th    and    68th 

Streets  and  Avenue  A 2,790.80 

Other  Expenses  Account  Premises   67th  and  68th 

Streets  and  Avenue  A 47.15 

Real    Estate    Taxes    on    Premises    received    from 

Valentine  Estate   66.56 

Miscellaneous  7.49 

Total  Coepoeation  Expenses $15,038.03 


$2,302.72 
26,414.22 
2,438.64 
3,583.47 
2,572.51 
7,598.39 
12,383.58 
5,380:27 


$62,673.80 
$470,227.46 


$4,953.15 
3,991.68 

194.82 
968.78 
902.97 
531.54 
200.00 


4,646.00 
55.09 

158.59 
$16,602.62 
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COMPARATIVE   STATEMENT   OF  CURRENT   EXPENSES— Continued. 

For  Years  ending  September  30,  1918  and  1917. 

Current  Expenses  from  Special  Funds  for  Stated  Purposes 
Other  than  Regular  Hospital  Current  Expenses. 


1918 

The  Mrs.  Frederic  Baker  Pathological  Dept.  F\uu\  $115.85 

C.  K.  Briddon  Gold  Medal  l\ma 

Dortic  Memorial  Fund 2,121.14 

Flower  Fund  150.00 

The  Katie  Geitz  Fund 3,164.72 

Hill  Top  Camp  Fund 1,878.80 

Holiday  Cheer    Fund 748.52 

House  Staff  Entertainment  Fund 93.23 

Nurses'  Cheer  Fund 158.55 

Patients'  Cheer  Fund 133.44 

Fund  in  Memory  of  Clara  Alsop  Russell 156.15 

Sarah   Sanford  Fund 838.40 

School  of  Nursing  Library  Fujid 24.<>0 

School  of  Nursing  Scholarship  Fund 375.00 

H.  Smith  Periodical  Fund 50.00 

Total  Current  Expenses  from  Special  Funds 
FOR  Stated  Purposes $10,009.40 

Grand  Total  CtiBBENT  Expenses $550,455.85 


1917 

$114.43 

40.00 

2,720.(30 

150.00 

2,972.88 

1,076.37 

993.12 

&4.80 

279.72 

360.88 

03.95 

361.60 

.65 

350.00 

62.42 


),611.42 


$496,441.50 


Note:     For  the  purposes  for  which  the  above  Funds  are  used   see  pages 
32,  33  and  34. 


EEPOBT   OF   THE   TEEASUEEE, 


27 


Q 

QO       00 

tH       t-I 


O     00 

0 

m 

111 
P 

o 


00 


o  cj 
d  d  ^  o 

CO  iH   lS>   CO 
lO  00  05  O 


!^ 

o 
in 

CO 

■M 

•A 

CO 

CO 

o 

00  05 

I-  I-^ 

00  00_ 


CO  Q 
CO  <^„ 

m'5 


g 

8 

O" 

01 

0!  3  a> 

^  -w  CO 

-4-S    »^     G 
OH    O 

H  ^  13 

'd  i3  '3 


><  O   <1> 

ra  -3  i3 

£3  !=5  2  ^ 

OS  C3    P    S 


EQ 


h^r^ 


--  -i-s^  a; 


G)    IT* 

-^3  ^ 

>j 

^ 

S  2 

a 

O 

•^ 

rji 

-d  fl 

rA 

S-) 

s 

^ 

■fl"! 

m 

c. 

•i-s 

ri 

;-!   O 

p 

h-( 

3  oj 

4-> 

M 

fag 

3 

a 

.5 

o 

3 

a>  <D 

Q. 

S 

p 

2;!^<C5 

fS 

fa 

oi  S  o 

-M  .3  a> 

a  u  ^ 

0}   <D  ^ 

K  Xfl  W 


>  0)  ai 

-H      O      > 

oiJ'S 

j/2    o    OJ 


is 


00  © 

"^  SI 

»3- 


J-4      Zi      ^ 

•-H  g  a  CD 

^    OJ    f>    O  I 


8 

§ 

d 

05 
MS, 

1 

eo' 

,1,  --J 


41  J^ 

|o 

^^ 

o  .o 

ca 

u  ^  m 

oj  5  cs 
-a  9  ?^ 


^  §  a:§  a  §t^ 


o 


o 


rt  id's  -M 

>-c     &     P     " 


a 


a  « 


o  a  cd 
a,^-a 


^Q 


t-  :o 

CO 

t>  OD 

^  CO 

CO  in 

^'J3 

-* 

€«- 

00  o 

CO  lO 

i-H  CO 

00  C5 

l^f■rt^■" 

T-I    CO 

lO 

e^ 

Q 

CO  ►j 

s    fa 

g        O 

^        I 
so'  &j 

O 


rw 

05 

i 

T-l 

50 

©" 

CO 

OJ 

Xi 

^ 

+3 

(U 

^ 

a 

5«^ 
a  -^ 


M   0) 
03    O 


GO'S 


aj  CJ 
2  W 


O) 


a  -^ 

'3  'a 
a  oi 
<u  _> 

C3  S 


OI 

«    2 

©  a 

fl  03 
U    ^ 

a  o 
a  c^ 

P-  a 
a  a 
m 

-73 

a  « 
<^  Vj 

a    -   . 

S   OJ   « 

.a  03  ^ 

-^^  H  ,a 
a  ^  t3 

a  .  •  _ 


M 


"     <D     rH 

r-H      4) 


CO 


c:  ,a 


>  73  '3 

2  s=3  *=< 

,a  03  !M 


a  § 


H  O  f^ 
^  O  ^ 


28  EEPORT  OF  THE  TREASURER. 

comparative:  balance  sheet  for  years  ending 

SEPTEMBER  30,   1918  and   1917. 
Capital  Assets. 

Hospital  Properties  and  Equipment:                              1918  1917 

Sites  and  Grounds $1,796,955.5*  $1 ,796,955.54 

Buildings    1,144,100.85  1,144,106.85 

Furniture  and  Fixtures 74,141.24  71,011.67 

Macliinery  and  Tools 03,623.89  61,549.73 

Apparatus  and  Instruments 19,345,59  10,942.99 

Radium    10,027.00 

Total  Hospital  Properties  and  Equipment  $3,108,200.11  $3,091,106.78 
Investments  : 

Mortgages  Receivable 95,357.13  121,834.63 

Bonds    3,887,329.11  3,793,679.74 

Stocks    1,102,503.90  1,056,312.65 

Real  Estate  09,734.53  8,025.64 

Notes  Receivable  _337,742.48  _^27,007.48 

Total  Investments    $5;4<y2,7277l5  $57307,52014 

Current  Assets. 

Treasurer's  Accounts  Receivable $5,210.18  $0,132.30 

Superintendent's  Accounts  Receivable 1,740.54  1,091.93 

Cash  in  Hands  of  Treasurer 70,961.53  25,970.00 

Cash  in  Hands  of  Superintendent 25,810.35  4,047.71 

Interest  Purchased   1,755.96  2,316.81 

Prepaid   Insurance    6,851.57  _^     1,188.31 

Total  Current  Assets ~$ll8,330.13  $40,747.06 

Grand  Total  Assets $8,719,257.39  $8,439,433.98 

Deficit   149,048.37  84,083.87 

Total    $8,868,365.76  $8,523;5i7:^ 

Capital  Liabilities.           1918  1917 
Capital     Account     (Hospital     Properties     and 

Equipment)     $2,913,282.73  $2,919,036.28 

Reserve  for  Depreciation  of  Hospital  Properties 

and   Equipment    194,917.38  172,130.50 

Total  Capital  Account  and  Kkserve   job 

Depreciation    $3,108,200.11  $3,091,166.78 

Endowed  Bed  Fund 1,033,000.00  1,036,000.00 

Partly  Endowed  Bed  Fund 24,352.92  19,955.81 

General  Endowment  Fund 130,083.75  130,083.75 

General  Fund   939,822.17  923,889.18 

Fiske  Fund   60,000.00  00,000.00 

Edwin  Bancroft  Foote  Fund 152,453.81  152,453.81 

Morris  K.  and  Maria  De  Witt  Jesup  Fund 100,000.00  100,000.00 

Margarette  A.  Jones  Fund 144,372.84  144,372.84 

John  Stewart  Kennedy  Fund 1,450,572.54  1,450,572.54 

Sidman  Trust  Fund 1,000.00  1,000.00 

Fund  in  Memory  John  T.  Terry 47,625.00  47,025.00 

The  Isaac  E.  Valentine  Memorial  Fund 751,741.20  751,741.20 

Moses  Weinman  Fund  5,000.00  5,000.00 

The  Mrs.  Frederic  Baker  Pathological  Depart- 
ment Fund 5,549.14  5,464.99 

C.  K.  Briddon  Gold  Medal  Fund 1,040.00  1,000.00 

Perry  McDouough  Collins  Endowment  Fund . . .       279,566.01 

Dortic  Memorial   Fund 114,311.35  112,432.49 

Mrs.  David   Dows  Fund 7,815.54  7,698.04 
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COMPARATIVE  BALANCE  SHEET  FOR  YEARS  ENDING 
SEPTEflVIBER  30,  1918  and  1917.— Continued. 

Capital  Liabilities — Continued. 

1918  1917 

Margaret  E.  Dows  Fund $5,000.00  $5,000.00 

East  River  Homes  Fund 7,346.94  6,515.42 

Fund  for  Educational  and  Scientific  Work 264,809.03  250,945.28 

The  Katie  Geitz  Fund 3,293.97  2,606.90 

The  Harriman  Fund  for  Surgical  Research. . . .               21.41  561.41 

Hill  Top  Camp  Fund 417.40  753.70 

Holiday  Cheer  Fund 12.62  106.14 

House  Staff  Entertainment  Fund 139.84  116.07 

House  Staff  Library  Fund 182.00  182.00 

Dr.  Francis  P.  Kinnicutt  Memorial  Fund 58,349.02  56,053.19 

Nurses'  Cheer  Fund 46.45 

Patients'   Cheer  Fund 368.60  302.04 

Patients'  Relief  Fund 330.37  1,134.20 

Personal  Injury  Liability  Insurance  Fund 10,080.00 

Room  J  Trust  Fund 5,282.43  5,082.43 

Fund  in  Memory  Clara  Alsop  Russell 126.75  282.90 

Sarah  Sanford  Fund 238.40 

School  of  Nursing  Library  Fund 26.00 

School  of  Nursing  Scholarship  Fund 528.10  553.10 

George  H.  F.  Schrader  Fund 9,650.00  9,650.00 

Staff  Educational  Fund 500.00  500.00 

Tompkins  Fund  8,237.50  8,237.50 

The  Mrs.  W.  K.  Vanderbilt  Fund  for  Visiting 

Nursing    472.31  1,437.96 

Wall  Fund 91,000.00  91,000.00 

Charles  S.  Ward  Fund 1,382.67  1,322.67 

Frances  Swan  Welles  Fund 10,000.00  10,000.00 


Total  Reserve  Fund  Accounts $5,725,909.74     $5,401,871.02 

Current  Liabilities. 

Advance  Payments  by  Patients 

Overpayments  by  Patients 

Audited  Vouchers  Unpaid 

Unpaid  Wages  of  Latest  Pay  Roll 

Unclaimed  Wages  of  Previous  Pay  Rolls 

Total  Current  Liabilities $34,195.91  $30,480.05 

Grand  Total  Liabilities $8,868,305.76     $8,523,517.85 


$714.25 

$584.70 

98.50 

86.35 

23,852.81 

21,049.25 

8,920.52 

7,864.88 

609,83 

894.87 

Note:  In  order  to  make  proper  allowance  for  estimated  depreciation 
accrued  during  the  fiscal  year  ending  September  30,  1918,  the  Board  of 
Managers,  at  their  meeting  October  8,  1918,  directed  that  $22,786.88  be 
charged  off  Capital  Account  and  credited  to  Reserve  for  Depreciation  of 
Hospital  Properties  and  Equipment  as  a  reserve  for  the  following  estimated 
depreciation : 

Buildings  Account  (1%%  of  book  value) $17,161.60 

Furniture  and  Fixtures  Account  (2%  of  book  value) 1,481.99 

Machinery  and  Tools  Account  (5%  of  book  value) 3,181.19 

Apparatus  and  Instruments  Account  (5%  of  book  value) 962.10 


Total $22,786.88 
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Purposes  for  Which  Income  or  Principal  of  Reserve  Funds 

Is  Used. 

Endowed  Bed  Fund,  General  Endowment  Fund,  Perry 
McDoNouGH  Collins  Endowment  Fund,  Fiske  Fund,  Edwin 
Bancroft  Foote  Fund,  Morris  K.  and  Maria  De  Witt  Jesup 
Fund,  Mar'garette  A.  Jones  Fund,  John  Stewart  Kennedy 
Fund,  Sidman  Trust  Fund,  Fund  in  Memory  John  T.  Terry,  The 
Isaac  E.  Valentine  Memorial  Fund,  and  Moses  Weinman  Fund. 
The  income  from  investments  held  in  these  funds  is  applied  toward 
the  current  expenses  of  the  Hospital. 

General  Fund  Account.  Unrestricted  legacies  received  since 
1911  have  been  credited  to  this  account.  It  is  intended  to  use  the 
income  of  this  fund  to  partly  meet  the  current  expenses  of  the  Hos- 
pital and  to  draw  on  the  principal,  when  necessary,  to  meet  capital 
expenditures  not  otherwise  provided  for. 

The  Mrs.  Frederic  Baker  Pathological  Department  Fund. 
The  income  from  investments  held  in  this  fund  is  used  to  supply 
books,  periodicals,  and  instruments  for  use  in  the  Pathological  Lab- 
oratory and  the  principal  of  this  fund  may  also  be  used  for  this 
purpose. 

Charles  K.  Briddon  Gold  Medal  Fund.  The  income  from 
investments  held  in  this  fund  provides  the  Dr.  C.  K.  Briddon  Gold 
^ledal  which  is  competed  for  every  two  years  by  members  of  the 
alumni  of  The  Presbyterian  Hospital,  who  write  essays  requiring 
original  research. 

DoRTic  Memorial  Fund.  The  principal  of  this  fund  up  to  the 
original  amount  of  $100,000.00  may  be  applied  for  the  purpose  of 
the  erection  and  maintenance  of  a  Convalescent  Home  in  connection 
with  the  Hospital.  Accumulated  income  may  be  used  for  the  mainte- 
nance of  Presbyterian  Hospital  patients  in  some  approved  Convales- 
cent Home  or  Homes. 

Mrs.  David  Dows  Fund.  The  income  from  investments  held 
in  this  fund  is  used  to  purchase  scientific  instruments  for  use  in  the 
Hospital  for  the  study  or  cure  of  disease. 

Margaret  E.  Dows  Fund.  The  income  from  investments  held 
in  this  fund  is  applied  toward  the  current  expenses  of  the  School 
of  Nursing. 

East  River  Homes  Fund.  This  fund  is  to  meet  the  expenses  of 
tubercular  work  in  connection  with  patients  in  the  district  assigned  to 
this  Hospital  by  the  Board  of  Health. 
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Fund  foe  Educational  and  Scientific  Woek.  The  income 
from  this  fund  is  to  be  used  toward  the  support  of  the  scientific  and 
educational  work  connected  with  the  Hospital,  in  accordance  with 
the  agreement  made  April  28,  1911,  between  The  Presbyterian  Hos- 
pital in  the  City  of  New  York  and  Columbia  University. 

Flowee  Fund.  This  fund  is  used  to  meet  the  cost  of  filling 
and  maintaining  flower  boxes  throughout  the  Hospital. 

The  Katie  Geitz  Fund.  This  fund  is  to  meet  expenses  of  the 
Diet  Kitchen  established  for  the  benefit  of  tubercular  patients  and 
children  in  our  district. 

The  Haeeiman  Fund  foe  Suegioal  Reseabch.  This  fund  is 
used  to  pay  expenses  of  surgical  research  workers  at  The  Presbyterian 
Hospital  doing  pneumonia  research  work. 

Hill  Top  Camp  Fund.  This  fund  is  for  the  support  of  a  camp 
at  Hawthorne,  IST.  Y.,  to  which  are  sent  the  children  of  tubercular 
patients  of  the  Out-Patient  Department  Clinic. 

Holiday  Cheee  Fund.  This  fund  is  used  to  provide  decora- 
tions, entertainments,  presents  or  other  holiday  cheer  throughout  the 
Hospital  to  patients,  staff,  nurses  and  employes. 

House  Staff  Enteetainment  Fund.  This  fund  is  used  to  pro- 
vide recreation,  entertainment,  etc.,  for  members  of  the  House  Staff. 

House  Staff  Libeaet  Fund.  This  fund  is  used  to  provide 
medical  periodicals  and  books  for  the  House  Staff  Library. 

De.  Feancis  p.  Kinnicutt  Memoeial  Fund.  This  fund  is 
to  defray  the  cost  of  a  Medical  Ward  in  the  new  Presbyterian  Hospital 
Buildings,  which  it  is  expected  will  be  erected  in  the  near  future. 
The  income  from  this  fund  is  added  to  the  principal. 

Fueses'  Cheee  Fund.  This  fund  is  used  to  provide  entertain- 
ment and  recreation  for  ISTurses. 

Patients'  Cheee  Fund.  This  fund  is  used  to  provide  occupa- 
tional work  and  instruction,  games,  etc.,  for  Patients. 

Patient's  Relief  Fund.  This  fund  is  used  to  meet  expenses 
account  special  relief  for  patients,  which  expenses  are  not  directly 
chargeable  to  the  Mrs.  W.  K.  Vanderbilt  Fund  for  Visiting  Nursing. 

Personal  Injuet  Liability  Insueancb  Fund.  This  fund  is 
used  to  pay  approved  claims  against  the  Hospital  for  personal  in- 
juries to  employes  or  to  the  public,  sustained  by  them  while  on  the 
Hospital  premises  and  for  which  the  Hospital  may  be  liable. 

Room  J  Teust  Fund.  The  income  from  investments  held  in 
this  fund  is  used  to  provide  delicacies  and  extra  nursing  for  patients 
occupying  Room  "J.^' 
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Fund  in  Memory  Clara  Alsop  Russell.  This  fund  is  to  be 
used  to  purchase  apparatus  for  the  study  and  treatment  of  patients 
suffering  from  heart  trouble. 

Sarah  Sanford  Fund.  This  fund  is  used  to  provide  temporary 
relief,  apparatus  and  transportation  for  convalescents. 

School  of  Nursing  Library  Fund.  This  fund  is  used  to  pro- 
vide periodicals  and  books  for  the  School  of  Nursing  Library. 

School  of  Nursin'g  Scholarship  Fund.  This  fund  is  used 
to  provide  scholarships  for  students  in  the  School  of  Nursing,  and 
traveling  scholarships  for  graduates  of  the  School. 

H.  Smith  Periodical  Fund.  This  fund  is  used  to  provide 
periodicals  for  the  wards  of  the  Hospital. 

George  H.  F.  Schrader  Fund,  Tompkins  Fund  and  Wall 
Fund.  The  income  from  each  of  these  funds  is  paid  to  a  beneficiary 
during  the  latter's  life,  and  thereafter  becomes  the  property  of  the 
Hospital. 

Staff  Educational  Fund.  This  fund  is  used  for  the  purpose 
of  enabling  members  of  the  surgical  staff  to  visit  other  surgical  clinics 
to  familiarize  themselves  with  the  most  modern  surgical  practice  in 
other  institutions. 

The  Mrs.  W.  K.  Vanderbilt  Fund  for  Visiting  Nursing. 
This  fund  provides  the  salary  of  one  instructor,  one  social  service 
worker,  the  maintenance  and  equipment  of  three  student  nurses,  one 
clerical  secretary,  administration  of  the  Department  and  relief  for 
Out-Patient  Department  patients.  It  also  provides  for  loans  to  needy 
patients  for  surgical  appliances,  etc. 

Charles  S.  Ward  Fund.  The  income  from  this  fund  is  added 
to  the  principal  and  set  aside  for  the  purpose  of  making  up  any 
deficiency  which  may  exist  by  reason  of  administration  expenses,  etc., 
in  a  trust  fund  of  $10,000  bequeathed  to  the  Hospital  by  the  late 
Charles  S.  Ward  to  endow  in  perpetuity  two  beds  in  the  Hospital,  one 
in  memory  of  himself  and  one  in  memory  of  his  friend,  Sophia  L. 
Kinman,  deceased,  which  trust  fund  is  subject  to  the  life  estate  of  a 
nephew. 

Frances  Swan  Welles  Fund.  One-half  of  the  income  from 
investments  held  in  this  fund  is  used  to  brighten  and  cheer  the  lives 
of  trained  nurses  employed  from  time  to  time  in  the  Hospital,  and 
the  other  half  of  the  income  is  used  to  brighten  and  cheer  the  lives  of 
patients  in  the  general  wards  of  the  Hospital. 
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DONATIONS  FEOM  INDIVIDUALS 


For  the  year  ending  September  30,  1918 


Albert,  Mr.  Benjamin  W...  $    5.00 

Abraham,  Mr.  Ludolph 20.00 

Achelis,  Mr.    John 50.00 

American      National       Red 

Cross,  Washington,  D.  C.  1,875.00 

Anderson,  Mr.  A.  J.  C 10.00 

Anonymous   25.00 

Anonymous  20.00 

Anonymous   2.00 

Anonymous  1.00 

Anonymous   1.00 

Armour,  Mr.  Allison  V 100.00 

Armstrong,  Mr.  J.  Sinclair.  25.00 

Atkins,  Mrs.  G.  C 1.00 

Auchincloss,  Mrs.  Hugh  D. .  25.00 

Auchincloss,  Mr.  John  W. . .  20.00 

Auchmuty,  Mrs.  Richard  T.  25.00 

Avery,  Mr.  Samuel  Putnam.  20.00 

Bachmann,  Mr.  N.  H 10.00 

Bacon,  Mr.  Henry 25.00 

Balfour,  Williamson  &  Co..  50.00 

Ballard,  Mr.  Edward  L 25.00 

Barton,  Mrs.  Henrietta  P . .  5.00 

Barnwell,  Mr.  Morgan  G . . .  25.00 

Bates,  Mrs.  Alfred  W 5.00 

Bayer,  Mr.  Edwin  S 20.00 

Beatty,  Mr.  William 10.00 

Belloni,  Mrs.  Louis  J 10.00 

Belloni,  Miss  Sadie  H 10.00 

Behre,  Mrs.  Frederick  A...  10.00 

Beresford,  Mrs.  John  G 25.00 

Betsch,  Mr.  W.  G.  L 25.00 

Beyer,  Mr.  Eugene  0 10.00 

Bissert,  Mr.  Thomas  B 10.00 

Blagden,  Mrs.  L.  M 20.00 

Blagden,  Mrs.  S.  P 10.00 

Blair,   Mr.    and    Mrs.    John 

Insley 10.00 

Blake,  Mr.  Henry 15.00 

Bliss,  Miss  Anita 25.00 

Block,  Mr,  Henry 10.00 

Blumhardt,  Mrs.  Elsie  U.  I.  5.00 

Bohemian  Society  "Lidumil"  600.00 

Borgenicht,  Dr.  liouis 2.00 

Borgenfeldt  &  Co.,  George. .  50.00 

Bauchle,  Mrs.  Thomas  H. . .  25.00 

Bow,  Mr.   Chin 10.00 

Boynton  Furnace  Co 3.00 

Bramwell,  Mr.  E.  Percy 10.00 

Brandeis,  Mrs.  E,  D 5.00 

Breslin,  Miss  Evelin  M 4.00 


Brewster,  Mrs.   Benjamin..  100.00 

Brewster,  Mrs.  George  S . . .  250.00 

Bridges,  Mr.   Robert 10.00 

Brinckerhoff,  Mrs.  Emily  A.  100.00 

Bristol,  Mr.  John  I.  D 5.00 

Brokaw   Bros 100.00 

Brooks,  Miss  Bertha  B.  H. .  5.00 

Broughton,  Mrs.  Urban  H . .  50.00 

Brown,  Mrs.  Bayard  M 500.00 

Brown,  Mrs.  John  Crosby..  25.00 

Brown,  Miss   Stewart 10.00 

Brown,  Mr.  Thacher  M 25.00 

Bruen,  Mr.  Alexander  J....  25.00 

Bulkley,  Mr.  Edwin  M 100.00 

Bulkley,  Mrs.  Edwin  M 50.00 

Bulkey,  Mrs.  J 100.00 

Bunting,  Mrs.  Elizabeth  M.  .3.00 

Burchell,  Mrs.  J.  J 5.00 

Burkham,  Mrs.  Caroline  T.  2.00 

Burrill,  Mr.  Middleton  S...  100.00 

Butler,  Mr.  William  Parker  5.00 

Buttonweiser,  Mr.  Joseph  L.  15.00 

Byrd,  Mr.  William 10.00 

Campbell,  Mrs.  Robert  L...  10.00 

Case,  Mr.  Henry  Phelps 25.00 

Cash     5.00 

Cash   "C.   W." 10.00 

Cash  from  a  Friend 25.00 

Carter,  Mrs.  A 10.00 

Chancellor  Kent  Lodge  No. 

870    10.00 

Chapman,   Mrs.  George 5.00 

Chauncey,  Mr.  Henry  D...  1.00 

Child,  Mrs.  Louis  P 5.00 

Clark,  Hon.  William  A 50.00 

Close,  Mr.  Walter  H 25.00 

Coe,  Mr.  George  S 5.00 

Cole,  Dr.  and  Mrs.  Rnfus . .  25.00 

Coldstream,  Mrs.  Sarah 15.00 

Colgate,  Mr.   William 100.00 

Colt,  Mrs.  Harris 5.00 

Cook,  Mr.  Charles  T 10.00 

Conner,  Mrs.  Belle 1.00 

Coster,  Mrs.  Chas.  H 25.00 

Cowling,  Mrs.  Margaret 25.00 

Crimmtns,  Mr.  Thomas 10.00 

Cross,  Mrs.  John  W 15.00 

Curtis,  Mrs.  P.  Kingsley. . .  100.00 

Cushman's  Sons,  Inc 25.00 

Danziger,   Mrs.  Max 5.00 

Davidge,  Mr.  William  H . . .  10  00 
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Davis,  Miss  Mary  K 1.00 

Day,  Mr.  H.  V 10.00 

deBary,   Mr.    A 25.00 

deForest,   Mr.    Robert 100.00 

deGersdorff.  Mr.  George  P...  5.00 

deHeredia,  Mrs.  Carlos  M..  50.00 

Delafield,  Mrs.  Marturin  L.  10.00 

Dellinffer,  Mr.  C.  F 5.0() 

Dilworth,  Mr.  Joseph  R 50.00 

District  Grand  Lodge  No.  1 
Ind.  Order  Free  Sons'  of 

Israel    25.00 

Dodge,  Mr.  Cleveland  H 100.00 

Donovan,  Mrs.  Mary  T 25.00 

Doubleday,  Mrs.  George 5.00 

Dralienfield,  Mrs.  B.  F 10.00 

Dutton,  Mrs.  W.  D 5.00 

Duval,  Mr.  W.  C 2.00 

Dyer,  Mr.  Phillip  S 10.00 

Earp,  Mr.  E.  J.  M 2.00 

Eastman,  Mr.   Joseph 100.00 

Eder,  Mr.  and  Mrs.  J.  M. . .  10.00 

Egbert,  Mrs.  James  C 10.00 

Egleston,  Mrs.  D.  S 10.00 

Eidlitz,    Marc    &    Son 100.00 

Eidlitz,  Mr.  Robert  James..  100.00 

Eimer,  Miss  Mary  L 5.00 

Elliman,  Mrs.  Douglas  L.  . .  20.00 

EUinger,   Mr.    Ludwitr 10.00 

Emerson,  Mrs.  John  H;iven.  5.00 

Emerson,  Mrs.   William 100.00 

Emmet,  Miss  Lydia  F 5.00 

Erdman,  Mrs.  B 5.00 

Ernstein,  Mrs.  Max 10.00 

Ettinger,   Mr.   Louis 10.00 

Fahnestock,  Mrs.  Harris...  25.00 

Fallc,  Mrs.  Arnold 10.00 

Faye,  Mrs.  Frederick 1.00 

Fecheimer,  Mr.  Alfred 25.00 

Felbel,  Mr.  Jacob 10.00 

Ferguson,  Mr.  Robert 25.00 

Fibel,  Mrs.   Henrietta 5.00 

Fields,  Miss  Mary  Jane....  5.00 
Fleischmann  Bakery,  The. .  25.00 
Fleischmann,    Mrs.    Maxim- 
ilian      10.00 

Fooks,  Mr.  E.  Ray 5.00 

Foote,  Mrs.  Frederick  W . . .  3.00 

Ford,  Mr.  Franklin 10.00 

Ford,  Mrs.  James  B 500.00 

Forsch,  Mrs.  F 5.00 

Frank,  Mrs.  J 5.00 

Fraser,  Miss  J.  K 20.00 

Eraser,  Miss  Grace  S 20.00 

Friedenheit.  Mr.   Gerson...  1.00 


Friedman,  Mr.   Lewis 25.00 

Friend,  A   500.00 

Frelinghuysen,  Mrs.  Geo.  G.  100.00 

Frew,  Mr.  Walter  E 25.0<) 

Gallatin.  Mr.  Albert  E 20.00 

Gambler,  Mr.   E.  V 5.00 

Garrison,       Mrs.       William 

Frazier    25.00 

Goigorman,    Mr.    Charles...  5.00 

Gerrish,  Mr.  Frank  Scott. . .  5.00 

Gibbs,  Mr.  George 50.00 

Gibson,  Mrs.  Henry  S 2.00 

Gihson,  Mr.  Roliert  W 25.00 

Goddard,  Mrs.  F.  Norton...  5.O0 

Godfrey.  Mr.  and  Mrs.  E.  D.  100.00 

Goffe,  Mr.s.  R.  H 1.00 

Goldberg,  Mr.  Benjamin....  10.00 

Goldman,  Mrs.   Anna 5.00 

Goldschmidt.  Mr.  Henry  P..  25.00 

Goldstein,  Mr.   Seig 10.00 

(Jrnnt.  Mrs.   Hugh  J 25.00 

Grebenstein,  Mr.  C.  H 15.00 

GreeCf.  Mr.  Erne.st  F laOO 

Greeflf,  Mr.  Bernhard,  Jr. ..  10.00 

Greeff  &  Co 25.00 

Griffin.  Mr.  John  W 25.00 

Griswold,   Mrs.   Chester 2.5.00 

Gri-swold.  Mr.  W.  E.  S 10.00 

Gurnoo.  Mrs.  Walter  S 10.00 

Hiiddon,  Mrs.  J.  A 50.00 

Hage,  Mr.  John  D 5.00 

Hall,  Mrs.  George  L 2.00 

Hall.  Mrs.  H.  B 5.00 

Hall,  Frank  A.,  &  Son 5.00 

Hamersley,  Mr.  I.  Gorden..  100.00 

Hardenbergh,  Mr.  Thos.  E.  5.00 

Harkness,  Mr.  Edward  S...  750.00 

Harmon.  Mrs.  Frank  D 25.00 

Harris,  Hon.  Charles  N 10.00 

Harris.  Forbes  &  Co 150.00 

Hartshorne,  Mr.  J.  M 50.00 

Havens  Relief  Fund  Society  ?.,500.00 

Haviland  &  Co 25.00 

Heinemann,    Mr.    H 10.00 

Hencken,  Mr.  Hancke 15.00 

Henry,  Mrs.  Franklin  S 10.00 

Hertes,  Mrs.  Theo.  A 5.00 

Hess,  Mr.   Simon 10.00 

Heymann,  Mr.  Charles  E. .  .  2.00 

Heyniann,  Mr.  S.  E 5.00 

Hinckley,  Mrs.  Samuel  N. . .  10.00 

Hoagland,  Mrs.  Joseph  C. . .  100.00 

Hodgson,  Mr.  Edwin  A 2.00 

Hoe,  Mrs.  Richard  March..  25.00 

HoUiday,  Rev.  WilUam  A. .  15.00 
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Holt,  Mr.  Charles 10.00 

Howland,  Miss  Emily 5.00 

In  Memory  of  Adelaide  H. 

Levinson    10.00 

In  Memory  of  L.  C.  B 1,000.00 

In  Memory  of  Morris  Tuska  5.00 

In  Remembrance  of  the  Man  60.00 

Inslee,  Mr.  Edwin  W 25.00 

Isham,  Mr.  William  B 50.00 

Iselin,  Mr.  Wm.  E 10.00 

G.  B.  J 20.00 

Jackson,  Mr.  Percy 10.00 

Jackson,  Mrs.  Theodore  F..  5.00 

Jacobs,  Miss  Josie 5.00 

Jarvie,  Mr.  James  N 100.00 

Jarvis,  Mrs.  Samuel  M 10.00 

Jennings,  Mrs.  Oliver  G 50.00 

Jennings,  Mrs.  Percy  H 10.00 

Johnston,  Mr.  J.  Herbert. . .  25.00 

Jones,  Mrs.  Arthur  M 100.00 

Julliard,  Mr.  Frederic  A...  25.00 

Kastor,  Adolph  &  Bro 10.00 

Kauf mann,  Mrs.  Leopold . . .  5.00 

Kayser,  Mrs.  Julius 10.00 

Kempner,  Mrs.  Ignatz 2.00 

Kimball,  Mr.  H.  G 25.00 

Kissam,  Mrs.  Charles  T 25.00 

Kohlman,  Mr.  Charles 10.00 

Kohlmeier,  Mr.  John  M 10.00 

Kohnstam,  Leo,  Edward  and 

Joseph    25.00 

Koop,  Mrs.  Eugene  J 5.00 

Kuntz,  Mrs.  Augustus 25.00 

Kraus,  Mr.   Samuel 10.00 

Kronthal,  Mr.  Leon  H 10.00 

Kuhne,  Miss  Irma 3.00 

Kurzman,  Mrs.   Charles 5.00 

Kuttner,  Mrs.  Morris 5.00 

Lacombe,  Hon.  E.  Henry...  10.00 

Lambert,  Mr.  Rot)ert 10.00 

Langenbacher,  Mr.  Geo.  F.  10.00 

Lapham,  Mrs.  Lewis  H 25.00 

Latham,  Mrs.  J.  Howard . . .  10.00 

Latimer,  Miss  J.  W 10.00 

Lefferts,  Mr.  MarshaU  C...  10.00 

Lehaimer,  Mr.  James  M 10.00 

Leham,  Mr.  S.  M 100.00 

Leland,  Mr.  Amory 50.00 

Leland,  Mr.  Dudley  R 50.00 

Le  Vine,  Mr.  Edmund,  Jr..  10.00 

Lewis  &  Conger 25.00 

Lewy,  Mr.  Sigmund 10.00 

Lindheimer,  Mr.  Adolph 5.00 

Lieutenant  U.  S.  N 10.00 

Linen  Thread  Co.,  The 25.00 


Lincoln,  Mrs.  Lowell 10.00 

Lippmann,  Mr.  George 10.00 

Littlefield,  Miss  Harriet  S. .  10.00 

Lockhart,  Mr.  George 5.00 

Loring,  Mrs.  D.  A 5.00 

McAlpin,  Mr.  Charles  W...  50.00 

McAlpin,  Mr.  George  L 50.00 

McCulloh,  Mr.  Allen 50.00 

McKesson,  Mr.  John,  Jr 50.00 

McLean,  Miss  A.  Genevieve.  10.00 

McLean,  Mr.  James 100.00 

Mabon,  Mrs.  James 5.00 

MacKay,  Mrs.  Donald 100.00 

Mager,  Mrs.  Robert 10.00 

Maimonides  Lodge  No.  743 

F.  and  A.  M 25.00 

Markin,   Mrs.   Lena 3.00 

Marshall,  Mr.   Louis 10.00 

Marshall,  Miss  Margaret...  20.00 

Martin,  Mr.  WUliam  V 5.00 

Mayer,  Mr.  B 10.00 

Mayer,  Mr.  Edward  L 10.00 

Maxwell,  Miss  Matilda 5.00 

Mead,  Mrs.  Charles  L 10.00 

Mendelsohn,  Mr.  Sigmund . .  10.00 

Metzger,  Mr.  David 10.00 

Meyer,  Mr.  Louis 10.00 

Milbank,  Mr.  Dunlevy 125.00 

Milbank,  Mr.  Jeremiah 125.00 

Mills,  Mr.   Ogden 250.00 

Misel,  Mr.  David 10.00 

Mitchell,  Mrs.  John  Murray  10.00 

Modry,  Mr.  Ignatz 10.00 

"Monsieur  X"   25.00 

Moore,  Mrs.  John  Chandler.  25.00 

Moore,  Mr.  and  Mrs.  R.  W. .  10.00 

Morgan,  Mrs.  J.  P.,  Jr 100.00 

Morganstern,  Mr.  Albert  G.  5.00 

Mosenthal,  Miss  Elizabeth..  5.00 

Moyses,  Mr,  Emanuel 10.00 

Mozley,  Mrs.  Ellen  L 1.00 

Mulligan,  Mr.  C.  R 25.00 

Murray,  Mrs.  J.  Archibald..  50.00 

Myers,  Mr.  Marcus  A 10.00 

Nagel,  Mr.   Conrad  F 1.00 

Neave,  Mrs.  Charles 10.00 

Nichols,  Mr.  Acosta 25.00 

NichoU,   Mrs.  Benjamin 10.00 

Norris,  Mrs.  Alfred  L 10.00 

N.  Y.  Produce  Exchange  Re- 
lief  Committee    40.00 

Ochse,  Albert  &  Co 6.00 

Ogden,  Mr.  Charles  W 10.00 

Ogden,  Miss  Mary  F 10.00 

O'Malley,  Mrs.  Grace  D 3.00 


38 


REPORT  OF  THE  TRB:A8URKB. 


DONATIONS  FROM  INDIVIDUALS— Oon«n«e(I 


Opdycke,  Mrs.  Emerson 

Oppeuheiiu,  Mrs.   I 

Oppeiiheimer,  Mr.  Zach.  A.. 
Oijpenlieimer,  Mr.  Z.  H . . . . 
Oppenhym,  Mrs.  William... 

Opper,  Mr.  E.  M 

Ortgies,  Mrs.  John  M 

Osterholt,  Mr.  aud  Mrs.  E.. 
Ostrauder,  Mrs.  Charles  F. . 

Ottman,  Mrs.  Charles 

Fadberg,  Miss  Bertha  M... 

Palmer,  Mrs.  John 

Pearce,  Mr.  William  G 

Peck,  Mrs.  Samuel  W 

Penfold,  Mr.  Edmund 

Peterson,  Mrs.  W^ilson 

Pfizenmayer,  Mrs.  Chas.  F. 

Pfizer,   Mr.   Charles 

Phelps,  Mr.  William  Walter 

Phoenix.  Mr.  Lloyd 

Porter,  Mrs.  Clarence 

Post,  Mr.  Abram  S 

Potter,  Miss  Grace  H 

Potts,  Mr.  W.  Rockhill 

Pratt,  Mrs.  J.  T 

Pretzfeld  &  Co 

Pretzfeld,  Mr.  Simon 

Pryor,  Mrs.  Samuel  Morris. 

Pukalo,  Mr.  Tony 

Purdy,  Mr.  Wm.  Mavneven. 

Raisler,  Mr.   Samuel 

Ray,  Mrs.  Albert 

Read,  Mrs.  W.  G.,  Jr 

Redmond,  Miss  Emily 

Reid,  Mr.  Wallace 

Richard,  Miss  Elvine 

Rickerson,  Mrs.  Emma  C... 
Riesenberg,  Mr.  Adolph.... 

Riker,  Mrs    Samuel 

Riker,  Mr.  William  J 

Robbins,  Mr.  Chandler 

Robbins,  Miss  Harriet  L. . . 

Roberts,  Mr.  G.  Theo 

Robertson,  Mr.  Albert 

Robertson,  Miss  Jeanette. . . 
Robinson,  Mrs.  Douglas.... 

Rodewald,  Mr.  F.  L 

Roosevelt,  Miss  Jean  S 

Rosenthal,   Mr.   Max 

Rosenthal.  Samuel,  &  Bro.. 

Rosenthal,  Mr.   Sylvan 

Rosenwasser,  Mr.  Harry... 

Rossister,  Mr.  E.  K 

Rothcliild.  Mrs.  Anna  J.... 
Russell,  Mrs.  Howland 


10.00 

Rutherford,   Mr.   Livingston 

10.00 

lO.ltO 

Ryan,  Mr.  John  D 

100.00 

10.00 

Sachs,  Mr.  Samuel 

25.00 

30.00 

Sage,  Mrs.  Russell 

1,000.00 

5.00 

Salomon,  Mr.  Albert 

10.00 

10.00 

Sauter,  Mr.  Fred.,  Sr 

3.00 

5.00 

Sawyer,  Mrs.  Homer  E 

10.00 

5.00 

Schef tel,  Mrs.  A 

5.00 

5.00 

Schweckendieck,  Mr.  Wm.. 

20.00 

10.00 

Scott,  Mrs.  Wintield 

1.00 

1.00 

Seaman,      Mr.      and      Mrs. 

1.00 

Joseph  H 

10.00 

50.00 

SenCf,  Mrs.  Charles 

1,000.00 

10.00 

Shillaber,  Mr.  William 

25.00 

100.00 

Simon,  Franklin  i^   Co 

25.00 

50.00 

Simon,  Mr.  L.  K 

2.00 

10.00 

Simpson,  Mr.  John  W^ 

50.00 

10.00 

Sloan,  Mr.  Benson  B 

10.00 

25.00 

Sloane,  Mr.  John 

200.00 

10.00 

Smith,   Mr.   Arthur 

5.00 

10.00 

Smith,  Miss  Josephine  C... 

10.00 

10.00 

Smith,  Prof,  and  Mrs.  Mun- 

10.00 

roe   

0.00 

10.00 

Snow,  Mr.  E.  G 

10.00 

100.00 

Society  of  the  Friendly  Sons 

25.00 

of  St.  Patrick 

100.00 

20.00 

Southack,  Mrs.  F.  Tilden. . . 

3.00 

1.00 

Spiegel,  Mrs.  Charles 

5.00 

5.00 

Spitzner,  Mr.  George  W 

50.00 

10.00 

Spool  Cotton  Co.,  The 

100.00 

15.00 

Stadler,  Mr.  Charles  A 

25.00 

1.00 

Starrett,  Mrs.  M.  G 

5.00 

5.00 

Staudt,  Mr.  John 

10.00 

10.00 

Stein,  Mrs.  A 

5.00 

10.00 

Stern,  Mr.  Leo  C 

10.00 

75.00 

Stern,   Mr.   Meyer 

10.00 

5.00 

Stern    Mr.  Perkins 

25.00 

10.00 

Sterry,  Mr.  John  De  Witt.. 

25.00 

50.00 

Stetson.  Mr.  Francis  Lynde 

100.00 

50.00 

Stettheimer,  Mr.  Morris.... 

5.00 

40.00 

Storey,  Miss  Lydia  M 

5.00 

5.00 

Straight,   Mrs.  Willard  D. . 

100.00 

25.00 

Straus,  Mr.  Jesse  Isador... 

25.00 

10.00 

Strauss,   Mr.   Abe 

10.00 

10.00 

Strauss,  Mr.  &  Mrs.  Albert 

25.00 

10.00 

Strauss,  Mr.  D.  R 

10.00 

10.00 

Strauss,  Mr.  Frederick 

25.00 

io.o<;) 

Strong,  Mrs.  J.  R 

5.00 

20.00 

Strong,  Mr.  and  Mrs.  Thos. 

10.00 

w 

5.00 

10.00 

Stroock    &  Co 

50.00 

10.00 

Swan,  Mrs.  Lyndon  M 

5.00 

10.00 

Sullivan,  Mrs.  E.  S 

3.00 

3.00 

Taber,  Miss  M 

5.00 

2.00 

Taylor,  Miss  Hazel  M 

100.00 
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Thacher,  Mrs.  T.  D 

25.00 

Terry,  Mr.  WyUis 

25.00 

Thayer,  Mr.  Arnold 

25.00 

Thorburn,  Miss  C.  L 

5.00 

Thorne,  Mr.  W.  V.  S 

300.00 

Tiffany,  Mr.  Louis  C 

1,000.00 

Titus,  Mr.  Erastus,  Jr 

10.00 

Tolfree,  Mr.  James  E 

5.00 

Torrance,  Mr.  Henry 

2.00 

Torrance,  Mr.  Henry,  Jr. . . 

3.00 

Torrance,  Mr.  Norman  F. . . 

2.00 

Tower,  Mrs.  Aug.  Clifford.. 

10.00 

Trevor,  Mr.  William 

10.00 

Triest,  Mr.  Julius  S 

10.00 

Troescher,  Mr.  A.  F 

50.00 

Tuckerman,  Mr.  and  Mrs.  A. 

10.00 

Tuckerman,  Mr.  and  Mrs.  P. 

100.00 

Turnbull,  Mrs.  Ramsay 

10.00 

Underwood,    Mr.    Frederick 

D 

10.00 

Unterberg,  Mr.  Israel 

10.00 

Vander  Horst,  Mrs.  Ella  V. 

3.00 

Van  Ingen,  Mr.  Edward  H . . 

100.00 

Van  Winkle,  Mr.  E.  B 

5.00 

Veit,  Mr.  B 

10.00 

VondermuliU,  Mr.  Alfred... 

20.00 

Vondermuhll,  Mr.  George  A. 

25.00 

S.  M.   W 

10  00 

Wainright,  Mr.  William  P. 

50.00 

Waldo,  Miss  J.  L 

25.00 

Ward,  Mr.  Thomas 

10.00 

Watts,  Mrs.  M.  S 

1.00 

Weimberg,  Mr.  Emil  M 

10.00 

Weinstein,  Mr.  Moses 

5.00 

Welwood,  Mr.  John  C 

20.00 

White,  Miss  Henrietta 

25.00 

Whitman,  Mrs.  William,  Jr. 

25.00 

Williams,  Mr.  Howard  Hun- 

ter     

5.00 

Williams,  Capt.  James  D. . . 

5.00 

William,  Miss  T.  M 

15.00 

Williamson,    Miss    Cornelia 

B 

10  00 

Willis,  Miss  Josephine 

10.00 

WUlis,  W.  P.,  &  Co 

25.00 

Wills,  Charles  T.,  Inc 100.00 

Wilson,  Mrs.  A.  A 10.00 

Wilson,  Mrs.  Henry  B 30.00 

Wimofheimer,        Mrs.        A. 

Freda    5.00 

Winkhaus,  Mr.  Frederick..  10.00 

Winkhaus,  Mrs.  A.  C 10.00 

Wolff,  Mrs.  Lewis  S 25.00 

Wolfson,  Mr.  T 10.00 

WoUman,  Mr.  Henry 1.00 

Woodin,  Mr.  C.  R 10.00 

Woolworth,  Mr.  F.  W 100.00 

Wright  Lumber  Co.,  Inc....  25.00 

Wurts,  Mr.  Pierre  Jay 5,00 

Wyekoff,  Mr.  W.  W 1.00 

Zerega,  Miss  Florence 10.00 

Zinnser,  Mrs.   Freda 10.00 

Zollikoffer,  Mr.  O.  F 10.00 


Total    ?23,489.00 

SPECIAL  DONATIONS. 
"Anonymous"  to  pay  for  The  Presbyterian  Hospital  Service  Flag 

and  Pole $30.76 

"L.  B.  G.,"  to  endow  one  bed  for  one  year  from  January  17,  1918.         300.00 
Carter,  Mr.  and  Mrs.  Ernest  T.,  to  endow  one  bed  for  one  year 

from  August  13,  1918 300.00 

Clark,  Mr.  D.  Crawford,  to  endow  one  bed  for  one  year  from 

January  6,  1918 300.00 

Eldridge,  Mr.  Roswell,  for  the  purchase  of  Electrotherapy  Ap- 
paratus           150.00 

Fowler,  Captain  and  Mrs.  Robert  H.,  to  endow  one  bed  for  one 

year,  from  June  1,  1918,  in  memory  of  Elizabeth  Fowler 300.00 

Kennedy,  Mrs.  John  Stewart,  for  Thanksgiving  Dinner 430.00 

Kennedy,  Mrs.  John  Stewart,  for  Christmas  Dinner 450.00 

Lusk,  Mrs.  Graham,  for  Social  Service  and  Fresh  Air  Work 100.00 

O'Brlan,  Miss  Katherine,  for  purchase  of  one  glass  top  table 7.71 

Park,  Mrs.  Julia  Catlin,  to  endow  one  bed  in  Children's  Ward  for 
one  year  ending  Feb.  24,  1919,  to  be  known  as  the  "Julia 

Elliot  Park"  Bed 300.00 

Sloane,  Mr.  Henry  T.,  to  endow  one  bed  for  one  year  from  March 

27,  1918  300.00 

Total $2,968.47 
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DONATIONS  FROM  CHURCHES. 

For  the  Year  ending  September  30,  1918. 

Adams  Memorial  Presbyterian  Church $3.25 

Bethany  Memorial  Reformed  Church 5.00 

Brick    Presbyterian    Church     (through    the    United 
Hospital  Fund  of  N.  Y.)  : 

Dodge,  Rev.  Dr.  D.  Stuart .$100.00 

McElhinney,  Miss  Jane  W 5.00 

Trowbridge,  Mr.  and  Mrs.  J.  A 100.00 

Miscellaneous    5'.>.50             2&1.50 

Central  Presbyterian  Sabbath  School 35.00 

Church  of  the  Holy  Trinity  : 

Chalmers,  Mr.  James  V lO.GO 

Fifth  Avenue  Presbyterian  Church : 

Kennedy,  Mrs.  John  S $500.00 

Schuaffler,  Mrs.  Adolph  F 25.00 

Miscellaneous    1,385.62  1,910.62 

First  Chinese  Presbyterian  Church 58.00 

First  Presbyterian  Church  of  Williamsbridge 5.00 

Hall,  John,  Memorial  Chapel 20.00 

Harlem  Presbyterian  Church 75.00 

Madison  Ave.  Presbyterian  Church : 

Eichorn,  Mrs.  Louisa $10.00 

Miscellaneous    1,000.00  1,010.00 

Madison  Square  Pre^yterian  Church  : 

Delano,  Mr.  Eugene $500.00 

Slade,  Mr.  Francis  Louis 50.00 

Warren,  Mr.  D.  T 4().00 

Miscellaneous    61.78             651.78 

Manor  Reformed  Church 17.05 

Olivet  Memorial  Church 20.00 

Presbyterian  Church  on  University  Place 163.05 

Seventh  Presbyterian  Church  of  Je.sus  Christ: 

Volz,  Mr.  George  C $5.00 

Miscellaneous    .     88.10  93.10 

Shelbourne  Churches : 

Jeffrey,  Mr.  E.  L 7.00 

St.  James'  Church   (through  United  Hospital  Fund 

of  New  York) 200.00 

Thirty-fourth  Street  Collegiate  Reformed  Church . . .  14.00 

West  Park  Presbyterian  Church 66.00 

Woodstock  Presbyterian   Church 5.00 

Total  Donations  from  Churches $4,634.55 
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For  the  Year  Ending  September  30,  1918. 
(Not  including  those  for  endowment  of  beds) 

East  River  Homes  Fund: 

East  River  Homes,  Inc $9,000.00 

Flower  Fund: 

Kennedy,  Mrs.  John  Stewart 150.00 

HUl  Top  Camp  Fund : 

HUl  Top  Camp  Club 1,542.50 

Holiday  Cheer  Fund: 

Allen,  Mr.  Ethan $50.00 

Bridgeman,  Miss  Isabel  B 5.00 

Delano,  Mr.  Eugene 100.00 

Kennedy,  Mrs.  John  S 500.00         655.00 

Nurses'  Cheer  Fund: 

Look,  Mr.  David  M 5.00 

Patients'  Relief  Fund: 

"A  Friend,"  through  Visiting  Nursing  Department. .  $12.00 
Anonymous  Donation,  through  Visiting  Nursing  De- 
partment        25.00 

Anonymous  Donation,  through  Visiting  Nursing  De- 
partment         3.00 

Boyd,  Mr.  Robert  W.,  through  Visiting  Nursing  De- 
partment        25.00 

Mills,  Mrs.  Ogden 500.00 

Peters,  Miss  Alice  R 5.00 

Stembeya,  Mrs.  Clara  B.,  through  Dr.  Lamb. 10.00         580.00 

Sarah  Sanford  Fund : 

Anonymous  Donation   600.00 

School  of  Nursing  Library  Fund : 

McMillan,  Miss  Mary  H 50.00 

School  of  Nursing  Scholarship  Fund : 

Watrus,  Mr.  F.  A 200.00 

Mrs.  W.  K.  Vanderbilt  Fund  for  Visiting  Nurses: 

Vanderbilt,  Mrs.  W.  K 8,500.00 


Total  Donations   Resteicted    (Not  including   those 

for  endowment  of  beds) $21,286.50 

RECEIPTS  CREDITED  TO  SPECIAL  FUNDS. 
For  the  Year  Ending  September  80,  1918. 

Receipts  from  patients  in  the  Visiting  Nursing  Department  for 
food  supplies  sold  at  the  Katie  Geitz  Kitchen,  credited  to 
The  Katie  Greitz  Fund,  to  be  applied  toward  the  maintenance 
of  the  kitchen $3,851.79 

Receipts  from  patients  in  the  Out-Patient  Department,  who  are 
covered  iby  Liability  Insurance,  for  services  rendered  by 
members  of  the  House  StafC,  to  be  credited  to  the  House 
Staff  Entertainment  Fund '117.00 
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Receipts  from  patients  in  the  Visiting  Nursing  Department  for 
visits  made  by  tlie  Visiting  Nurses,  credited  to  Patients' 
Relief  Fund,  to  be  applied  toward  furnishing  special  delica- 
cies to  patients  in  the  Visiting  Nursing  Department 13.45 

Receipts  from  patients  in  the  Visiting  Nursing  Department  in 
payment  of  loans   to  needy  families  to  pay   rent  and   for 

temporary  aid  of  the  unemployed 887.06 

These  receipts  are  credited  to  Patients'  Relief  Fund. 

Total  Receipts  Credited  to  Special  Funds $4,869.30 

LEGACIES  PtESTRICTED. 
For  the  Year  ending  September  30,  1918. 

Restricted  legacies  were  received  and  credited  to  the  following  funds: 
PERRY  MoDONOUGH  COLLINS  ENDOWMENT  FUND  : 

From  estate  of  Kate  Collins  Brown  (part  payment) $279,566.01 

LEGACIES  UNRESTEICTED. 
For  the  Year  ending  September  30,  1918. 

The  following  unrestricted  legacies  were  received  and  credited  to  the 
General  Fund  Account: 

Flammer,  Emanuel  A.,  deceased $521.80 

Weed,  George  E.,  deceased 5,000.00 

Patterson,  C.  Godfrey,  deceased 767.19 

Hardenbergh,  Mrs.  J.  A.,  deceased 500.00 

Crimmins,  John  D.,  deceased 500.00 

Holder,  Susan  B.,  deceased 100.00 

Gibson,  Helen  L.,  deceased 750.00 

Wolf,  Emil,  deceased 7,794.00 

Total  Uneestbicted  Legacies $15,932.99 

There  were  no  additions  to  the  ENDOWiCD  BED  FUND  during  the 
year  ending  September  30th,  1918. 

Amount  charged  off  this  Fund  on  account  of  no  further  liability 

on  the  part  of  the  Hospital $3,000.00 

INCREASES  IN  PARTLY  ENDOWED  BED  FUNDS  DURING 
YEAR  ENDING  SEPTEMBER  30,  1918. 

Rutgers  Presbyterian  Church $247.47 

Central  Presbyterian   Church 361.78 

Scotch  Presbyterian  Church 130.00 

North  Presbyterian  Church 57.86 

Presbyterian  Church  in  the  Town  of  Rye 100.00 

Bohemian   Society   Lidumil 500.00 

Mary  A.  Harriot 3,000.00 

Total    $4,397.11 
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BEDS  ENDOWED  UP  TO  SEPTEMBER  30,  1918,  IN  MEMOEY 

OF  THE  FOLLOWING  PERSONS: 

In  Perpetuity. 

A  Fbiend  ;  one  bed  in  Children's  Ward  in  memory  of  Sophia  Kellogg 

Stebbins  and  Maby  Tompkins  Kimball. 
AucHiNCLOSS,   Hugh   D.  ;   by  legacy,  one  bed  in  memory   of  his  mother, 

Elizabeth  Auchincloss. 
AUCHINCLOSS,  Mas.  Maeia  S.  ;  one  bed  In  memory  of  her  husband,  Edgab 

S.  Auchincloss, 
Baker,  Mes.  Feancis  E.  ;  one  bed  in  memory  of  her  father,  James  Rich 

Steees. 
Bakes,  Feedeeic  ;  one  bed  in  memory  of  Sabah  Pyewell  Bakeb, 
Belknap,  Mes.  Jennet  L.  and  Robebt  L.  ;  one  bed  in  memory  of  Aabon 

B.  Belknap. 
Bell,  Mes.  Cheistopheb  M.  ;   one  bed  to  be  known  as  "The  Dennistoun 

Bed." 
Beviee,  Susan  ;  by  legacy,  one  bed  in  memory  of  Susan  Bevies. 
Billings,   Mes.   Julia  ;   one  bed   in  memory   of  her  husband,    Feedeeick 

Billings. 
Bondy,  Emil  O.  ;  by  legacy,  one  bed  in  memory  of  Maegabet  Caeson  Cowan. 
Booth,  Rev.  and  Mbs.  Robebt  Russell;  one  bed  in  memory  of  "Minnie 

and  Willie." 
Bbick  Pbesbytebian  Chuech,  Board  of  Deacons ;  one  bed  in  memory  of 

Db.  John  G.  Adams. 
Beick  Feesbyteeian  Chuech,  Board  of  Deacons ;  one  bed  in  memory  of 

Miss  Ann  Adams. 
Beokaw,  Isaac  V. ;  one  bed  in  memory  of  Ebnest  Bbokaw. 
Beown,   Matilda  A. ;   by  legacy,  one  bed  in  memory  of  her  son,   Hugh 

Auchincloss  Beown. 
Campbell,  Miss  Mabia  L.  ;  one  bed  in  memory  of  Henby  Peabsall  Camp- 
bell. 
Chalmebs,  Me.  and  Mes.  James  Peteie;  one  bed  in  memory  of  their  son, 

James  Peteie  Chalmebs,  Jb.,  to  be  known  as  the  "Chalmers  Memorial 

Bed." 
Chambers,   Me.  Robebt   A. ;   one  bed  in  memory  of  his  father,   Robebt 

Chambebs. 
Cole,  William  W.  ;  one  bed  in  memory  of  his  mother,  Mes.  Maby  A,  Cole. 
Coles,  Haeeiet;  by  legacy,  one  bed  in  memory  of  her  sisters,  Susan  and 

Anna  Codman. 
Ceaig,  William  R.  ;  one  bed  in  memory  of  his  sister,  Flobence  Faxon 

Cbaig. 
Gumming,  Petee;  one  bed  in  memory  of  Francis  P.  Schoals. 
CuEsiEE,  Edwabd  West  ;  by  legacy,  three  beds,  two  in  memory  of  his  step- 
mother and  step-brother,  respectively,  Lusa  Cubeieb  and  Waltee  B. 

CuEEiEE,  and  one  in  memory  of  Edwabd  W.  Cuebieb. 
Danfoeth,  Mes.  Emeline  Y.  ;  one  bed  in  memory  of  Mss.  W.  B.  Jenkins. 
de  Foeest,  James  G.  and  Heney  G.  ;  one  bed  in  memory  of  Lockwood  de 

Foeest  Woodeuff,  M.D. 
De  Wolf,  Melvitxe  W.  :  by  legacy,  one  bed  in  the  Children's  Ward  to  be 

knowti  as  the  "Emma  De  Wolf  Bed." 
Dey,  Anthony  ;  one  bed  in  memory  of  his  uncle  and  aunt,  Joseph  G.  Scott 

and  Eliza  Dubyee  Scott,  his  wife. 
Dick,  Haebis  Beisbane;  by  legacy,  one  bed  to  be  known  as  the  "Haeeis 

Bbisbane  Dick  Fbee  Bed," 
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Dillon,  Sidney;  one  bed  in  memory  of  Hannah  Dillon. 

Duncan,  Mrs.  Susan  W.  ;  one  bed  in  memory  of  her  husband,  John  P. 

Duncan. 
Eaton,   Cornelia  ;   by  legacy,  three  beds   to  be  known   as  "The   Doctor 

Reuben  S.  Cahpentier  Memorial." 
Edwards,  Mrs.  Camilla  L.  ;  one  bed  in  memory  of  her  husband,  Walter 

Edwards. 
Fowler,    Virginia   E.,   Estate  of;   one   bed    in   memory   of   Clarence   E. 

Fowler. 
Garvey,  Andrew  Jeffries  ;  by  legacy,  two  beds  in  memory  of  his  mother, 

Elizabeth  Jeffries  Garvey. 
Goldschmiut,  George  B.  and  Samuel  Anthony  ;   two  beds  in  memory  of 

their  mother,  Celestine  Goldschmidt. 
Gould,  Miss  Helen  Miller;  one  bed  in  memory  of  her  parents,  Mr.  and 

Mrs.  Jay  Gould. 
Graham,  Mrs.  Amelie  Mott,  Estate  of  ;  one  bed  in  memory  of  Malcolm 

Graham,  husband  of  Amelie  Mott  Graham,  deceased. 
Grannis,  Jane  Elizabeth  ;  by  legacy,  one  bed  in  memory  of  her  mother  to 

be  known  as  the  "Charlotte  Williams  1'latt  Bed." 
Griffith,  The  Misses  Mabgarette  and  Susan  D.  ;  one  bed  in  memory  of 

their  father,  Gbufith  W.  Griffith. 
Griffith,  Mrs.  Mary  J. ;  one  bed  in  meiiiory  of  her  husband,  Griffith  W. 

Griffith.  ^ 

Harkness,  Mrs.  Stephen  V. ;  one  bed  in  memory  of  her  daughter,  Flor- 
ence Harkness, 
Harkness,  Mrs.  Stephen  V. ;  one  bed  in  memory  of  her  husband,  Stephen 

V.  Harkness. 
Havemeyer,  Mrs.  Sarah  A. ;  one  bed  in  memory  of  Hector  C.  Havemeyeb. 
Hope,  Miss  Jane  ;  one  bed  in  memory  of  her  mother,  Mrs.  Grace  Cobrje 

Hope. 
Hopkins,  Mrs.  Emily  B.  ;  one  bed  in  memory  of  Moses  Hopkins,  to  be 

known  as  the  "Moses  Hopkins  Memorial." 
Hutchinson,  Horace  F.  ;  one  bed  in  memory  of  Ellen  B.,  wife  of  Francis 

P.  SCHOALS. 

Hyde,  Mbs.  Clarence  M.  ;   one   bed   in    memory    of   her  mother,  Rebecca 

Babbitt. 
Hyde,  Henry  B.  ;  one  bed  in  memory  of  Henry  B.  Hyde,  Jr. 
Inslee,    Mrs.    Helen    C.  ;    one   bed    in   memory    of   her    husband,    Samuel 

INSLEE. 

Inslee,  Samuel;  one  bed  in  memory  of  Kate  J.  Inslee. 

Jennings,  Mrs.  Esther  J. ;  one  bed  in  memory  of  her  husband,  Oliver  B. 

Jennings. 
Johnson,  Mrs.  Mary  Jane;  by  legacy,  one  bed  in  memory  of  her  husband, 

William  H.  Johnson. 
Johnston,  John  Taylor;  one  bed. 

Kennedy,  John  S.  ;  one  bed  in  memory  of  Miss  Emma  Stewart  Baker. 
Kennedy,  John  S.  ;  one  bed  in  memory  of  Mrs.  Robert  L.  Stuart. 
Kennedy,  John  S.  ;  one  bed  in  memory  of  Rev.  William  G.  Schauffleb, 

D.D.,  LL.D. 
Kennedy-,   Miss   Rachel   L.  ;   one   bed   in    memory   of   her    mother,    Mrs. 

Rachel  C.  Kennedy. 
Keyseb,  Mrs.  J.  Therese;  one  bed  in  memory  of  her  husband,   Samuel 

Keyser. 
Kissel,  Mrs.  Caroline  Thorn;  one  bed  in  memory  of  her  husband,  Gustav 

Edwabd  Kissel. 
Latham,  Mrs.  Adeline  Ives  ;  one  bed  In  memory  of  her  husband,  John 

HowABD  Latham. 
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Leavitt,  Mes.  KATHEBrpTE  Spenceb  ;  two  beds  in  memory  of  her  husband, 

Rev.  Db.  Wtt.t.tam  Leavtit. 
LoED,  Mes.  Feances  T.  ;  one  bed  in  memory  of  her  hnsband,  Geobqe  de 

FOBEST  LOBD. 

LOBD,  Mes.  Josephine  G.  ;  by  legacy,  one  bed  In  memory  of  her  husband, 
Feanklin  B.  Lobd. 

McALPrPT,  Saea  Ftle  and  James  Tolmatt  Ptle  ;  one  bed  in  memory  of 
their  brother,  William  Scott  Pyle. 

MacCaetee,  Mes.  Julia  J. ;  one  bed  in  memory  of  her  husband.  Robeei 
MacCaetee. 

MacKay,  Donald;  one  bed  in  memory  of  Edith  Winslow  MacKay  and 
Walteb  Wise  MacKay. 

Macy,  Mrs.  Caroline  L.  ;  by  legacy,  one  bed  in  memory  of  her  daughter, 
Maey  M.  K.  Willetts. 

Madison  Square  Pbesbyteeian  Chubch  Congeegation  .•  one  bed  in  memory 
of  Geoege  W.  Lane. 

Maitland,  Alexandeb;  one  bed  in  memory  of  his  mother,  Mbs.  Maey  C. 
Maitland. 

Meigs,  Titus  B.  ;  one  bed  in  memory  of  his  son,  Titus  B.  Meigs,  Jb. 

Meseeole,  Mes.  Jeremiah  V. ;  one  bed  in  memory  of  her  son,  Abraham 
Mesebole. 

Meseeole,  Mrs.  Jeeemiah  V. ;  by  legacy,  one  bed  in  memory  of  her  hus- 
band, Jeeemiah  Vandebbilt  Meseeole. 

Meseeole,  Mrs.  Jeeemiah  V. ;  by  legacy,  one  bed  in  memory  of  her  father- 
in-law,  Abraham  Mesebole. 

Meseeole,  Mrs.  Jeeemiah  V. ;  by  legacy,  one  bed  in  memory  of  her  parents, 
Alfred  Clock  and  Ann  Maria  Clock. 

Meseeole,  Mrs.  Jeeemiah  V. ;  by  legacy,  one  bed  in  memory  of  her  brother. 
Adolphus  Clock. 

Milbank,  Dunlevy  ;  one  bed  in  memory  of  his  mother,  Ella  Dunlevy 
Mllbank. 

Murray,  Mrs.  James  T.  ;  one  bed  in  memory  of  her  husband,  James  T. 
Muebay. 

Parsons,  Mrs.  Sarah  J. ;  one  bed  in  memory  of  her  husband,  Charles 
Parsons. 

Paton,  Mrs.  Anna  S.  ;  one  bed  in  memory  of  her  husband,  William  Paton. 

Penfold,  Miss  Josephine  ;  one  bed  in  memory  of  Db.  Edward  Livingston 
Tbudeau,  Jb. 

Penfold,  William  Hall;  by  legacy,  one  bed  in  memory  of  Josephine  Pen- 
fold. 

Phelps,  Jane  G.  ;  by  legacy,  two  beds  in  memory  of  her  husband,  Anson 
G.  Phelps,  Jb. 

Plant,   Mrs.   Maegaeet   J. ;   one  bed   in  memory   of  her   brother,    Simon 

LOUQHMAN. 

Reid,  Peteb;  one  bed  in  memory  of  his  wife,  Jane  Watson  Reid. 
RooME,  Mes.  Laura  ;  by  legacy,  one  bed  in  memory  of  her  sons,   Haeby 

and  Alfred  Roome. 
St.  John,  Mrs.  Martha  L.  ;  one  bed  in  memory  of  her  mother,  Mes.  Sabah 

Ward. 
Senff,  Mbs.  Gustavia  A. ;  one  bed  in  memory  of  her  husband,  Chables  H. 

Senff. 
Shepabd,  Mes.  Elliott  F.  ;  one  bed  in  memory  of  her  daughter,  Florence 

Vandebbilt  Shepabd. 
Shepabd,   Mbs.   Elliott  F.  ;   one  bed  In  memory   of  her   daughter,   Mab- 

GUEEiTE  Shepabd. 
SiNCLAiE,  Mrs.  Margaret  A. ;  one  bed  in  memory  of  Mb.  and  Mbs.  James 

SlKCLAIB. 
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Skidmore,  Charlotte  H.  ;  by  legacy,  one  bed  to  be  named  "William   L. 

Skidmore  Bed." 
Sloane,  Mrs.  Adela  Berry  ;  one  bed  in  memory  of  her  father,  Abraham  J. 

Berry,  M^D. 
Sloane,  John  ;  one  bed  in  memory  of  his  mother,  Elthemia  Sloane. 
Sloane,   John  ;   by   legacy,   one  bed   in   memory   of  his   father,   William 

Sloane. 
Sloane,   John;   by  legacy,   one  bed  in   memory   of  his   brother,   Thomas 

Chalmers  Sloane. 
Sloane,  Mr.  and  Mrs.  William   D.  ;  one  bed  In  memory  of  William  D. 

Sloane,  Jr. 
Stafford,  Mrs.  Justine  Adele;  one  bed  in  memory  of  her  father,  Justin  A. 

Bliss. 
Stafford,  Mrs.  Justine  Adele  ;  one  bed  in  memory  of  her  mother,  Evelina 

C.  Bliss. 
Sturges,  Frederick  ;  one  bed  in  memory  of  his  father,  Jonathan  Sturges, 

who  was  one  of  the  founders  of  the  Hospital. 
Tillinghast,  Louise  ;  by  legacy,  one  bed  in  memory  of  her  sister,  Amelia 

C.  Babcock,  to  be  known  as  "The  Amelia  C.  Babcock  Bed." 
Tod,  William  Stewart  ;  one  bed  in  memory  of  his  brother.  George  Tod. 
TowNSEND,  Jane  A. ;  by  legacy,  one  bed  in  memory  of  her  son,  Randolph 

W.  TowNSEND,  Jr.,  deceased ;  one  bed  in  memory  of  her  son,  Harmon 

W.  Norton,  deceased;  and  one  bed  in  memory  of  her  daughter,  Emma 

L.  Norton,  deceased. 
Tucker,  Winfield;  by  legacy,  three  beds,  one  each  in  memory  of  Joseph, 

ISABELLE  and  Adeline  Tucker. 
Turner,  J.  Spencer;  by  legacy,  one  bed  in  memory  of  his  first  wife,  CoB- 

NELiA  J.  Turner. 
Van  Nest,  Mrs.  A.  R. ;  one  bed  in  memory  of  her  husband,  Abbam  R.  Van 

Nest. 
Wheeler,  The  Misses  Elizabeth  S.  and  Emily  M.  ;  one  bed  in  memory  of 

Mr.  James  Boorman. 
Whitewbight,  William  ;  by  legacy,  ten  beds,  to  be  named  "Whitewrlght 

Beds,"  in  memory  of  his  father,  William  Whitewright. 
Wilson,  Henry  S.  ;  one  bed  in  memory  of  Harry  H.  Wilson. 
Winter,  Albert  ;  one  bed  in  memory  of  Adaline  Benson  Winter. 

For  One  Life. 
Breabley  School  Gibls  and  Others  Interested  ;  one  bed  in  memory  of 

Madam  Berthe  Beck,  to  be  known  as  the  "Madam  Beck  Memorial 

Teachers  Bed." 
Murray,  Mrs.  James  T.  ;  one  bed  in  memory  of  Rev.  John  Hall,  D.D., 

LL.D. 

PRIVATE  ROOMS  ENDOWED. 

Mr.  Peter  Cumming.  under  the  provisions  of  his  wiU,  has  endowed  one 
private  room  in  perpetuity,  to  be  known  as  the  "Peter  Cumming  Memorial 
Room." 

Mrs.  Maria  De  Witt  Jesup  has  endowed  one  private  room  in  perpetuity, 
to  be  designated  as  the  "Eliza  De  Witt  Memorial  Room." 

Mrs.  John  S.  Kennedy  has  endowed  one  private  room  in  perpetuity, 
to  be  known  as  the  "J.  S.  K.  Memorial  Room." 


BED  ENDOWED  FOR  ONE  LIFE. 
Mrs.  John  S.  Kennedy ;  one  bed. 

Respectfully  submitted, 

W.  V.  S.  THORXE.    Treasurer. 
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22,100.97 

100% 
14,321.00 

100%, 

9.5% 
8,007.66 

84,291.17 

$525,408.42 

$79,405.61 

7,919 

i;0.65% 
$25,334.47 


1,629.29 

actual  cost 

7,636.47 

actual  cost 

7,489.75 

actual  cost 

9,170.17 

iictnal  cost 

4,248.17 

88% 

6,687.07 

89% 

613.51 

.^8.7% 

1,622.91 

54.7% 

31,831.75 

actual  cost 


2,157.98 

64% 

2,591.75 

actual  cost 

421.80 

54.7% 
16,219.01 

79^ 


75.36% 


$0,361 


$6,207.53 

15% 

l,662.6l 


^S% 


)on% 
7,795.64 


10% 

2,9(K.18 

10% 


5.5% 
4,636.02 


$59,212.76 
61,362 
$0,964 


24,972 
$0,817 


PatlSts  fa'eat^^  "'  Operating  Room  Nurses  and  Operating  Room  Orderlies  are  distributed  in  proportion  to  the  numbers  of  Private  Room  Surgical  Patients  and  Ward  Surgical 

Method  of  FionRrNO  Cost  of  DirFEnEur  Braitcbes  of  Sebvice: 
»l>,itS"i  ™S^°'*v^  "^''  ■^^,'^^t  Presbyterian  Hospital  of  figuring  the  total  cost  of  caring  for  Ward  Patients,  Private  Room  Patients,  Out-Patient  Department  Patients  or  Patients 
«vmi,  ,  homes  is  to  charge  each  branch  of  the  service  with  salaries  and  wages  of  all  persons  employed  exclusively  in,  and  all  supplies  and  repairs  directly  chargeable  to 
sucn  service,  and  to  prorate  the  other  Operating  expenses  which  contribtite  to  the  cost  of  the  different  branches  of  service  in  such  proportion  as  the  Superintendent  and  his  Assistants 
Artmi„??f  ?■''  ^??  after  careful  consideration  of  the  local  conditions,  which  are,  of  course,  subject  to  change  from  time  to  time.  In  determining  the  relative  proportion  of 
Nu?,w  t^„  L  ^r^®^'  ^  rl°°^  ^"^  "^  Patients,  Housekeeping,  Kitchen,  etc.,  not  including  the  amounts  directly  chargeable  to  Out-Patient  Department  and  Visiting 
facti- fn,.  .^=F„T  l^^".  f'l^  .  "  ^""^  Patients  and  to  Private  Room  Patients  is  based  upon  the  number  of  days'  treatment  furnished  in  each  service,  modified  by  well  known 
the  nromfr^w  * '..  ^  "  private  room  patient  requires  more  professional  care  than  necessary  if  he  were  located  in  a  ward ;  also,  the  important  fact  that  his  food  and 
of  thl^^v^i^2ifL,J  ^t?'  ™'J'^^.  more  than  that  of  the  ward  patient.  The  distribution  of  the  cost  of  General  House  and  Property  Expenses  among  the  different  branches 
01  cne  service  is  based  upon  the  relative  cubic  contents  of  those  rarts  of  the  buildings  occupied  by  each  of  the  five  - — = " — ■> 


EEPOET  OF  THE  SUPEKINTENDENT. 

September  30th,  1918. 

To  THE  Board  of  Managers  of  The  Presbyterian  Hospital. 

Gentlemen: — In  the  absence  of  the  Superintendent  on  active 
military  service,  I  have  the  honor  of  presenting  herewith  the  Fiftieth 
Annual  Eeport  of  the  Superintendent  of  the  Hospital  for  the  year 
ending  September  30th,  1918. 

Eighteen  thousand  nine  hundred  and  seven  persons  have  ex- 
perienced the  benefits  of  the  Hospital  during  the  year.  The  depart- 
ments contributing  this  service  and  the  number  treated  in  each  were 
as  follows : 

There  were  treated  in  beds  in  the  wards  and  private  rooms  of  the 
Hospital  4,380  persons.  The  daily  average  has  been  220.  Of  the 
patients  in  the  wards  1,832  or  54%  were  too  poor  to  pay  for  treat- 
ment and  were  therefore  treated  free  of  charge. 

There  were  treated  in  the  Emergency  Ward  and  Dispensary,  now 
known  as  the  Out-Patient  Department,  12,711  persons,  and  the  daily 
average  visits  made  were  203.  _ 

Our  Visiting  Nurses  cared  for  1,816  persons,  making  24,972 
visits,  an  average  of  68  per  day. 

The  following  will  show  the  work  done  in  the  Photographic 
Department : 

Negatives   2,764 

Prints   6,161 

X-Eay  reductions   4,384 

Miscellaneous    1,358 

Total   14,667 

In  the  Eoentgen  Eay  Department  9,974  plates  were  taken  of 
6,541  patients  from  the  Hospital  and  Out-Patient  Department. 

Since  the  establishment  of  the  new  Eadiotherapeutic  Department 
in  March,  1918,  the  following  work  has  been  done: 

X-Eay.  Eadium. 

175  patients.  49  patients. 

780  treatments.  79  treatments. 
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Tn  April  our  Superintendent,  Dr.  Charles  H.  Young,  accepted  a 
commission  as  ^fajor  in  the  Medical  Reserve  Corps  of  the  United 
States  Army  and  was  granted  leave  of  absence  for  one  year  from 
June  first,  at  which  date  he  left  the  Hospital  to  enter  into  active 
military  service  at  Camp  Devens,  Mass.  Miss  Ruth  T.  Dean  was 
appointed  assistant  to  the  Superintendent  in  April,  succeeding  Mr. 
Clark  S.  Comstock,  who  had  resigned  and  accepted  the  Superin- 
t-endency  of  the  Hamot  Hospital,  Erie,  Pa.  Miss  Dean  assumed  the 
duties  of  Assistant  Superintendent  on  Dr.  Young's  departure  and 
Mr.  Terence  B.  Holliday  was  appointed  assistant  to  the  Superin- 
tendent July  1st.  Other  changes  in  personnel  and  reorganizations 
made  necessary  thereby  are  mentioned  in  full  in  the  reports  of  the 
Directors  of  the  Medical,  Surgical  and  Pathological  Services,  the 
Director  of  Nursing  and  the  Out-Patient  Department. 

Assistance  has  been  rendered  to  the  War  Department  in  the 
training  of  twelve  enlisted  men  for  four  weeks  in  the  duties  of 
orderlies  and  in  giving  over  the  dispensary  for  the  examination  of 
draft  candidates.  We  have  endeavored,  as  far  as  possible,  to  comply 
with  the  rules  and  recommendations  of  the  Food  Administration  and 
the  restrictions  imposed  have  been  accepted  by  all  in  the  best  spirit. 

Dbspite  many  economies  instituted  and  all  efforts  made  to  limit 
expenditures  to  the  lowest  point  consistent  with  the  maintenance  of 
the  efficiency  of  the  institution,  the  total  current  expenses  have  in- 
creased $54,014.35  over  the  previous  year.  Although  according  to 
Government  reports  the  cost  of  provisions  has  increased  163^%  dur- 
ing the  past  )'ear  we  have  been  able  to  limit  the  increase  in  our  per 
capita  cost  of  this  item  to  8^%.  The  greatest  increases  have  been 
in  the  following,  the  figures  showing  the  increase  over  the  preceding 
year: 

Medical  and  Surgical  Supplies $16,193.03 

Fuel,  oil  and  waste 13,405.83 

Provisions    9,970.65 

Rental  of  annex  to  Nurses'  Home 4,843.64 

Salaries  and  wages 15,623.92 


$60,037.07 


Additions  and  improvements  made  during  the  year  include  the 
following: 

The  fitting  up  of  a  room  in  the  Accident  Ward  for  the  new 
Department  of  Radiotherapy,  and  the  purchase  of  100  milligrams  of 
radium  for  use  in  this  department. 

The  addition  of  a  fluoroscope  to  the  x-ray  equipment. 

The  rearrangement  and  enlargement  of  storeroom  facilities. 
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Many  rooms  and  the  entire  interior  of  the  Operating  Pavilion 
have  been  painted. 

A  vacuum  system  has  been  installed  in  connection  with  the  heat- 
ing plant  which  promises  to  reduce  considerably  the  consumption 
of  fuel. 

The  old  Ford  car  used  by  the  Visiting  iSTursing  Department  has 
been  replaced  by  a  new  and  larger  car.  These  cars  have  run  over 
7,000  miles  during  the  year. 

Eecently  a  system  has  been  worked  out  and  put  into  operation 
for  the  reclaiming  of  gauze  which  will  considerably  reduce  expen- 
ditures for  this  item  in  the  future. 

The  Hospital  Bureau  of  Standards  and  Supplies  has  continued  to 
render  invaluable  service  in  the  purchasing  of  many  of  the  hospital 
supplies. 

I  wish  to  express  my  appreciation  of  the  loyalty  and  faithful 
service  rendered  by  my  assistants,  heads  of  departments  and  em- 
ployees, and  to  thank  your  Board  for  your  encouragement  and  support. 

Eespectfully  submitted, 

JAMES  U.  NOERIS, 

Acting  Superintendent. 
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COMPARATIVE  STATISTICS  OF  PATIENTS  TREATED,  ETC. 
During  Years  Ending  September  30,  1918  and  1917. 


Hospital  Wards  and  Private  Rooms 


Patients  in  Hospital  First 
OF  Year: 

In  Medical  Wards 

In   Surgical  Wards 

In  Private  Rooms 


1918 
Male  Female  Total 


51 
34 

7 


42 
41 
13 


92 


Total    

Patients   Admitted   During 
Year: 

To  Medical  Wards 1,038 

To  Surgical  Wards 946 

To  Private  Rooms 153 


96 


Total 


Patients   in   Hospital   End 
OF  Year: 

In  Medical  Wards 

In  Surgical  Wards 

In  Private  Rooms 


53 

36 

8 


Total 


97 


95 


Total  Patients  Days'  Trf^tment  : 

Free  Ward 32,981 

Endowed  Beds    7,816 

Pay  Ward   29,330 

Private  Room   7,919 


188 


760  1,798 
955  1,901 
340        493 


Total  2,137     2,055     4,192 

Total  Patients  Treated  in 
Hospital  Wards  and 
Private  Rooms  During 
Year   2,229      2,151      4,380 

Patients    Discharged   Dur- 
ing Tear  : 

Improved   2,989 

Unimproved  870 

Transferred  to  other  in- 
stitutions    17 

Died  312 


4,188 


48        101 
36  72 

11  19 


192 


Total 


Percentage : 

Free  Ward  Days 42.3% 

Endowed  Bed  Days 10    % 

Pay  Ward  Days 37.5% 

Private  Room  Days 10.2% 


78,046 


100% 


1917 

Male 

Female  Total 

48 

47          95 

49 

47          96 

5 

14           19 

102 


108        210 


1,060        789      1,849 

1,006      1,013      2,019 

178        305        483 


2,244  2,107  4,351 


2,346  2,215  4,561 


3,310 
727 

20 
326 


4,383 


51 

42 

93 

34 

41 

75 

7 

13 

20 

92 

96 

35,719 
7,654 

29,780 
8,514 

188 

81,667 

43.6% 

9.4% 

36.5% 

10.5% 

100% 

bb:pobt  of  the  superintendent. 
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Average  Patients  Per  Day  ; 

Free  Ward  

Endowed  Bed 

Pay  Ward 

Private  Room 


1918 

94 

21 
84 
21 


220 
Average  Days  Per  Patient  in  Hospital        18 

Daily  Average  Cost  Per  Private  Room 

Patient    $10,087 

Daily  Average  Cost  Per  Ward  Patient    4.6SS 

Out-Patient   Department. 

1918 
Male  Female  Total 

Patients  treated  who  have 
been  treated  in  some 
previous  year    1,594     1,948     3,542 

New  Patients  treated 4,586     4,583     9,169 


Total  Patients  Treated.    6,180     6,531    12,711 

Patients  treated  who  have 
been  transferred  from 
other  departments  of  Out- 
Patient  Department    2,123     2,033     4,156 


Total  Oases  Treated....    8,303     8,564   16,867 

Free       Pay    Total 

Visits  made  9,778   51,584   61,362 

Average  visits  per   day    (301 

days)    203 

Average  visits  per  patient  —  4.8 

Average  cost  per  visit $0,964 

Surgical  dressings  applied...  41,153 

Prescriptions  filled    41,883 

Visiting  or  Home   (District)   Nursing. 

Cases  cared  for  who  have  been  cared 

for  In  some  previous  year 330 

New  oases  cared  for 1,486 


Total  Cases  Cared  For 

Visits  to  Homes  for  Social  Service. . .  9,805 

Visits  to  Ward  Patients  needing  So- 
cial Service  care 7,404 

Visits  to  Homes  of  Patients  for  Nurs- 
ing Care 5,783 

Visits  made  at  Social  Service  Office. .  1,980 


1,816 


Total  Viair* 


24,972 


1917 

98 
21 
82 
24 


225 


18 

$8,684 
3.947 


1917 
Male  Female  Total 


2,076      2,373      4,449 
5,541      5,041    10,582 


7,617      7,414    15,031 


1,793      1,764     3,557 


9,410     9,178    18,588 

Free       Pay    Total 
8,371    53,788    62,159 

206 
4.1 

$0,849 
35,755 
48,174 


2,055 


7,000 

6,320 

6,579 
2,672 


22,571 
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Cases  given  Material  Relief  who  have 
received  such  relief  in  some  pre- 
vious year   62 

New  cases  given  Material  Relief 187 


Total  Cases  Given  Material  Rhxief 

Cases  referred  to  organizations  for 
Material  Relief  or  employment. . . 

Patients  sent  to  Convalescent  Homes 
and   Sanatoria    

Patients  sent  to  Hospitals,  Homes  for 
Incurables  and  Aged 

Patients  sent  to  Fresh  Air  Homes. . . . 

Summary. 


107 

528 

63 
165 


1918 


Total   Patients    Treated   during   year 

in  all  departments 18,907 

Average  Patients  per  day  in  all  De- 
partments         423 

Daily  Average  Number  of  Employes 

Boarded  in  Hospital 410 

Daily  Cost  per  Capita  for  Provisions 

for  all  persons  supported $0,474 


249 


85 

504 

102 
108 

1917 
21,647 

431 

396 
$0,437 


155 
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STATISTICS'  EEGAEDING  PATIENTS. 


Africa    1 

Armenia    4 

Australia   6 

Austria    121 

Belgium    5 

Bohemia     103 

British  West  ludies  17 

Brazil    1 

Bulgaria    1 

Canada     41 

China    10 

Columbia   1 

Costa  Rica  4 

Cuba    4 

Danish  West  Indies  1 

Denmark    18 


Place  of  Birth 

England   108 

Finland    7 

France    25 

Germany    154 

Gibraltar    1 

Greece    27 

Honolulu    1 

Hungary    91 

India    3 

Ireland    332 

Italy    193 

Japan    3 

Mexico    1 

New  York  City 1413 

New  Zealand   1 

Norway    13 


pNova  Scotia   3 

Persia    7 

Poland    22 

Porto  Rico  4 

Portugal    2 

Roumania    5 

Russia    174 

Scotland    59 

South  America  ....  4 

Spain    5 

Sweden    44 

Switzerland    21 

Syria    1 

Turkey    9 

United   States 1107 

Wales   4 

West  Indies  10 


Baptist    50 

Buddhist    2 

Catholic,  Greek 22 

Catholic,  Roman...  1574 

Christian  Scientist.  5 

Congregationalist    .  14 

Confucianist    9 

Dutch  Reformed ...  9 


Reugious  Beliefs 

Episcopal    304  Orthodox   16 

Evangelist   2  Presbyterian    450 

Hebrew   501  Protestant    (denom- 

Lutheran   145  ination  not  stated )   925 

Methodist  Episcopal     11  Protestant  Episcopal    23 

Methodist   86  Reformed    3 

Moravian    1   Unitarian    6 

None   30   Universalist    6 


Occupations 


Accountants    7 

Actors    3 

Actresses   5 

Advertisers    1 

Agents    24 

Architects    4 

Artists    11 

Attendants   5 

Auditors    1 

Authors    1 

Bakers    30 

Bankers   7 


Barbers  

Blacksmiths    . . . 
Bookkeepers   . . . 

Bootblacks    

Bricklayers    . . . 

Brokers    

Butchers    

Buyers    

Cabinet  Makers. 

Captains    

Carpenters    .... 
Cashiers    


8    Chaufeeurs    48 

2    Chemists    5 

21  Children        (except 

1  school    children) .  301 

Q  Civil  Engineers ....  2 

6    Clergymen  16 

6    Clerks    494 

1  Coachmen    1 

2  Collectors    1 

2    Companions    1 

46    Contractors    4 

11   Oorsetieres  5 
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STATISTICS  REGARDING  PATIENTS— Continued. 


Occupations — Continued. 


Caretakers 
Decorators 
Dentists  . . 
Designers 


....  3 

7 

....  2 

....  3 

Domestics    396 

Draughtsmen    6 

Dressmalcers  56 

Drivers    3 

Editors    13 

Electricians    9 

Elevator  Runners..  3 

Engineers   6 

Engravers    2 

Factory    Hands 141 

Farmers    16 

Firemen,    City 11 

Firemen,  Stationary  9 

Florists   5 

Foremen    5 

Furriers  7 

Generals    1 

Glaziers   2 

Governesses   4 

Hairdressers 3 

Housewives    647 

Inspectors    8 

Iron   Workers 8 

Janitors    13 

Janitresses   6 

Jewelers    4 

Laborers    78 

Laundresses    23 

Laundrymeu   12 

Lawyers    19 

Letter   Carriers IS 


Librarians   

Lithographers   

Machinists    

Managers    

Masons  

Masseurs   

Mechanics    

Merchants   

Messengers    

Milliners    

Miners    

Missionaries    

Models    

Musicians   

Music  Teachers 

No  Occupations.... 
Nurses,  Children's., 

Nurses,  Trained 

Nuns   

Orderlies    

Painters   

Paperhangers   

Peddlers    

Pharmacist    

Photographers    . . . . 

Physicians    

Physical   Directors. 

Plasterers    

Plumbers   

Policemen   

Porters    

Printers   

Professors   

Publishers   

Railroadmen    


4  Real  Estate  Dealers  6 

1  Reporters    2 

51    Retired    15 

20    Saddlers    1 

17    Sailors    9 

4    Salesladies   26 

95    Salesmen    57 

34    Sawyers  1 

33  School  ChUdren....  297 

9    Seamen    5 

2  Secretaries    25 

28  Sextons    2 

1    Shoemakers    3 

11  Social   Workers 4 

3  Soldiers  16 

243    Stenographers 47 

6    Stewards   4 

70    Stone  Cutters 4 

1    Storekeepers  42 

0  Students   89 

82  Superintendents    ...  11 

12  Surgeons    1 

9    Tailors   48 

1  Teachers  39 

9  Telegraph      Oi)erat- 

29  ors  1 

2  Telephone     Opera  t- 

6       ors    14 

6    Typists    2 

26  Undertakers    1 

27  Upholsterers  4 

11    Waiters    24 

3  Waitresses   31 

3    Watchmen   23 
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SPECIAL  GIFTS. 
FOR  THE  YEAR  ENDINO  SEPTEMBER  30,  1918. 


FLOWERS,  PLANTS,  ETC. 


American  Red  Cross 

A  Friend 

Agnew,  Mrs.  Cornelius  R. 

Alexander,  Mrs.  H.  A. 

Anderson,  Miss 

Arnstein,  Mrs.  Leo 

Babcock,  Mrs.  H.  D. 

Bacon,  Mrs.  W.  Rathbone 

Brady,  Mrs.  Nicholas  F. 

Brookman,  Mrs.  H,  D. 

Burchell,  Mrs.  S.  A. 

Burden,  Mrs.  J.  W. 

Butler,  Lyman  C.    (In  memory  of) 

Butler,  William  Allen 

Campbell,  Mrs.  C.  G. 

Carstarplien,  Mr.  and  Mrs.  Frank  E. 

Colonial  Florist 

Converse,  Mrs.  J.  V. 

Crawford,  Mrs.  Daniel 

Curtis,  C.  D. 

Cutting,  Mrs,  W.  Bayard 

Cutting,  Mr.  and  Mrs.  R.  Fulton 

Davison,  Mrs.  H.  P. 

DeHeredia,  Mrs. 

Fiske,  Haley 

Frick,  Henry  C. 

Gollaway,  Mrs.  B.  M. 

Gregory,  Mrs.  G.  F. 

Griswold,  W.  E.  S. 

Guaranty  Trust  Company 

Haas,  Mr.  and  Mrs.  Abraham 

Handy,  Miss  R. 

Harkness,  Edward  S. 

Heckscher,  Mrs.  August 

Hiss,  Mrs.  P.  H. 

Hoffman,  Mrs.  F.  B. 

Hofman,  Mrs.  C. 

Holpfner,  Miss  Ethel 

Hughes,  J.  C. 

Isaacs,  Mrs.  Robert 

Jennings,  Mrs.  Walter  E. 

Katte,  Mrs.  Walter 

Keith,  M.  C. 

Kellogg,  Mrs.  J.  P. 

Kelly,  Miss  Mary 

Kleth,  B.  F. 

Lamb,  Mrs.  Albert  R. 

Lewisohn,  Mrs.  S. 

Linley,  Mrs.  J.  F. 

Loree,  Mr. 


McAlpin,  Mrs.  C. 
McMagee,  Mrs.  J. 
McGee,  Mrs.  John 
Martin,  Mr. 
Mason,  Rev.  C.  J. 
Mason,  Miss  M.  V.  B. 
Milbank,  Jeremiah 
Morris,  Leigh 
Mott,  Miss  Sophie  L. 
Newcomb,  Dr.  W.  A. 
Nichols,  Mrs. 
Nichols,  Mrs.  J.  D. 
Oakley,  Mrs.  Henry 
Oelrichs,  Mrs. 
Peters,  Miss 
Pile,  Joseph  A. 
Planten,  Mrs.  W.  J.  R. 
Pratt,  Mrs.  G.  D. 
Pratt,  Mrs.  Herbert  L. 
Reid,  Mrs.  Ogden  Mills 

Reinheimer,  Miss  Edith 

Richards,  Mrs.  Eben 

Rockefeller,  Mrs.  Percy  A. 

Rossiter,  Mr.  and  Mrs.  Clinton 

Rye  Presbyterian  Church 

Schling,  Max 

Seifert,  Albert 

Schultz,  E.  H. 

Shearer,  E.  G. 

Sloane,  Mrs.  William 

Smith,  Miss  Josephine  C. 

Stanwood,  Mrs.  Frederick  A. 

Stetson,  Mrs.  E.  W. 

Stimstom,  Mrs.  E.  J. 

St.  James  Church 

Thayer,  Mrs.  E.  V.  R. 

Thomas,  Lieut.  Clarence  P. 

Thome,  Mrs.  Jonathan 

Sturges,  Arthur  P. 

Tucker,  Mrs.  John 

Vanderbilt,  Mrs.  William  K. 

Vanneburg,  Mrs. 

Walsh,  Mrs.  James  W. 

Ware,  Lieut.  Edward  R. 

Ware,  Mrs.  James  R. 

Weld,  Mrs.  Francis  M. 

Whitman,  Governor 

Wickersham,  Mrs.  George  W. 

Wilcox,  Henry 

Wilson,  Mrs.  C.  M. 
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MAGAZINES 


American  Tract  Society 
Baldwin,  I^roy 
Billings,  Mrs.  Richard 
Bradley,  Mrs. 
Burnett,  Mrs.  F.  H. 
Butler,  Mrs.  William  A. 
Clark,  Mrs.  J.  W. 
Gushing,  Mrs.   H.  G. 
Drayton,  Mrs.  Heyward 
Eliot,  Major  Ellsworth 
Field,  Mrs.  S.  P. 
Graves,  Mrs.  J.  F. 
Guggenheim,  Mrs.   H.  F. 
Harkness,  Mrs.  S.  V. 
Hyde,  Mrs.  C.  N. 
Irving,  Mrs.   Peter 
Jackson,  Mrs.  J.  A. 


Kissel,  Miss  Dorothy 
Lee,  Mrs.  F.   S. 
ivivermore,  F.    W. 
Livermore,  Mrs.  John  R. 
MacFadden,  Mrs.  G.  G. 
Ordway,  Mrs.  S.  II. 
Post,  Mrs. 

Powell,  Mrs.  Wilson  M. 
Pratt,  Herbert  L. 

Presbyterian  Board  of  Foreign  Mis- 
sions 
Spitzner,  Mrs.  G.  W. 
Thomas,  Miss 
Van  Lennep,  Mrs. 
Wolf,  Mrs.  Lewis  S. 
Wolfif,  E. 


BOOKS 


American  Library  Association 
Bayer,  Mrs.  Edwin  S. 
Clark,  Mrs.  A.  Schuyler 
Gushing,  Mrs.  H.  G. 
Drayton,  Mrs.  Heyward 
Jackson,  Mrs.  John  A. 
Moen,  Mrs.  A.  R. 


Nickerson,  Mrs.  Hoffman 
Reed,  Mrs.  L.  R. 
Soutter,  Dr.  Robert 
Vanderpool,  Mrs.  W. 
Van  Lennep.  Mrs. 
Williams,  Mrs.  B.  S. 
Woerz,  Mrs.  F.  W. 


FOODSTUFFS 


Agnew,  Mrs.  Cornelius.     Lettuce  and  grapes. 

Auchincloss,  Mrs.  Edgar  S.     Eggs. 

Brady,  Mrs.  Nicholas  F.    Ice  cream,  cake  and  candy. 

Brown,  Mrs.  G.  Hunter.    Jam  and  jelly. 

Brown,  Miss  Mae.    Vichy. 

Bushbaum  &  Sons.     Fish. 

Davidge,  William  H.    Eggs. 

Delleredia,  Mrs.    Oranges. 

Ehret,  George.     Apples  and  oranges. 

Froebel  League.     Grapes. 

Hoe,  Mrs.  Richard  March.    Preserves. 

Lenox  Hill  Settlement.    Milk  and  cream. 

Rockefeller,  Mrs.  Percy  A.    Potatoes. 

Sage,  Mrs.  Russell.     Jelly. 

Schultz,  Carl  H.     Mineral  water. 

State  Conservation  Commission.    Fish. 

Stilliman,  C.  C.     Candy. 

Tilney,  Mrs.  I.  S.    Lettuce  and  spinach. 

Tucker,  Mrs.  Carl.    Apples. 

Tuckerman,  Mrs.  Paul.    Three  dozen  oranges  weekly  for  Ward  Ten.    Candv. 
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TOYS,  ETC.,  FOR  CHILDREN'S  WARD 

Allen,  Miss  C.  F.    Toys. 

Bayer,  Mrs.  Edwin  S.    Toys. 

Bedell,  Mrs.  A.  M.    Toys. 

Carpenter,  Miss  Mary  E.     Scrap  books  and  Christmas  cards. 

Clark,  Mrs.  W.  Puzzles. 

Gushing,  Mrs.  H.  G.    Toys. 

Dlckman,  Mrs.  W.  C.    Toys. 

Guggenheim,  Mrs.  H.  F.    Toys. 

Harkness,  Mrs.  Edward  S.    Toys  and  Christmas  stockings. 

Herrimann,  Mrs.  M.  C.     Children's  books. 

Romans,  H.  P.    Toys. 

New  York  Railways  Company.    Mother  Gooselets. 

Nickerson,  Mrs.  Hoffman.    Picture  puzzles. 

Scott,  Walter.    Christmas  toys. 

Tucker,  Mrs.  Carll.    Children's  books  and  writing  paper. 

Wanamaker,  Rodman,    Toys. 

Wing,  Mrs.  Morgan.    Toys. 

MISCEDLANEOUS. 

Alexander,  Miss  Enid.    Entertainment  for  patients. 

Baker,  James  B.    Picture  of  Nurses'  Home. 

Becker,  Mrs.  W.  Q.    Christmas  cards. 

Berger,  Miss  Kittle.    Entertainment  for  patients. 

Coles,  J.  Ackerman.    Organ. 

Colgate  &  Company.    Twenty-five  pounds  talcum  powder. 

Gushing,  Mrs.  H.  G.    Shoes. 

Donaldson,  Miss  Vivien.     Concerts  in  wards. 

Edwards,  Miss  Harriet  L.    Thirty-two  baby  jackets. 

Flynn,  Miss  Louisa  A.    Crutches. 

Foster,  Maurice  M.    Toothpicks. 

Franco-American  Ferment  Company.  Lactobacilline  products  throughout 
the  year. 

Globe  Music  Club.    Concert  in  wards. 

Harkness,  Mrs.  Edward  S.     Sweaters,  leggins,  mittens,  caps  and  mufflers. 

Haskin  &  Sells.    Allowance  of  $190  from  bill  for  annual  audit. 

Kellogg,  Mrs.  F.  L.    Old  bottles. 

Kennedy,  Mrs.  John  S.  Thanksgiving  and  Christmas  dinners  for  patients 
and  household. 

Livermore,  Mrs.  J.  R.    Worsted  scarf. 

McMurtry,  Mrs.  George  G.    Favors  for  Christmas  tree. 

Perkins,  E.  M.    Crutches. 

Plunkett,  Mrs.  F.  K.    Ten  pounds  ibarley  flour. 

Smith,  Frank.    Surgical  instruments. 

Spence  School.    Bottles  and  jars. 

St.  Thomas'  Employment  Society,  St.  Thomas'  Church.  Sewing  and  hem- 
ming 4,665  pieces  of  linen. 

Tannor,  Mrs.  John.    Gatch  bed. 

Tanner,  Frederick,  Jr.    Chair. 

Taylor,  Mrs.  E.  W.    Sick  room  utensils. 

Tucker,  Mrs.  Carll.    Sweater. 

Tuckerman,  Mrs.  Paul.    Calendars. 

Tuxbury,  Miss  Alice  B.    Bed, 

Walton,  Mrs.  M.  H.    Invalid's  chair  and  three  coffee  pots. 

Women's  Industrial  Society,  St.  George's  House.  Sewing  and  hemming 
2,973  pieces  of  linen. 
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THE  FOLLOWING  HAVE  OIVEN  PERSONAL  SERVICE,  CUT 
FLOV/ERS  AND  RELIGIOUS  READING  MATTER. 

Personal  Service — visiting  the  sick,  Miss  H.  L.  Edwards,  Miss  Willis. 

I'ersonal  Service — visiting  the  sick  weekly  for  ten  months — Mrs.  David 
McMunigle,  Miss  Harriet  Small,  Mrs.  A.  B.  Conover  (deceased),  Miss 
E.  E.  Lester  and  their  associates,  through  whom  the  following  dona- 
tions have  been  received  and  distributed  to  the  patients  in  the  wards. 

Cockroft,  Miss  M.  T.  Cut  flowers  weekly  for  ten  months.  Ten  dollars  for 
reading  matter. 

Hauser.  John  W.,  through  Mrs.  David  McMunigle.  Cut  flowers  weekly  for 
nine  months. 

O'Neil,  Mrs.  Hugh  and  Mrs.  David  McMunigle.  Gospel  leaflets  weekly 
for  ten  months.  Christmas  and  Easter  cards  for  medical  and  surgical 
men. 

Talcott,  Mrs.  James.    Twenty-flve  dollars  for  flowers  and  geranium  leaves. 

Conover,  Mrs.  A.  B.    Leaflets. 

THE    FOLLOWING    HAVE    FURNISHED    VOCAL    AND    IN- 
STRUMENTAL MUSIC  FOR  THE  SUNDAY  AND 
RELIGIOUS    SERVICES. 

INDIVIDUALS 

Mrs.  C.  E.  Sholes,  Mrs.  J.  H.  Farber,  Mrs.  John  M.  Pierce. 

CHURCH  SOCIETIES. 
Young  People's  Society  of  the  Ou)  First  Pbesbytebian  Church  :  Mrs. 
Vincent  D'Onofrio,  Misses  Reed,  Carrie  Cushier,  Anna  Wheatley,  Hazel 
Kirk,  Margaret  Louden,  Grace  Hall,  Beatrice  Sellers,  Gladys  Pugh, 
Rosalie  Watson,  Ida  Aufenkolk,  Anna  Aufenkolk,  Frances  La  Prest, 
Ida  La  Prest,  Nadine  Van  Buren  and  Messrs.  Mudge  and  John  Muzil. 

Young  People's  Society  of  Chelsea  Pbesbytebian  Chubch  :  Misses  Emily 
Dorscheimer,  Mamie  McGowan,  Bernice  Bell,  Frances  Reed,  Ellen  Web- 
ster, Edith  Outten,  Janie  Quinn,  Jeannette  Wilson,  Ethel  Perelra,  H. 
Kloene ;  Messrs.  Charles  Dorsheimer,  William  McCaughin,  Donald  Ross, 
Donald  Brownless,  Maurice  Yeiser,  Frank  Quinn,  Godfrey  Lindeberg, 
Willard  Strange,  Walter  Lawrence. 

Junior  Choib  and  Others  from  Cornell  Memorial  Methodist  Episcopal 
Church  :  Mrs.  Martha  Hallwood,  leader.  Misses  Edna  Huntz,  Adele 
Kehn,  Marie  Ferguson,  Lillian  Kimmer,  Caroline  Shrlvanek,  Eleanor 
Kranz,  Olga  Lehn,  Edna  Laughaar.  Bertha  Milbank,  Minerva  Charlton, 
Pauline  Nouzeschy,  Marie  Backer.  May  Bascelle,  Anna  Kuehne,  Elsie 
Travis,  Helen  Ranyi,  Elizabeth  Yagos,  Mildred  Pasvyc,  Margaret  Paul, 
Helen  Schnoor,  Anna  Kircher,  Minnie  Dick,  Olga  Pusohman,  Libble 
Appleton,  Margaret  Kuehne,  Amelia  Ulzhoefer. 

Young  People's  Society  of  the  University  Place  Presbyterian  Chuboh  : 
Misses  Helen  Caruthers,  Margaret  Seery,  Lillian  Seery,  Virginia  Gro- 
shou,  Mary  Totten,  Emily  Pacconni,  Frances  Schreiver,  Adrienne  Man- 
cini,  Gertrude  Wettlaufer ;  Messrs.  William  Purcell,  Edwin  Beemer, 
Edgar  Van  Denson,  Michael  Thompson,  Chester  Pratt,  Peter  Snyder, 
Harry  March,  Fred  Markert ;  Rev.  T.  G.  Speers. 
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CHURCH  SOCIETIBS-Oontiiiued. 

Hospital  Choib  of  the  Baptist  Temple,  Bbooklyn  :  Mr.  and  Mrs.  E.  A. 
Ebel,  Mr.  and  Mrs.  George  Moore,  Mr.  and  Mrs.  M.  Munz,  Mr.  and 
Mrs.  H.  Swallow,  Mr.  and  Mrs.  T.  Swinthenbank,  Mr.  and  Mrs.  J. 
Tice,  Jr.,  Mr.  and  Mrs.  E.  Thomas,  Mrs.  Reba  Bradley,  Mrs.  C.  K. 
Slireve,  Misses  I'lorence  Baillie,  Bartlett,  Gwinner,  Ellen  Murcock, 
Maud  Famum,  Oliva  Meserine,  Blanche  Paulson,  Messrs.  Paul  Al- 
bright, Samuel  Dorsett,  David  Erglis,  Wm.  H.  Fawcett. 

Chuech  of  the  Good  Shepherd  :  Mrs.  J.  H.  Farber,  Misses  Marjorie 
Ayers,  Florence  Weale,  Elizabeth  Waldhelm,  Emily  Body,  Ethelyn  and 
Ruth  Farber,  Mr.  Clifford  "Willoughby  and  Dr.  Howard  Moxom. 

Young  People's  Society  of  the  Foebest  Avenue  Congeeqational  Chuech  : 
Misses  Mayme  Wilkinson,  Anna  Wilkinson,  Mae  Hollweg,  Augusta 
Schmidt,  Regina  Volkmar,  Loretta  Mara,  Gertrude  Hanisch,  Mr.  Harry 
Wiegand. 

GIFTS  FOR  THE  SCHOOL  OF  NURSING. 

Foe  the  School  Libraey  :  Mr.  Frederick  Sturges,  The  International  Stu- 
dio ;  Mr.  Eugene  Delano,  The  Illustrated  London  News,  and  L'lllustra- 
tion;  Mrs.  H.  A.  Vedder,  The  Spirit  of  Missions.  Books  from  Mrs. 
Henry  Morgenthau,  Mrs.  Richard  Stein,  Mrs.  J.  C.  Foley ;  Dr.  Palnel 
J.  Flagg,  Miss  R.  Morley,  Mr.  Grenville  Kleiser,  Miss  Laura  Hersloff, 
Class  '21. 

Tickets  fob  Enteetainment  Theoughout  the  Season  :  Mrs.  H.  Fairfield 
Osborn,  Mrs.  Ogden  Mills,  Mrs.  Herbert  L.  Satterlee,  Mrs.  William 
Pierson  Hamilton,  Mrs.  James  Sullivan,  Mrs.  Henry  R.  Hoyt,  Mrs. 
Gamble  Rogers,  Mrs.  Archibald  Murray,  Mr.  Arthur  Sturges,  Mr.  Mar- 
shal J.  Dodge,  Mr.  S.  Pach. 

Flowees,  Fsuit,  Vegetables  and  Jelly  :  Mrs.  J.  Kennedy  Tod,  Mrs.  J. 
Pierpont  Morgan,  Mrs.  H.  Fairfield  Osborn,  Mrs.  W.  K.  Vanderbilt, 
Mrs.  Roswell  Eldridge,  Miss  F.  M.  Perkins. 

Miscellaneous  :  Class  of  '18,  Service  Flag  for  Florence  Nightingale  Hall ; 
Class  of  '19,  Prayer  Book  for  the  School  and  a  Flag;  Gladys  Alma 
Curry,  '18,  mahogany  center  table ;  Mary  Bishop  Peabody,  '18,  draperies 
and  pillow  covers ;  Sara  McDavitt,  '20,  a  flag ;  Mrs.  Walter  Lowry,  nee 
Beatrice  Armour,  mahogany  lamp ;  Mr.  James  B.  Baker,  Drawing  of 
llorence  Nightingale  Hall ;  Mrs.  Oliver  Harriman,  service  flag ;  Mrs. 
E.  S.  Harkness,  tray  sets  for  nurses  when  Ul ;  Elizabeth  Frank,  copper 
vase ;  Mr.  David  M.  Look,  $5.00  for  music ;  Mrs.  Henry  Rapson,  Chapel 
organ ;  Helen  Butterworth,  illuminated  text ;  Portrait  of  Dr.  Crawford 
Long,  the  great  anaesthetist,  given  by  his  daughter,  Mrs.  Marcus  Elvis 
Taylor. 


REPORT  OF  THE  DIRECTOR  OF  MEDICAL  SERVICE. 

September  30,  1918. 
To  THE  Board  of  Managers  Presbyterian  Hospital. 

Gentlemen  : — I  have  the  honor  to  submit  the  following  report 
from  the  Medical  Service. 

Several  changes  have  been  necessary  during  the  past  year  to 
meet  conditions  brought  about  by  the  war.  The  reduced  personnel 
made  it  impossible  to  continue  research  work,  for  hospital  and  teach- 
ing claimed  all  available  time  and  energy  of  the  members  of  the  staff 
not  entering  military  service.  Every  etfort,  however,  has  been  made 
not  to  curtail  or  impair  the  capacity  of  the  hospital  to  care  for  the 
sick  and  to  train  men  for  efficient  service  in  the  army  and  navy. 

Dr.  Longcope  has  been  in  the  Surgeon  General's  office,  in  the 
Division  of  Internal  Medicine,  becoming  head  of  this  bureau  on  the 
death  of  Dr.  Theodore  C.  Janeway,  December  27,  1917.  Last  July 
Dr.  Longcope,  with  the  rank  of  colonel,  was  ordered  abroad  to  be 
Senior  Medical  Consultant  in  Communicable  Diseases  in  the  United 
States  Expeditionary  Force. 

On  May  1,  Dr.  William  S.  Ladd  was  called  to  active  service. 
His  work  in  the  dispensary  and  in  assisting  with  the  supervision  of 
the  Clinical  Clerks  has  been  taken  over  by  Dr.  Atchley  and  Dr. 
Ferguson.  Dr.  Neergaard  was  commissioned  in  the  Medical  Corps 
and  accepted  military  service  in  July,  and  Dr.  Anderton  has  filled 
his  position  as  Chief  of  the  Medical  Clinic  in  the  dispensary  and  has 
taken  charge  of  the  teaching  of  physical  diagnosis  to  Third  Year 
students.  On  July  1st  Dr.  Stanley  Fortuine  was  appointed  Resident 
Physician,  serving  in  this  capacity  until  August  when  he  resigned  to 
accept  active  military  service,  and  Dr.  L.  H.  Ferguson,  who  had 
previously  been  appointed  Coolidge  Fellow,  was  put  in  his  place. 
Dr.  Ferguson  while  holding  the  Coolidge  Fellowship  assisted  in  the 
medical  clinic  in  the  dispensary  and  continues  the  work  as  Resident. 
Among  other  duties  as  Resident,  Dr.  Ferguson  assists  Dr.  Atchley 
with  the  Clinical  Clerks  and  has  the  medical  care  of  the  nurses  from 
which  Dr.  A.  R.  Lamb  had  to  be  relieved  on  account  of  the  pressure 
of  hospital  and  teaching  work.  Dr.  B.  Isabel  Shannon  has  been 
appointed  to  assist  Dr.  Boyd  in  the  Tuberculosis  Clinic  in  the  dis- 
pensary. On  July  1st,  Dr.  Geyelin  was  appointed  director  of  the 
Medical  Clinic  at  the  Vanderbilt  Clinic  and  has  already  accomplished 
admirable  work  in  the  reorganization  of  the  clinic  and  teaching  under 
rather  difficult  circumstances. 

At  the  April  meeting  of  the  Board  of  Managers  Drs.  A.  E.  Neer- 
gaard and  H.  R.  Geyelin  were  appointed  Associate  Visiting  Physicians 
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to  the  Presbyterian  Hospital,  and  Dr.  Dana  W.  Atchley  was  appointed 
Assistant  Visiting  Physician  to  the  Medical  Service. 

Dr.  Strong,  who  was  able  to  give  only  part  time  in  1917,  has 
sufficiently  recovered  from  his  illness  of  that  year  to  devote  his  entire 
time  to  the  hospital.  In  order  that  Dr.  Strong  may  have  more  time 
for  general  ward  work  and  teaching,  a  technician.  Miss  E.  M.  Thomp- 
son, has  been  secured  to  help  in  the  cardiac  station. 

In  early  September  it  was  necessary  for  Dr.  Herbert  S.  Carter 
to  undergo  quite  suddenly  a  serious  operation  from  which  he  made 
a  splendid  recovery  but  has  not  yet  been  able  to  resume  his  usual 
hospital  duty.    This  he  will  be  able  to  do  at  an  early  date,  however. 

The  volunteer  women  workers  have  faithfully  and  efficiently  con- 
tinued their  work  as  clerical  assistants  in  the  dispensary.  Their 
assistance  has  become  almost  indispensable  and  certainly  contributes 
much  to  the  smooth  conduct  of  the  dispensary. 

Military  necessity  made  it  imperative  to  continue  the  instruction 
of  the  Fourth  Year  class  during  the  summer,  to  make  it  possible  to 
graduate  the  men  in  February,  1919.  The  men  were  assigned  as 
Clinical  Clerks  in  the  usual  manner  but  certain  formal  clinics  were 
omitted  until  after  the  regular  opening  of  the  college  year  in  Septem- 
ber. ' 

The  Janeway  Library  has  added  618  new  books,  making  a  total 
of  4,694  volumes.  Through  the  kindness  of  Mrs.  T.  C.  Janeway,  Dr. 
Janeway's  collection  of  stethoscopes,  including  two  original  Laennecs, 
his  own  and  his  father's,  has  been  presented  to  the  Janeway  Library, 
where  a  special  cabinet  has  been  constructed  for  their  display. 

A  manual  for  the  Medical  Service  has  been  assembled.  It  com- 
prises numerous  details  concerning  procedure  and  deportment  of  the 
house  staff,  instructions  as  to  the  keeping  of  hospital  records,  the 
standard  methods  of  laboratory  work,  and  is  so  devised  that  the 
changes  or  additions  as  well  as  communications  from  the  Superin- 
tendent and  Medical  Director,  which  are  necessary  from  time  to  time, 
may  be  filed  for  reference.  Such  a  manual  seemed  particularly  neces- 
sary during  the  past  year  when  many  changes  and  adjustments  were 
constantly  occurring. 

Particular  attention  is  called  hereby  to  the  co-operation,  faithful- 
ness and  loyal  support  of  all  members  of  the  hospital  staff  during  a 
rather  trying  period.  It  has  been  necessary  frequently  to  double  their 
work  which  has  entailed  great  personal  sacrifice  on  their  part.  For- 
tunately the  recent  success  of  the  Allied  forces  holds  out  the  hope  for 
the  near  future  that  the  strain  of  war  necessity  may  be  relaxed,  but 
in  any  event,  there  should  be  no  difficulty  in  maintaining  the  work  of 
the  Medical  Service  of  the  hospital  at  a  high  level  of  efficiency.    I  am, 

EespectfuUy, 

WALTEK  W.  PALMEE, 

Acting  Director  of  Medical  Service. 


REPORT  OF  DIRECTOR  OF  SURGICAL  SERVICE. 

To  THE  Managers  of  the  Presbyterian  Hospital. 

Gentlemen  : — I  have  the  honor  of  presenting  my  report  for  tho 
current  year. 

War  conditions  have  rendered  it  increasingly  difficult  to  continue 
our  high  standards,  but  in  spite  of  a  constant  drain  on  our  resources 
I  think  the  patients  have  been  as  efficiently  cared  for  as  formerly. 
This  has  been  possible  only  by  a  greater  devotion  to  their  tasks  of 
the  members  of  the  visiting  staff,  by  giving  a  greater  amount  of  time 
to  the  work  at  a  considerable  personal  sacrifice  in  many  cases. 

During  the  year  we  have  installed  a  new  department  of  radio- 
therapy and  Dr.  Corscaden  has  been  in  charge.  This  includes  the 
latest  equipment  of  electric  lights.  The  hospital  now  owns  100  mg. 
of  radium  which  enables  us  to  carry  on  efficient  treatment  in  cases 
adapted  to  its  employment.  Dr.  Hanford,  in  the  same  department, 
is  studying  the  action  of  radio  activity  on  tuberculosis  of  the  lymph 
glands,  and  I  hope  he  will  be  able  to  make  an  extended  review  of  the 
work  in  the  report  of  the  coming  year. 

This  clinic  has  become  an  active  one  and  the  attendance  is  limited 
only  by  our  resources.  We  have  had  to  limit  our  attentions  to  uterine 
hemorrhage  and  certain  malignant  growths,  and  tuberculosis  of 
lymphatic  glands. 

A  stenographer  to  take  dictation  of  all  operations  and  for  notes 
in  the  wards  has  been  employed.  This  has  been  a  great  aid  in  con- 
serving the  time  of  the  visitings,  and  has  enabled  us  to  accomplish 
the  work  of  the  division.  This  has  also  resulted  in  greater  accuracy 
in  our  records. 

The  work  of  the  record  room  is  still  maintained  at  its  high  level 
of  efficiency.  The  follow-up  clinic  has  proved  a  continued  success,  and 
through  its  agency  it  has  been  possible  to  treat  many  cases  in  the 
incipient  stages  of  their  disease,  thus  greatly  diminishing  the  dangers 
and  risks  to  the  patients,  and  also  increasing  the  economic  efficiency 
of  the  individual. 

This  question  of  increasing  the  economic  efficiency  of  the  com- 
munity has  not  been  given  the  attention  which  it  deserves.  Many 
patients  enter  the  hospital  and  spend  several  days  waiting  for  the 
results  of  examination  which  might  have  been  made  in  a  well  equipped 
out-patient  department.  During  this  period  of  waiting  the  patient 
could  be  attending  to  his  outside  work.  In  our  present  buildings, 
however,  a  complete  reorganization  of  the  out-patient  department, 
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with  this  object  in  view,  is  not  possible,  for  it  would  require  an  en- 
tirely new  and  enlarged  building  to  accommodate  the  facilities  neces- 
sary to  have  the  preliminary  tests  made  on  our  patients  prior  to  their 
admission  to  the  wards.  However,  many  hospital  days'  treatment 
could  be  saved  by  this  means  and  so  make  it  possible  to  care  for  a 
greater  number  of  cases  with  the  same  amount  of  expenditure.  The 
closer  relationship  which  now  exists  between  the  indoor  and  out- 
patient services  in  many  cases  does  this  already,  but  we  all  look  for- 
ward to  the  time  when  it  may  become  the  routine  procedure. 

In  the  immediate  future  I  feel  we  must  face  the  problem  of  pro- 
viding salaries  for  the  physicians  in  the  out-patient  department.  Hos- 
pitals and  similar  institutions  have  to  compete  with  the  larger  indus- 
trial corporations,  which  pay  substantial  salaries  to  physicians  for  a 
similar  class  of  work.  The  dearth  of  dispensary  assistants  has  been 
felt  by  all  hospitals  and  I  believe  largely  on  this  account. 

We  have  installed  two  anesthetometers  in  the  operating  room. 
This  apparatus  enables  the  anesthetist  to  administer  ether  in  the  most 
accurate  manner  and  has  proved  to  be  a  great  aid  in  many  cases. 

Owing  to  the  enormous  increase  in  the  price  of  mice  necessary  for 
bacteriological  examinations  our  studies  on  postoperative  pneumonia 
have  been  interrupted  but  during  the  coming  year  we  hope  to  study 
the  prophylaxis  of  this  distressing  complication. 

I  believe  that  the  year,  though  a  trying  one,  will  prove  to  have 
been  profitable,  and  the  reduced  staff  has  aided  in  consolidating  the 
hitherto  disjointed  elements  of  the  service.  With  improved  condi- 
tions we  will  be  able  to  expand  along  the  best  lines,  and  we  hope  to 
be  able  to  install  a  resident  system;  the  delay  in  doing  this  has  been 
due  to  the  impossibility  of  obtaining  a  satisfactory  man  for  the 
position  owing  to  the  army  requirements. 

The  uncertainty  of  the  permanence  of  one's  position  and  the 
constant  desire  to  join  the  troops  have  made  it  difficult  for  the  physi- 
cians to  determine  to  undertake  any  piece  of  work  requiring  several 
months  of  continued  effort. 

In  spite  of  these  disquieting  influences  the  work  of  the  surgical 
service  I  am  sure  has  been  maintained  at  its  former  high  level. 

Eespectfully, 

ADEIAN  V.  S.  LAMBERT, 

Director  of  Surgical  Service. 


REPORT    OF    THE    DIRECTOR    OF    THE    PATHOLOGICAL 

SERVICE. 

Gentlemen  : — I  wish  to  submit  the  following  report  for  the 
Pathological  Service  of  the  Hospital  for  the  year  ending  September 
30th,  1918. 

The  work  of  the  Department  was  conducted  under  the  super- 
vision of  the  Acting  Director,  Dr.  Robert  A.  Lambert,  until  the  first 
of  July,  when  Dr.  Lambert  severed  his  connections  with  the  Hospital 
to  accept  active  service  witli  the  army.  The  Department  has  suffered 
a  serious  loss  through  the  departure  of  Dr.  Lambert.  All  of  the  men 
on  duty  during  the  past  year  are  now  on  active  military  service.  The 
following  is  a  list  of  these  members,  with  their  present  addresses: 

Dr.  R.  A.  Lambert,  Acting  Director  of  Pathological  Service, 
Yale  University,  Brady  Laboratory,  New  Haven,  Conn. 

Dr.  H,  L.  Meierhof,  Assistant  Resident  Pathologist,  Camp 
Humphries,  West  Virginia. 

Dr.  Frank  B.  Orr,  Assistant  Resident  Pathologist,  Walter  Reed 
Hospital,  Washington,  D.  C. 

The  following  appointments  became  effective  July  1st,  1918: 

Dr.  James  W.  Jobling,  Director  of  Pathological  Service. 
Dr.  C.  W.  Bailey,  Associate  Visiting  Pathologist. 
Dr.  Andrew  A.  Eggstein,  Resident  Pathologist. 
Dr.  Rudolph  Kramer,  Assistant  Resident  Pathologist. 
Dr.  Philip   Finkle,   Assistant   Resident   Pathologist   during  the 
summer  months. 

Below  will  be  found  reports  of  the  work  done  in  the  three 
laboratories  of  the  Department. 

PATHOLOGICAL  LABORATORY. 

The  table  given  below  shows  the  number  of  autopsies  performed 
and  the  number  of  specimens  examined  during  the  past  year.  For 
the  sake  of  comparison  similar  information  is  given  for  the  two  pre- 
ceding years : 

1918   1917   1916 

Number  of  Autopsies 80  127  123 

Number  of  Deaths 312  318  300 

Percentage  of  Autopsies  <>btained 25.6       39.9  41 

Percentage  of  Autopsies  obtained  on  medical  cases...     82.7  .51  50 

Percentage  of  Autopsies  obtained  on  surgical  cases...     11.5       20.5  27.5 

Miscellaneous  Pathological  Specimens  examined 202  170  67 
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It  will  be  seen  that  there  has  been  a  decrease  in  the  number  of 
autopsies  obtained  from  the  different  services  during  the  past  year. 
This  is  particularly  marked  in  the  surgical  service.  The  decrease  in 
the  number  of  autopsies  obtained  is  probably  due  to  the  overworked 
condition  of  the  House  Staff.  There  was  an  increase  in  the  number 
of  Miscellaneous  Pathological  Specimens  examined. 

The  problem  of  spaces  for  classes  becomes  greater  each  year.  It 
was  the  cause  of  considerable  embarrassment  last  winter,  and  the 
difficulties  encountered  then  will  be  greater  this  year,  when  a  larger 
class  must  be  dealt  with. 

The  following  is  a  list  of  papers  published  from  the  Laboratory 
of  Pathology  during  the  past  year : 

Malignant  jSTeuroblastoma :  Proc.  N.  Y.  Path.  S'oc,  Oct.-Dec, 
1917,  Eobert  A.  Lambert. 

Eelationship  of  the  Leukocyte  Count  and  Bone  Marrow  Changes 
in  Acute  Lobar  Pneumonia:  Proc.  Soc.  Exper.  Biol,  and 
Med.,  Vol.  XY,  1918,  Robert  A.  Lambert  and  Saul  S. 
Samuels. 

Value  of  the  Wassermann  Reaction :  Correlation  of  the  Serologi- 
cal and  Autopsy  Findings  at  The  Presbyterian  Hospital, 
Medical  Record,  September  14th,  1918,  Robert  A.  Lambert, 
Miriam  P.  Olmstead,  Harold  C.  Stuart. 

Examination  of  the  Bone  Marrow  at  x4Lutopsy  and  Method  of 
Obtaining  Specimens:  Proc.  N.  Y.  Path.  Soc,  1918  (in 
press),  Robert  A.  Lambert. 

Atypical  Horseshoe  Kidney:  Proc.  N.  Y.  Path.  Soc,  Oct.-Dec, 
1917,  J.  G.  Garlock.  ' 


A  Polypoid  Myxoma  of  the  Heart :  Proc.  N.  Y.  Path.  Soc,  Oct.- 
Dec,  1917,  Henry  W.  Louria. 
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BACTERIOLOGICAL    LABORATORY. 

The  following  table  summarizes  the  routine  work  for  the  past 
three  years: 

NUMBER  OF  EXAMINATIONS  MADE. 

1918  1917  1916 

Agglutination  Tests — Patient's  Serum 776  415  245 

Blood  Groupings   360  304  200 

Complement  Fixation  Tests,  Miscellaneous 239  151  161 

Cultures : 

Blood    1,372  942  817 

Throat    784  968  806 

Miscellaneous    1,882  1,317  1,153 

Guinea  Pigs  Inoculated  for  Tubercle  Bacilli 207  158  71 

Milk  Specimens  for  Bacterial  Count 273  279  312 

Smears :  for 

Bacterial  Count  1,745 

Gonococcus    467          674          563 

Other  Organisms  676          731          882 

Sputum :  for 

Culture  107  191  72 

Pneumococcus  Type   619       2,126  988 

Stool :  for 

Culture    277  196  200 

Urine :  for 

Culture     327  263  228 

Pneumococcus  Precipitin  Test 161 

Vaccines  26  24  27 

Wassermann  Tests   4,310       3,659       3,487 

Miscellaneous    21 

14,629      12,398      10,212 

The  difficulty  of  running  the  laboratory  efficiently  during  the 
past  year  has  been  greatly  increased  by  frequent  changes  in  the  per- 
sonnel, involving  the  continual  training  of  inexperienced  workers. 
It  is  hoped  that  a  more  stable  organization  will  result  from  an  increase 
in  the  salary  scale.  Four  women  who  received  most  of  their  bac- 
teriological training  here  have  entered  the  Federal  Service.  The 
addition  of  a  secretary  to  the  staff  has  relieved  the  bacteriologists  of 
a  heavy  burden  and  has  brought  improvement  in  the  record  keeping. 

Research  has  been  hampered  by  the  disorganized  state  of  affairs, 
but  some  progress  has  been  made  in  the  study  of  the  Type  IV  pneu- 
mococci.  Experiments  have  been  made  in  the  production  of  a  Type 
IV  serum,  which  may  be  tried  during  the  coming  winter  in  the 
treatment  of  suitable  pneumonia  cases. 


1917 

1916 

1915 

1,351 

1,301 

1,325 

15 

60 

75 

2,300 

2,200 

2,500 
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SUEGICAL  PATHOLOGICAL  LABOEATORY. 

1918 

Specimens  examined    1,650 

Museum  specimens   added 10 

Microscopic   slides  prepared 2,650 

The  various  activities  of  the  Surgical  Laboratory  have  been  con- 
tinued as  described  in  the  last  annual  report.  The  compilation  of 
statistics  has  advanced  and  has  been  used  regularly  in  teaching.  This 
activity  has  been  carried  on  in  conjunction  with  the  '"Follow-Up" 
system,  in  order  that  the  outcome  of  the  operation  for  cancer  and 
other  malignant  diseases  can  be  compiled  in  the  statistics  for  the 
benefit  of  the  students.  In  the  analysis  of  the  occurrence  of  malig- 
nant disease  in  the  various  organs  of  the  body,  the  microscopic  diag- 
nosis has  been  looked  upon  as  infallible  by  far  too  many.  Like  the 
use  of  all  instruments  of  precision,  the  microscope  must  be  looked 
upon  as  but  a  means  to  an  end.  The  following  up  of  the  various 
cases  which  have  been  operated  upon  for  cancer  and  for  other  malig- 
nant diseases  tends  to  confirm  or  deny  the  diagnosis  made  by  the 
clinician  and  by  the  surgical  pathologist  by  the  microscope.  It  is 
only  by  knowing  of  one's  errors  in  diagnosis  that  greater  care  will  be 
taken  to  prevent  future  mistakes  in  diagnosis. 

Weekly  reports  on  all  cases  operated  upon  have  been  prepared  as 
in  the  past  giving  the  operators  ante  and  post-operative  diagnosis  and 
the  surgical  pathologist's  diagnosis.  These  reports  are  read  and  dis- 
cussed at  the  weekly  conferences  of  the  surgical  staff,  and  copies  of 
the  report  given  to  the  Director  of  the  Surgical  Service.  This  en- 
deavor has  been  in  progress  since  June,  1917,  and  after  sufficient 
time  has  elapsed  to  make  the  report  worth  while  the  results  of  the 
"Follow-Up"  on  all  these  cases  can  be  published.  In  this  way  an 
interesting  check  will  be  placed  upon  both  the  diagnosis  of  the  clini- 
cian and  of  the  surgical  pathologist. 

As  in  the  past  year  several  of  the  house  staff  have  assisted  at 
their  own  wish  in  the  routine  of  the  laboratory.  At  the  same  time 
several  of  the  surgical  staff  have  acted  as  surgical  pathologists.  This 
association  of  the  house  staff  and  of  the  surgical  staff  in  the  laboratory 
activities  in  caring  for  the  routine  specimens  in  the  Hospital  has 
brought  about  a  perfect  understanding  and  co-operation  between  the 
clinician  and  the  laboratory  workers. 

The  lower  laboratory  loaned  for  a  time  to  the  Training  School 
is  now  in  use  as  a  laboratory  for  the  house  staff  and  in  constant  use 
by  the  students  for  which  it  was  originaUy  planned. 
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The  full  time  Secretary  has  continued  the  filing  of  cases,  ab- 
stracting of  histories,  compilation  of  statistics  and  assisted  in  the 
publication  of  the  articles  in  the  surgical  report  of  the  year.  The 
laboratory  assistant  and  technician  has  continued  her  work  in  the 
preparation  of  the  specimens  and  slides  for  microscopic  study. 

Many  important  specimens  have  been  studied  during  the  year 
and  the  knowledge  obtained  is  already  in  use  in  medical  education  by 
means  of  lantern  slides,  photographs  and  drawings.  By  such  means 
the  laboratory  serves  something  more  than  the  routine  examination 
and  diagnosis  of  individual  cases. 

JAMES  W.  JOBLING, 
Director  of   Pathological   Service, 


OUT-PATIENT  DEPAETMENT. 

Eeport  of  the  Registrae. 

October  1st,  1918. 

To  THE  Board  of  Managers  of  The  Presbyterian  Hospital. 

GrENTLEMEN : — The  report  of  the  Out-Patient  Department  for 
the  year  ending  September  30th,  1918,  is  herewith  submitted.  There 
have  been  9,169  new  patients  admitted  to  the  benefits  of  the  Out- 
Patient  Department,  which,  together  with  3,543  former  patients  makes 
a  total  of  12,711  patients  treated.  Of  these,  4,156  patients  were 
treated  in  more  than  one  clinic,  making  a  total  of  16,867  cases  treated 
during  the  year.  61,363  visits  were  made,  51,584  of  which  were  paid 
for. 

The  following  will  show  the  birthplaces  of  new  patients  treated : 


Armenia    12 

Australia    2 

Austria    375 

Bavaria    1 

Belgium    16 

Bohemia    200 

Bulgaria    2 

Canada    36 

China  10 

Cuba 14 

Denmark    22 

Egypt    1 

England    164 

Finland    47 

France    59 


Germany    294 

Greece   57 

Holland    15 

Hungary    269 

Iceland    1 

Ireland    944 

Italy    425 

Japan    9 

Mexico 2 

Newfoundland    ....  1 
New   York   City..     .3966 

Norway    22 

Nova  Scotia  1 

Persia    3 

Poland    45 


Their  occupations  were  as  follows ; 


Actors    7 

Artists  2 

Bakers    26 

Barbers   15 

Barkeepers    22 

Blacksmiths   9 

Bookbinders  10 

Boxmakers  4 

Brewers   2 

Bricklayers    13 

Butchers    31 

Buttonmakers    3 

Cabinetmakers   13 

Carpenters    69 

Carriagemakers   ...  1 

Chauffeurs   129 

Cigarmakers   83 

Clergymen  6 


Clerks    577 

Coal  Dealers    10 

Conductors   24 

Dairymen    4 

Domestics    1376 

Detectives    26 

Dressmakers  66 

Drivers    Ill 

Dyers    2 

Electricians    54 

Elevator  Men 68 

Embroiderers    12 

Engineers    36 

Engravers    2 

Factory  Hands 349 

Farmers 11 

Firemen   46 

Fishmen  2 


Porto  llico  18 

Portugal     1 

Roumania    37 

Russia   445 

Scotland    40 

South  Ameiica 7 

Spain   9 

Sweden    96 

Switzerland    26 

Syria    2 

Turkey   16 

United   States 1314 

Wales   1 

West  Indies  142 


Housewives    1329 

Infants    1516 

Ironworkers    29 

Janitors    48 

Laborers   394 

Lithographers    5 

Machinists    72 

Mechanics    79 

Milliners    21 

Motormen    22 

Musicians    9 

Newsdealers    5 

Nurses    57 

Office  Boys    19 

Orderlies    3 

Painters    56 

Peddlers    13 

Photographers    ....  6 
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Puutomakers   3    School  Ctuldren 1205  Telephone     Operat- 

Flasto^rs    15    Sioemakers    21       ors    29 

Pbjsiclaiis 2    Soldiers    33  Tinsmiths   16 

PtwBBiieTS    64    Stablemen    6  Undertakers    2 

P<wters    lOO    Stoneworkers    15  Unemployed    410 

Printers    23    Sradents    5S  Upholsterers   14 

Railroadm^i 21    Tailors    74  Watchm«i   34 

Sri]<(»s    18   Teachers  IS  Woodworkers   10 

Salesmen  and  sales-  Telegra^^     Operat- 

72       ors    3 


The  Pharmaeisi  compoimded  41.SS3  prescriprions :  41.15-3  dress- 
ings were  applied  bv  surs'eoiLS.  The  table  of  occupations  will  give 
a  Terr  good  idea  as  to  the  class  of  people  seeking  charitable  relief. 
The  receipts  for  the  year  amounted  to  89,0 T 9.5  T.  The  daily  average 
niunber  of  patients  was  203. 

Thanks  are  dne  to  all  of  those,  professional  or  otherwise,  who 
rendered,  service  in  the  Ont-Patient  Department  for  the  snccessful 
work  of  the  year. 

Eespectfnlly  snbmined, 

JAMES  r.  XOEBIS, 

Eegistrar. 

BEPOBT  OF  THE  OUT-PATIEXT  DEPAETMEXT. 

BOAED    OF    ilAXAGZES,    PeESBTTEEIAX     HOSPITAL    IX    THE    CiTT    OF 

Xew  York. 

Gttvtt  r-vrFiv : — The  following  is  a  report  of  the  Oat-Patient  De- 
partment for  the  year  ending  September  30th,  1918. 

During  the  past  year  12,711  patients  received  treatment  in  the 
Ont-Patient  Department  and  these  patients  made  in  all  61,362  visits. 
The  enormous  amount  of  work  involved  in  giving  these  patients 
adequate  medical  and  surgical  care  is  evident,  and  the  dimcuities  of 
the  situation  will  be  appreciated  when  we  realize  that  the  number 
of  physicians  has  been  still  ftirther  reduced. 

SUEGICAL  DiSPEN'SABY. 

In  the  Surgical  Out-Patient  Department  it  has  been  particularly 
hard  to  secure  responsible  physicians.  As  was  pointed  out  in  last 
year's  report,  such  a  situation  began  with  the  onset  of  the  war  and 
promises  to  continue  for  some  time  after  peace  has  been  declared. 
Under  these  circumstanc-es,  and  in  view  of  the  acknowledged  shortage 
of  nurses,  it  would  have  been  impossible  to  run  the  Out-Patient 
Department  properly,  had  we  not  been  able  to  meet  the  emergency  by 
developing  a  group  of  clinical  aides,   whose  training   and   ability 
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greatly  exceeded  what  was  originally  expected  of  tiiem.  The  never- 
failing  devotion  and  unselfish  service  of  these  young  women  is  beyond 
praise.  Gradually  they  have  acquired  a  skill  and  knowledge  of  dis- 
pensary routine,  which  enables  some  of  them  to  be  charged  with 
duties  that  are  ordinarily  entrusted  only  to  an  experienced  nurse. 
Only  by  reason  of  this  help  and  because  of  the  excellent  morale  of  the 
nursing  staS  is  it  possible  for  us  to  maintain  our  standard  of  medical 
service. 

The  recent  modification  in  the  organization  of  the  nurses  assigned 
to  the  Surgical  Dispensary  is  specially  to  be  commended  and  deserves 
to  be  perpetuated.  By  this  arrangement  the  number  of  experienced 
nurses  has  been  increased  and  they  remain  in  attendance  long  enough 
to  acquire  much  of  the  judgment  and  precision  which  are  necessary 
for  skillful  surgical  dressings. 

A  further  feature  which  has  proven  very  satisfactory  is  the  assign- 
ment to  the  operating  room  of  a  trained  anesthetist,  who  is  ready  at 
all  times  during  dispensary  hours  to  give  general  anesthesia,  who 
supervises  the  preparations  for  operation  and  assists  the  surgeon  in 
many  important  ways.  No  single  measure  has  contributed  more  to 
increasing  the  efficiency  of  the  Out-Patient  Department  nursing 
staJi"  than  this. 

The  number  of  patients  for  the  past  year  has  averaged  about  the 
same  as  the  preceding  year.  An  effort  has,  however,  been  made  to  in- 
crease the  thoroughness  with  which  each  case  was  studied  and  likewise 
stimulate  the  accuracy  of  our  methods  of  treatment.  This  has  iu  a 
measure  been  accomplished  by  so  systematizing  our  procedures  that 
each  case  mechanically  fell  into  one  group  or  another.  It  was  neces- 
sary in  order  to  bring  this  about  that  the  various  clinical  assistants 
be  instructed  in  the  theoretical  as  well  as  the  practical  side  of  the 
methods  employed.  It  seems  desirable  to  inaugurate  at  some  future 
time  a  system  by  which  the  various  dispensary  assistants  would 
receive  theoretical  instructions  from  the  chief  of  clinic  in  matters 
vital  to  the  intelligent  treatment  of  the  cases.  If  such  a  course  were 
given,  the  assistants  themselves  would  find  that  they  learned  much 
more  from  the  work  and  the  patients  would  benefit  from  the  increased 
efficiency. 

A  measure  which  has  done  more  than  anything  else  to  insure 
accuracy  of  diagnosis  and  render  the  patients'  record  of  more  per- 
manent value,  has  been  the  adoption  of  the  Unit  History  System, 
under  which  every  observation  of  the  patient's  condition  from  the  time 
that  he  first  comes  to  the  hospital,  is  recorded  in  a  single  place. 
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Medical  Dispensary. 


In  spite  of  the  depletion  of  the  staff  of  physicians,  due  to  military 
service,  a  determined  effort  has  been  made  to  continue  a  standard  of 
thoroughness  in  the  care  of  the  individual  patients.  The  loss  of  Dr. 
A.  E.  Neergaard,  Physician  in  Chief,  has  handicapped  the  work,  but 
the  resident  physician  has  been  added  to  the  staff  and  during  the 
period  of  summer  vacations  members  of  the  interne  staff  were  in 
attendance  in  the  dispensary.  Physical  diagnosis  instruction  has  been 
given  to  the  medical  students  during  the  college  year,  as  usual.  The 
tuberculosis,  gastro-intestinal  and  children's  departments  have  been 
continued  in  addition  to  the  follow-up  and  general  medical  branches. 
It  has  been  the  aim  to  have  a  history,  physical  examination  and  lab- 
oratory analyses,  w^henever  indicated,  for  every  patient  who  has  been 
admitted,  and  co-operation  by  the  visiting  nursing  branch  of  the 
Social  Service  has  been  particularly  valuable  in  the  tuberculosis  and 
children's  departments  and  also  in  the  general  medical  branch.  After 
the  return  of  peace  it  is  hoped  to  again  widen  the  scope  of  this  dis- 
pensary in  such  ways  as  the  development  of  units  for  the  treatment 
of  syphilis  and  cardiac  disease. 

Follow-Up. 

The  follow-up  work  has  been  continued  as  before  and  by  this 
time  enough  valuable  data  on  late  results  of  the  treatment  received 
have  been  accumulated  to  enable  authoritative  statements  to  be  made 
about  many  of  our  former  procedures.  Such  opinions  based  on  care- 
ful analysis  in  a  large  series  of  cases  naturally  constitute  an  important 
preliminary  to  true  progress  in  medical  science. 

The  great  besetting  problem  of  the  Out-Patient  Department, 
however,  remains  as  before.  The  urgent  shortage  of  trained  physi- 
cians, and  all  the  difficulties  of  treatment,  of  teaching  and  of  research 
work  hinge  upon  this.  A  solution  of  this  problem  has  yet  to  be 
reached  but  much  might  be  accomplished  if  the  internes  were  regularly 
assigned  to  the  dispensary  as  part  of  their  hospital  training. 

DUDLEY  H.  MORRIS, 

S'urgeon-in-Chief. 

WALTER  P.  ANDERTON, 

Acting  Physician-in-Chief. 
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EEPOET  OF  THE  DIKECTOE  OF  THE  SCHOOL  OF 
NUESING. 

To  THE  Board  of  Managers  of  The  Presbtterian  Hospital  in 
THE  City,  of  Rew  York. 

Gentlemen  : — I  have  the  honor  to  present  the  twenty-sixth 
annual  report  of  the  School  of  Nursing. 

In  the  death  of  Mr.  Frederick  Sturges  the  school  has  lost  an 
ardent  friend  and  warm  supporter  of  all  that  stands  for  liberal  educa- 
tion, thorough  preparation  and  devoted  service.  Although  a  man  of 
large  affairs  and  broad  interests,  Mr.  Sturges  found  time  for  weekly 
visits  to  the  Hospital.  In  this  way  he  came  in  touch  with  the  mem- 
bers of  every  class.  He  was  untiring  in  his  devotion  to  all  the  inter- 
ests of  the  school,  and  has  left  an  enduring  monument  in  the  heart 
of  every  graduate,  who  came  under  his  influence.  He  gave  of  him- 
self; he  inspired  others  to  do  likewise — the  highest  tribute  that  can 
be  paid  to  a  useful  life. 

Through  an  afiiliation  with  Columbia  University  and  the  en- 
largement of  the  school,  the  experiment  of  last  year  has  proved  a 
success.  We  are,  therefore,  glad  to  announce  the  continuation  of 
the  plan  of  arrangement  made  between  the  Department  of  Nursing 
and  Health,  Teachers  CoUege,  and  this  school  for  a  combination  of 
courses  in  nursing,  leading  to  the  Bachelor  of  Science  degree  and  the 
diploma  of  the  School  of  Nursing.  Candidates  for  admission  to  this 
course  should  have  completed  four  years  of  High  School  work  and 
two  years  of  work  of  collegiate  grade  in  an  approved  college,  normal 
or  technical  school.  The  professional  course  of  three  years  includes 
the  regular  theoretical  and  practical  work  described  by  the  Pres- 
byterian Hospital  School  of  Nursing,  and,  in  addition,  certain  selected 
courses  amounting  to  one  yearns  work,  or  thirty-two  points  of  credit  in 
the  School  of  Practical  Arts,  Teachers  College.  This  work  in  Teachers 
College  will  be  taken  mainly  in  the  first  and  last  years  of  the  pro- 
fessional course,  and  will  be  carried  on  concurrently  with  the  work  of 
the  training  school,  the  student  being  in  residence  in  the  Hospital 
during  the  whole  or  main  part  of  this  period. 

New  conditions  of  entrance  for  students  are  also  established  in 
that  candidates  with  higher  educational  preparation,  namely,  grad- 
uates of  approved  colleges  for  women,  having  included  in  their  course 
of  study  satisfactory  work  in  science,  are  now  admitted  on  an  ad- 
vanced basis,  permitting  such  students  to  complete  their  training  in 
two  years  and  three  months,  instead  of  the  usual  three  years. 
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Arrangements  have  been  made  for  training  under  the  supervision 
of  the  Henry  Street  Nurses'  Settlement  in  Social  Service  and  Public 
Health  work.  This  includes  experience  in  the  district  in  obstetrics. 
Other  clinical  experience  is  gained  by  our  connection  with  Sloane 
Hospital,  the  New  York  Nursery  and  Childs  Hospital,  and  the  Man- 
hattan Maternity  Hospital,  which  includes  experience  at  the  Mater- 
nity Center. 

In  our  Visiting  Nursing  and  FoUow-Up  the  students  have  excep- 
tional advantages.  Oportunities  for  specializing  in  anaesthetics  and 
the  Metabolism  Department  are  also  offered. 

Two  of  the  patriotic  and  far-sighted  Vassar  graduates,  Mrs. 
John  Wood  Blodgett  and  Miss  Julia  Lathrop,  suggested  as  a  war 
measure  a  unique  means  of  preparing  college  women  for  the  Schools 
of  Nursing.  The  plan  was  accepted  by  the  Board  of  Trustees  of  the 
college,  and  through  the  co-operation  of  the  faculty  and  the  generosity 
of  the  American  Eed  Cross,  the  Vassar  Summer  Camp  came  into 
being.  Twenty-one  of  these  students  have  entered  our  school.  They 
are  enthusiastic  and  are  taking  a  keen  interest  in  the  work.  Two 
scholarships  were  given  by  Vassar,  '13,  in  memory  of  their  classmate, 
Amabel  Scharlf  Koberts,  who  died  in  the  service. 

We  are  continuing  at  the  urgent  request  of  the  Ked  Cross  the 
practice  work  for  Volunteer  Nurses'  Aids.  Eight  women  are  received 
each  month  in  preparation  for  service  overseas. 

The  Commencement  Exercises,  Class  '18,  were  held  in  Florence 
Nightingale  Hall  on  April  18th.  Thirty-six  members  of  the  class 
received  diplomas.  During  the  senior  year  two  members  withdrew 
to  be  married,  one  withdrew  on  account  of  ill  health,  and  one  was 
disqualified.  This  being  an  exceptional  year  two  military  weddings 
took  place,  the  brides  remaining  to  complete  time.  Several  of  these 
graduates  have  already  entered  army  service  and  are  overseas.  The 
class  has  shown  evidence  of  ability  and  interest  in  their  profession 
and  will  give  devoted  service  wherever  placed. 

An  excellent  address  was  delivered  by  Dr.  W.  Douglas  Mackenzie, 
president  of  the  Hartford  Theological  Seminary.  Mr.  William 
Sloane,  president  of  the  Board  of  Managers,  presented  the  diplomas, 
and  Mr.  Eugene  Delano  of  the  School  of  Nursing  Committee  pre- 
sented the  School  pins.  Following  the  exercises  a  delightful  reception 
was  given  the  class,  flags  taking  the  place  of  flowers  in  the  decorative 
scheme.  A  generous  collation  was  provided  through  the  kindness  of 
Mr.  Eugene  Delano,  Mr.  Arthur  Sturges  and  Mr.  James  R.  Sheffield. 
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Senior  Class^  *19. 

ISTumber  at  last  report,  42;  withdrew,  0;  disqualified,  1;  re- 
maining      41 

Intekmediate  Class^  '20, 

Number  at  last  report,  70;  withdrew,  12;  disqualified,  4;  absent 
on  account  of  illness — transferred  to  first  section.  Class  '21, 
3 ;  remaining   51 

JuNioE  Class,  '21. 

First  Section  entered  February  6,  1918,  numbered  36;  withdrew, 

2 ;  disqualified,  5 ;  remaining 29 

Second  Section  entered  Vassar  Camp,  June  24,  1918,  and  the 
Presbyterian  Hospital  School  of  ISTursing  September  30th, 
numbered  21 ;  remaining 21 

Third  Section  entered  August  28,  1918,  numbered  22;  remaining     22 

Summary, 

Student  Kurses   121 

Probationers    43 

Total    164 

Inquiries  received  throughout  the  year  for  information  regarding 
admission  to  the  School  of  Nursing  numbered  two  thousand  six 
hundred  and  fifty-one. 

Applications  for  graduates  of  the  school  to  fill  institutional  and 
visiting  nursing  positions  numbered  one  hundred  and  three. 

Applications  from  graduates  of  other  schools  who  wish  to  enter 
this  Hospital  for  added  experience  numbered  one  hundred  and  twelve. 

Eegistry  calls  filled  (for  private  cases) 1,910 

Calls  not  filled 270 


Total   2,180 

Our  unit  on  the  coast  of  Normandy  in  charge  of  No.  1  (TJ.  S.  A. 
Presbyterian)  General  Hospital,  British  Expeditionary  Forces,  has 
been  caring  at  one  time  for  from  one  thousand  and  forty  to  nineteen 
hundred  and  forty  of  the  casualties  from  the  Somme.  Their  work 
has  been  highly  commended  by  the  British  officers  of  the  area.  Colo- 
nel George  E.  Brewer,  Director,  has  been  appointed  Consulting  Sur- 
geon to  an  army  corps,  and  Lieutenant  Colonel  William  Darrach, 
P.  H.,  '03,  Commanding  Officer,  to  the  post  of  Consulting  Surgeon 
to  a  division.  The  Unit  Command  then  fell  to  Captain  Willard  B. 
Soper,  P.  H.,  '10,  now  in  charge. 
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Two  members  of  the  Nursing  Staff,  Janet  B.  Christie,  '98,  Chief 
Nurse,  and  Louise  Marie  Marsh,  '08,  have  been  cited  in  British 
orders.  One  of  our  number,  Amabel  Scharff  Roberts,  Vassar  '13,  P. 
H.  '16,  gave  up  last  January  the  life  she  had  devoted  to  others.  As  a 
brave  soldier  she  died  on  the  field — on  active  service — in  the  per- 
formance of  her  duty.  On  a  sunny  hillside,  amidst  the  Poilus  and 
Tommies  whom  she  loved,  stands  the  black  cross  with  white  inscrip- 
tion. The  tribute  paid  by  one  of  the  Tommies  is  significant :  "Every 
Tommy  that  knew  Sister  Roberts  had  built  almost  unconsciously  a 
sacred  shrine  in  his  heart,  and  her  courage  and  gentle  devotion  will 
never  be  forgotten  as  long  as  those  hearts  continue  to  beat.'* 

Captain  Fordyce  St.  John  was  detached  from  the  unit  to  accept 
appointment  as  Commanding  Officer  of  Mobile  Hospital  No.  2,  Amer- 
ican Expeditionary  Forces.  The  hospital  consists  of  two  hundred 
beds  and  suitable  personnel  including  twenty-two  nurses  from  our 
unit.  On  July  5th  this  hospital  on  wheels  left  Paris,  each  nurse 
carrying  her  gas  mask  and  helmet  as  if  going  into  the  trenches.  They 
were  under  shell  fire  for  seven  hours  at  their  first  halting  place  and 
moved  three  times  within  a  short  period.  Theirs  was  the  honor  of 
nursing  the  wounded  of  the  Forty-second  Division — those  brave  lads 
whose  wonderful  fighting  helped  to  save  Paris. 

CITATION 

General  Headquarters  American  Expeditionary  Forces, 

France,  August  14,  1918. 

From  the  Commander-in-Chief  to  Captain  Fordyce  B.  St.  John, 
Commanding  Officer  Mobile  Hospital  No.  2. 

Subject : — Commendation. 

1.  The  Commander-in-Chief  was  proud  to  learn  from  a  report 
from  the  office  of  the  Inspector  General  A.  E.  F.  of  the  fine  courage 
shown  by  you  and  your  personnel  under  shell  fire  when  stationed  with 
the  Forty-second  Division  at  Bussey,  France.  He  congratulates  Mobile 
Hospital  No.  2  and  requests  you  to  inform  its  members  that  he  is 
proud  to  have  them  in  his  command. 

By  direction:     General  Pershing, 

LeEoy  Eltinge, 

Deputy  Chief  of  Staff. 


Memorial  Service  on 

Decoration  Day  for 

Amabel  Scharf f  Roberts,  R.  N. 


Scenes  from  the  U.  S.  Presbyterian  Unit,"Etretat,  France 
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Decoeatioxs. 

Matron  Edith  Campbell,  '07,  E.E.C.,  C.A.M.C.,  has  been  awarded 
the  Military  Medal  by  King  George. 

Mildred  F.  Parkins,  '10,  the  Eoyal  Red  Cross. 

The  fifteenth  year  of  the  Visiting  ISTTtrsing  and  Social  Serrice 

Department,  liberaUy  supported  by  Mrs.  W.  K.  Yanderbilt,  Sr.,  has 
been  completed.  Twenty  students  have  been  given  training  in  Public 
Health  and  Social  Service  Work.  The  probationers  upon  entering  the 
school  make  "^rounds"  in  the  homes  of  patients  with  the  instructor, 
who  explains  the  purpose  and  value  of  hospital  social  service.  This 
gives  them  a  broad  and  sympathetic  outlook  on  the  needs  of  their 
patients,  and  secures  their  interest  and  co-operation  during  the  three 
years  of  training.  The  staff  of  the  Department  includes  an  instructor, 
one  graduate  social  service  worker,  one  graduate  tuberculosis  worker, 
two  graduate  follow-up  nurses,  three  student  nurses,  and  a  clerical 
secretary.  Hill  Top  Summer  Camp  has  a  graduate  in  charge  and 
a  dietitian.  The  Katie  Geitz  Diet  Kitchen  has  a  matron  and  one 
assistant.  The  motor  car  service  is  a  most  useful  adjunct  to  the 
Department  as,  in  addition  to  taking  the  follow-up  nurses  on  their 
''rounds,"  sick  patients  are  brought  to  the  hospital  and  convalescents 
taken  to  railway  stations  en  route  to  convalescent  homes. 

Total  number  of  visits  made  by  nurses  during  the  year 24,972 

Total  number  of  patients  and  families  given  material  relief.  .       292 

Patients  referred  to  organizations  for  material  relief  and  em- 

plo}Tnent    74 

Patients  sent  to  Convalescent  Homes  and  Sanatoria 528 

Patients  sent  to  Hospitals,  Homes  for  Incurables  and  the  Aged         63 

Patients  sent  to  Fresh  Air  Homes 165 

Patients   helped   to    obtain   surgical   appliances,   viz.,    elastic 

stockings,  belts,  artificial  limbs,  braces,  etc 123 

We  have  co-operated  in  the  work  of  Children's  Tear  and  given 
valuable  assistance  in  the  districts  assigned  to  this  Hospital. 

Hill  Top  Camp  at  Hawthorne,  N".  Y.,  designed  to  give  children 
of  tubercular  parents  and  cardiacs  a  month's  stay  in  the  country,  had 
a  very  successful  summer.  Eighty-eight  children  had  the  benefit  of 
happy,  healthy  surroundings  with  wholesome  discipline  and  training. 
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The  expenses  of  the  camp  maintained  bv  the  Hill  Top  Camp 
Fund  amounted  to  one  thousand  eight  hundred  and  seventy-eight  dol- 
lars and  eighty  cents.  The  total  receipts  to  be  credited  to  this  fund 
during  the  same  period  amounted  to  two  thousand  two  hundred  and 
ninety-six  dollars  and  twenty  cents.  These  funds  were  raised  through 
one  dollar  subscriptions  obtained  through  appeals  to  residents  of  the 
district  in  which  the  Hospital  is  situated.  Twenty  of  these  children  are 
now  attending  tlie  Open  Air  School  on  the  Day  Camp  Middletown 
maintained  by  the  Department  of  Health. 

Through  the  kindness  and  generosity  of  Miss  Emily  Tuckerman, 
six  children  were  sent  to  Stockbridge,  Massachusetts,  for  the  summer. 
These  children  were  chosen  because  of  their  low  physical  condition 
due  to  unwholesome  home  surroundings.  The  influence  and  personal 
interest  of  Miss  Tuckerman,  the  effect  of  ideal  surroundings  and  in- 
dividual supervision  were  markedly  shown  on  their  return. 

The  Christmas  entertainment  and  tree  were  joyfully  appreciated 
by  four  hundred  children  and  their  mothers.  These  children  were 
selected  from  among  the  most  worthy  families  of  our  Out-Patient 
Department.  We  are  deeply  indebted  to  the  ladies  of  Mrs.  Herbert 
S.  Carter's  committee  and  many  other  friends,  who  generously  helped 
fill  four  hundred  and  eighteen  stockings,  provided  a  beautiful  tree, 
refreshments,  and  assisted  at  the  entertainment.  One  hundred  and 
fifty  dinners  from  the  A^anderbilt  Fund  brought  Christmas  cheer  of 
a  very  practical  nature  to  many  of  these  families. 

The  work  of  the  Katie  Geitz  Kitchen  in  the  East  River  homes 
continues  the  dispensing  of  milk  and  soup,  and  is  self-supporting.  At 
the  request  of  the  Board  of  Education,  we  are  now  supplying  hot 
soup  to  the  pupils  of  the  open  air  classes  on  the  roofs  of  the  East 
River  homes. 

Dispensed. 

Quarts  of  milk  (total) 52,451 

Quarts  of  milk  (sold) 31,914 

Quarts  of  milk  (free) 19,819 

Quarts  of  milk  (used  for  cooking) 718 

Portions  of  food   (sold) 14,101 

Quarts  of  milk  obtained  from  the  New  York  Diet  Kitchen 

Association  and  paid  for  by  Department  Funds 7,332 

To  Mrs.  W.  K.  Vanderbilt,  Sr.,  who  has  contributed  forty  quarts 
of  milk  daily  during  her  absence  in  France,  we  are  deeply  indebted. 
We  are  also  most  grateful  to  ]\Irs.  Ogden  Mills,  who  gave  us  a  liberal 
donation  of  five  hundred  dollars  for  milk,  and  to  the  Walker-Gordon 
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Laboratory,  who  sent  daily  from  four  to  forty  quarts.  We  have  thus 
been  able  to  give  the  most  necessary  form  of  relief  to  numbers  of 
babies  and  to  sick  and  under-nourished  children.  "We  gratefully 
acknowledge  our  indebtedness  for  co-operation  of  the  convalescent 
homes  and  charitable  agencies  of  the  city.  The  Out-Patient  physi- 
cians, although  working  under  war-time  conditions,  have  been  most 
cordial  and  sympathetic  in  support  of  the  work  of  the  Department. 

To  graduates  of  any  training  school  needing  hospital  care,  a 
cordial  invitation  is  extended  to  use  "The  Eliza  DeWitt  Memorial 
Eoom,'^  endowed  by  Mrs.  Morris  K.  Jesup  in  memory  of  her  mother. 
This  private  room,  constantly  in  use,  is  highly  appreciated  by  nurses 
overtaken  by  illness. 

Mr.  and  Mrs.  J.  Kennedy  Tod,  appreciating  the  exacting  life  of 
our  staff  and  students,  offered  their  seaside  camp  for  "week-end" 
visits.  Over  eighty  of  our  number  have  availed  themselves  of  this 
dehghtful  privilege  and  have  returned  to  duty  refreshed  and  invig- 
orated by  the  change.  To  these  kind  friends  and  to  many  others,  who 
have  so  generously  remembered  our  nursing  staff,  we  extend  our  most 
gracious  thanks. 

We  are  much  indebted  to  Miss  Isabel  M.  Stewart  for  giving  a 
course  of  lectures  on  The  History  of  Nursing  for  the  members  of  the 
School. 

The  co-operation  and  support  of  the  work  so  freely  given  by 
the  Board  of  Managers,  the  School  of  Nursing  Committee,  the  Attend- 
ing Staff,  the  House  Staff  and  the  Nursing  Staff  during  this  exacting 
war  time  has  won  our  complete  admiration.  With  deep  appreciation, 
I  offer  my  sincere  thanks. 

Eespectfully  submitted, 

ANNA  CAEOLINE  MAXWELL,  R.  N.,  M.  A., 
Director,  School  of  Nursing. 
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LIST  OF  GRADUATES. 


■*•  '16   Abercronibie,  Susan  W. 

'07  Agard,  Marion  Bissell.  now 
Mrs.  Henry  H.  Baker 

*  '02    Allen,  Jessie   Anna 

•k  '04    Ambrose,  Edith  Margaret 

* '07   Anderburg,  Virginia  Caroline 

*  '11    Anderson,  Dora  Martha 

'02   Andrews,      Stella      Mathilda, 

now  Mrs.  A.  W.  Lahey 
'14   Ardell,   Mary   Eleanor 

*  '14    Armstrong,  Marjorie  Parker 
'10    Armstrong,  Rhoda  M. 

*  '16    Arthur,  Ethel  Roxana 
*'02    Ashe,  Elizabeth  Maywood 

*  '16   Ashmun,   Margaret 

'10  Atkins,  Lennis  Augusta,  now 
Mrs.  H.  P.  Leonard 

'07  Avery,  Louise  Marion,  now 
Mrs.  Frederick  J.  Barrett 

*  '14    Baird,  Agnes  Browning 

*  '04   Baker,  Margaret  Eliza 

'02    Baldwin,  Irene  Wetmore,  now 
Mrs.  J.  Berkeley  Hunter 
•k  '13    Balen,    Anna    Marie 
'03    Barnes,   Georgia   Isabelle 
'15    Barns,   Margaret   Virginia 
'96   Bates,  Mary  Georgiana 

*  '05    Battle,    Madelon,    now    Mrs. 

Mortimer  Hancock 

*  '15    Battles,  Delia  May 

'14  Bauer.  Anne,  now  Mrs.  Nor- 
man M.  Dingman 

'09    Bauer,  Emily  Wilhelmina 

'17  De  Baun,  Elizabeth  Hogen- 
kamp 

'95    Beatty,  Araminta  Whiteley 

'03  tBeatty.  Edith  Lucy,  late  Mrs. 
G.  N.  Hoffman 

'99  Bebee,  Mina  Betsy,  now  Mrs. 
Sutherland  D.  'Twining 

'04  Becker.  Anna  Oleondea,  now 
Mrs.  James  W.  Jameson 

*  '17    Bedell,  Mary  Ellison 

'06  Bell,  Anita,  now  Mrs.  B.  F. 
Peek 

*  '08   Bell,     Caroline     Wack,     now 

Mrs.  Wm.  B.  Boyd 

*  '11    Bellamy,  Ethel  May 

'98    Bellinger,  G^orsria  Wadsworth 

*  '08    Benjamin,   Ada   Frances 
'03    Bennett,  Leila  Richardson 


'09   Benson,  Ella  Elizabeth 

'09   Bentley,    Bertha,    now    Mrs. 

Edward  Cook 
'02   Bewley,  Margaret  Anne,  now 

Mrs.  C.  Irving  Fisher 

•  '01    Bigolow,  Glenna  Lindsey 

'07  Bixby,  Grace  Vivian,  now 
Mrs.  Harry  Brick  Justice 

•  '12    Blaine,  lyela  Rebecca 

'94    Blanchard,    Sydnie    M..    now 

Mrs.  Gosse 
'17    Bockum-Dolfifs,  Irmgard  von 
'07    Boi.se,  Margaret  Gait 

•  '15    Bongard,  Ella  Mae 

'05  Bonuell,  l^lsie  Harper,  now 
Mx's.  John  C.  L'llommefliou 

'97  tBonner.  Jeanette  Grace,  late 
Mrs.  Frederick  Schoon- 
maker 

•  '07    Bonnett,  Marie  Theresa 

•  '08    Boulter,  Mary  Olive 

'08  Boutwell,  Alice  Bradford, 
now  Mrs.  George  N.  Pease 

•  '15    Brackett,  Elizabeth  Rock 

'06  Branch,  Lucy  Morton,  now 
Mrs.  John  Street  Cator 

•  '12    Breckon,  Mae  Edithe 
'18    Brill,  Ruth  Oakley 

'06  Brockway,  Emma  Holmes, 
now  Mrs.  M.  B.  Fried- 
lander 

'98  Brown,  Florence  Isabel,  now 
Mrs.    Hamilton   Byers 

'15    Brown,  Bessie  Church 

•  '07    Brown,  Dorothy 

•  '06    Brown,  Esther  Allison 

'12    Brown,   Margaret  Rutherford 

•  '97    Brown,  Mary  Magoun 
'16    Bruce,  Barbour  Elizabeth 

•  '16    Bullard,  Winifred  W. 

'09  tBulmer.  Elizabeth  Ethel  Ger- 
trude, late  Mrs.  William  B. 
Boyd 
'16    Buntzen,   Agnes  Elizabeth 
'07    Burbridge,   Alice  Eaton,  now 
Mrs.  Rudolf  Schumacher 

•  '16    Burgess.  Marjorie  McCoy 
'94  tBurtis,   Harriet   Eliza 

•  '11    Butler,  Meta 

'17   Byron,  Marie  Catharine 
'06    Cadenhead,  Margaret  Jean 
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'97   Cadmus,  Nancy  Elizabeth 
'07  tCady,  Francis  Sibyl,  late  Mrs. 
Robert  L.  Hutton 
•A^'OS   Calioone,  Helen  May 
*  '16    Calhoun,  Sara  Ellis 

'98   Cameron,  Grace  Irving 
*'07   Campbell,  Edith 

'94    Carpenter,   Frances   Ward 
*'07    Carr-Harris,  Silla  Marguerite 
'12    Carter,  Bessie  Mae,  now  Mrs. 

John  T.  Harris 
'95    Case,  Rena  Adelia,  now  Mrs. 

Fowler 
'97  Chamberlain,  Amy  Aims,  now 
Mrs.  James  H.  McGuinness 
'97  Chisholm,  Mary  Winifred, 
now  Mrs.  George  H.  Need- 
ier 

•  '98    Christie,  Janet  Banford 
'02    Clapp,  Edith  J.  Lawrence 

•  '12    Clark,    Gertrude  Emma,   now 

Mrs.  Armand  J.   Cilhay 

•  '18   Clark,   Helen   Seelye 
'18    Clark,  Louise  Morris 

•  '99    Clark,  Ruth  Gardner 

•  '07    Clarke,  Emma  De  Veber 

'02  Class,  Alice  Brown,  now  Mrs. 
William  W.  Conley 

•  '98    Clatworthy,  Emily 

'99  fClausen,  Jessie  Leonard 

•  '99   Claxton,   Helen   Catherine 

•  '04   Cleland,  Jean 
'10    Cleland,  Mary 

'06  Cobb,  Clara  Battey,  now  Mrs. 
John  L.  Murphy 

'07  Coddington,  Florence  Mar- 
guerite, now  Mrs.  W.  M. 
Petit 

•  '13   Coffey,  Ada  Boone 

'97  I  Collester,  Georgiana  Scran- 
ton,   late  Mrs.   Johnson 

'03  Comstock,  Frances  Cornelia, 
now  Mrs.  H.  R.  Brown 

•  '15    Conover,  Marjorie  Elsie 

'10  Conroy,  Rebecca  Luella,  now 
Mrs.  Eugene  Fairchild  Rus- 
seU 

•  '16   Cooke,  Helen  Douglas 

'09  Cooke,  Susan  Cansevoort, 
now  Mrs.  Alfred  Elliot 
Hitchner 

'07   Cooley,  Carrie  Starr 

•  '14tCoons,  Laura  Wood 


'08 
'15 

•  '99 

•  '12 
'08 

'97 

'09 

'05 

'15 
'05 

'04 

'02 
'15 
'02 
'18 
'13 

•  '05 
'06 
'04 
■09 

'97 
'18 

•  '15 
'04 
'94 

•  '13 

•  '11 
'06 

'99 

'14 
'99 
'09 

'18 
'10 


'98 

'05 

•  '14 
'12 


Copeland,  Effie  Maud  Lee 
Corwin,  Helen  Ayis 
Coull,  Ida  Elizabeth 
Coulson,   Ivy  May 
Courtright,  Louise  Neff,  now 

Mrs.  Frank  D.  Fearman 
Cowdry,  Charlotte,  now  Mrs. 

S.  A.  Brown 
Cowell,    Alice    Marie    Levan, 

now  Mrs.  W.  B.  Robinson 
Crawford,  Eleanor  Josephine, 
now  Mrs.  Lea  M.  Robinson 
Crawford,  Statira 
Crowder,    Cora    Emelia,   now 

Mrs.  C.  M.  Barnett 
Cruise,   Margaret  Allen,   now 

Mrs.   Charles   C.    Sewell 
Culgin,   Anna   Jane 
Culver,  Maud  Elizabeth 
Cunningham,   Helen  Bridgens 
Curry,  Gladys  Alma 
Curtis,   Helen  Burnette,   now 

Mrs.  James  Kiel 
Daniel,  Elizabeth  Morton 
Danner,  Katherine  Mary 
Darling,  Ethel  Marie 
Davey,      Lillian      May,     now 

Mrs.  John  H.  Braine 
tDavidson,  Anna  Adelia 
Davidson,  Alice  Justine 
Davies,  Mabel 
Davis,  Sylvia  Hartston 
tDavis,  Sarah  Keyes 
Davis,  Jessie  Katherine 
Davis,  Mary  Lane 
Davis,    Gertrude   Ethel,    now 

Mrs.    Frank   Cowell 
Davison,  Elizabeth  Thompson 
Dean,  Ruth  Tisdale 
De   Bard,  Harriet  Davis 
Decker,  Bessie  Adelaide,  now 

Mrs.  Philip  B.  Philipp 
De  Graff,   Eleanore  Maitland 
De     lesi,     Pauline     Mazurie, 
now     Mrs.      John     Allison 
Lockwood 
Deinstadt,  Annie  Maud,  now 
Mrs.   Walter  J.  Wellington 
Deming,    Helen    Louise,    now 

Mrs.  John  S.  Martino 
De  Ronde,  Ethel 
Dickinson,    Anna    Lois,    now 
Mrs.  Joseph  B.  Jameson 
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'17    I>onnellan,  Claire  Julia 

'17   Doolittle,    Edith    Irene,    now 

Mrs.  Clarence  Thomas 
'17   Douglas,  Lillian  Agmes 

•  'OS    Drake.  Gertrude  Woodruff 
'10    Dravo,    Marie    Frances,    now 

Mrs.  Robert  K.  Aiken 

•  '17    Dresser,  Marie 

'09    Duncan,   Sarah  Frances,  now 

Mrs.  George  Del   Toro 
'14    Duncan,  Grace  Flint 

•  '13   Dunlap.  Harriet  Pence 
'99    Dunning,  Charlotte  Estelle 
'14    Durham.  Jane  Marion 

'03    Durston.  Elizabeth  Hyde,  now 

Mrs.   William    Churchill 
'18   Easton.  Blanche  Stewart 
'11    Eddy,  Ruth  Margaret 

•  '06   Eden,   Sybil  Constance 
'11  tEllis,  Charlotte  Emma 

•  '12    Emery,  Ruby  Hannah 
'04    English,  Augusta  Hobart 

•  '12    Evans,  Madeline 

'02    Farmer,    Rowena,    now    Mrs. 
Oscar  H.   Schloss 

•  '05    Faure,   Adele  Louise 

•  '10    Fellows,  Emily  Louise 

•  '90    Fehrmann,  Elizabeth 

•  '17   Fenner,  Elizabeth  Harvey 
'98    Fergusson,  Jessie  Mackellar 
'11    Fernald.      Marion      Rebecca, 

now  Mrs.  Arthur  Bristol 

•  '03    Field.   Alice  Gertrude 
'17    Filmore,  Edithe  Millard 
'OG    Findlay,  Agnes 

'05    Findlayson.  Edith  Belle 
'18   Fisher,   Margaret  Tx)uise 
'17    Fitzsimons,  Ruth  Lang 
'97    Fletcher,  Anna  Beatrice 
'17    Fletcher.      Dorothy      Taylor, 

now     Mrs.     Raymond     M. 

Bristol 

•  '10   Floyd,  Helen  LeRoy 
'09    Fobes.  Louise  Mitchell 
'06    Folsom,  Blanche  Eleanore 
'10    Folsom.  Ruth  Brown 

'14   Foote.    Louise   Caroline,   now 
Mrs.  De  Ronde 

•  '12    Fordham.    Mabel    Orlando 
'04    Forrest,  Catherine  Munro 

•  '16    Fortuine,  Florence  Esther 

•  '15    Foster,  Anne  Stancliffe 


"02  French,  Cherrie  Morton,  now 
Mrs.  James  B.   Crane 

'07  French,  Constance  Braine. 
now  Mrs.  John  R.  Herrick 

"05    Frey.  Carrie  Giddings 

'14    Frost,  Elizabeth  Stirling 

'04    Fuller,  Ethel  Irene 

*05  Fuller,  Clara  Keyes.  now 
Mrs.  Julius  R.  Rogers 

•  '04    Gardiner.  Edith  Virginia 

•  "16    Gaut,  Iris  Mae 

•  '10    Geil.  Lulu 

'16    George,  Christena 

'96    Gerow,  Charlotte  Emma,  now 

Mrs.  F.  Irving 
'94    Gibson.  Harriet  Beatrice 
'03    Giddings,  Jessie  Marion,  now 

Mrs.  Stanley  B.  Thomas 
'98    Gilflllan,  Mary 

•  '12  Gillean,  Hazel  Frances 
'18  Gillespie.  Helen  Louise 
'07    Gillis,   Margaret 

•  '17   Glen,   Cora   Howell 
'17    Goheen,  Frances  Anna 

•  '12    Goldsmith,  Ethel  Mildred 

'13    Goodrich,      Kate      Elizabeth. 

now   Mrs.   Herbert   Lowery 
'96    Goodrich,     Beatrice     Landon, 

now  Mrs.  Merle  F.  Murphy 

•  '09    Gould,   Elspeth   Anna 

'14    Gould,    Myrtle   Rebecca,   now 

Mrs.  Robert  Harry  Hoff 
'05    Gouldeu,  Edith  Maria 

•  '14    Graham,  Florence  Annie 
'01    Granger,  Edith 

'01    Grant,    Florence    Mary,    now 
Mrs.  Gorton  Wair  Allen 

•  '10   Grant,  Georgina  H.  Gordon 
'96    Grant.    Lulia    Christina,    now 

Mrs.  James  L.  Lawson 
'94    Grant,  Janet  Gordon 
'08    Grant,  Jessie  Wilson 
'02    Graves,  Augusta  Angeline 
'05    Green,     Mary     Holmes,     now 

Mrs.  Allen  T.  Gay 
'01    Greenwood,    Katherine,    now 

Mrs.  J.  K.  Reilly 
•  '11    Griffith,  Rose  Erin 
'03    Groht,     Josephine     A.,     now 

Mrs.  T.  W.  Cady 
'95    Grote,  Anna,  now  Mrs.  J.  Col- 

ditz 
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"(M   Guion,  Mary  Wood,  now  Mrs.  .-»»-«* '14 

Samuel  D.  Newton 
'©5   Gunn,   Jean  Isabel 
'15   Hackett,     Myra     Ross,     now 

Mrs.  Louis  Pollard 
'18   HafE,  Iva  May 
'11    Haliburton,  Suzanne 
'16    Hall,  Virginia  Derr 
'11    Halsey,  Lyllis,  now  Mrs.  Oli- 
ver Y.  Leonard 
'10    Halstead,  Alice,  now  Mrs.  A. 

J.  Longley 
'97   Hamilton,    Margaret    Suther- 
land 
'07   Hannan,   Julia,  now  Mrs.   A. 
W.  Lyle-Samuel 
*-'17    Hannan,   Sylvia  May 
'01    Hartwell,  Anne  Louise 
'02    Hastings,    Emily    Belle,    now 

Mrs.  Edwin  L.  Bebee 
'97    Hatton,       Agnes       Elizabeth, 
now    Mrs.    H.    B.    Higgin- 
botham 
'01    Haughwout,      Alice     Britton, 
now  Mrs.  Preston  C.  West 
'08   Hayman,   Jean   Georgiana 

•  '15   Heath,   Miriam  Ruxton,  now 

Mrs.  Wm.  B.  MacDermott 
'02    Hebblewhite,  Anna 

•  '07    Hegan,   Edith  Tilley 

•  '13   Henley,   Elizabeth  Whipple 

•  '99   Hesselburg,  Laura  Antoinette 

•  '04   Hesseltine,   Marion  Elizabeth 

•  '04   Hicks,  Julia  Carolyn 
'95   HUdrup,    Josephine   Wheeler, 

M.  D. 

'13  Hillyer,  Elise,  now  Mrs.  Her- 
bert N.  Vermilye 

'16  Hobson,  Eleanor  Whiteside, 
now  Mrs.  G.  M.  Mackenzie 

'99tHoffman,  Rose,  late  Mrs. 
Edwin  Lobenstein 

'16    Hopson,  Myra  Haxtun 

'10    Houlder,  Martha  Stromer 

•  '14   Hovey,  Ruth 
'11    Howes,  Helen  Carol 
'12   Howland,  Mary   Bartlett 
'96   Hughes,  Emeline  Black 

•  '13   Hughes,  Sarah  Helena 
'18   Huntington,  Frances 
'98   Hyde,  Annie  Lora,  now  Mrs. 

Clarence  M.  Gihon 
'94   Iliff,  Ida  Gertrude 
'18   Ingalls,  Laura  Houghtallng 


•  '18 
'18 
'18 
'99 

'IS 

•  '14 

•  '12 

'11 
'14 
'96 

'07 
'11 
'17 
'12 

'05 
'07 

'17 

'17 

•  '13 

'02 


'94 

•17 

•  '10 

•  '18 
'07 
'05 
'16 

'12 

'95 

'01 

'13 
'05 

'94 

•  '13 

•  '10 

'18 
'03 


Ivey,    Pauline     Amelia,    now 

Mrs.  David  Robertson 
Jackson,  Cordelia 
Jackson,  Helen 
Jameson,  Elsie 
Jayne,   Alice,   now   Mrs.    Ed- 
ward Montgomery 
Jessen,  Marie  Elizabeth 
Johnson,  Clarissa  Ordway 
Johnson,  Frances  Lewis,  now 

Mrs.  Wm.  P.  Bledsoe 
Johnson,  Mary  Anna 
Johnson,  Natalie  Allien 
Jones,     Lottie     Searle,     now 
Mrs.  Bernard  J.  Richardson 
Jones,  Martha  Hunter 
Jordan,  Alice  Maud 
Justus,   Una   Irene 
Kay,    Muriel,    now    Mrs.    Ar- 
thur H.   Ross 
KeUey,  Helen  Marie  Isabel 
KeUey,   Emma   Roswell,   now 

Mrs.  Richard  Pigeon 
Kendall,  Helen  McCain 
Kernan,  Hannah  Devereux 
Kerr,  Katherine 
Kershaw,     Alice      Henrietta, 
now  Mrs.  Charles  D.  Fow- 
ler 
Kilpatrick,    Gertrude  Evelyn, 

now  Mrs.  A.  W.  Trotter 
King,  Rachel 

Kingstone,   Mary  Augusta 
Kinne,  Margaret 
Kirby,    Olive    HolweU 
Kjeldsen,  Laura 
Knapp,   Winifred   Hunt,   now 

Mrs.  Percival  Roy  Allen 
Knox,      Dorothy      Catherine, 

now  Mrs.  W.  Christensen 
Kuroski,  Emma  Anna 
Laidlaw,  Helen  Erskine,  now 

Mrs.  Henry  J.  Martin 
Lambert,   Ruth   Elizabeth 
Lamson,  Martha 
Larkin,  Louise,  now  Mrs.  Da- 
vid Bovaid,  Jr. 
Latimer,  Helen  F. 
Laubach,  Amy  Catherine,  now 
Mrs.  Benjamin  L.  Johnson 
Law,  Dorothy  Payne 
Lawless,     Emily    Viva,    now 
Mrs.  Albert  Oldroyd 
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'12   Leavens,  Edith  Aiming 

'10   L'Echise,  Bessie  Soptiia,  now 

Mrs.  Slieppard  R.  Saxton 
'05    Lee,   Alice    Smith,   now    Mrs. 

II.  Thomas  Ryland 
'18    Lee,  Emily  Hutchinson 
■k  '13    Leonard,  Anna  Lurana 
'94    Leonard,    Annie    Elliot,    now 

Mrs.  Collery 
'98  tLethan,  Annie  Paton 
A  '08   Lewis,  Margery  Jerauld 
'Hi   Lewis,  ^'irgi^ia  Nelson 
*■  '11     Lightbouud,  Gertrude 

'00    Liles,  Alice  Jane 
k  '10    Linderniau,  Helen 
k  '01    Livermore,   Henrietta 
'09   Locke,  Helen  Glen  Rae 
'17    Love,    Eleanor    Sydney,    now 

Mrs.  Frederick  H.  Scott 
'03   Ludlum,  Marie  Hoflfman 
'17    Lumbers,  Gladys 
^'99    Lund,    Astrid    E.,    now    Mrs. 

Oscar  W.  Erdal 
*r  '08   Lyon,  Charity  Wilson 

"05    MacArthur,  Harriet  Frances 
'13    MacClelland,  Ruth  Jane,  now 
Mrs.  Wm.  Forrest  Lee 

•  '13   MacDonald,  Hilda  Havergal 

•  '16   MacDonald,  Sarah  Elizabeth 
'09   MacKay,  Agnes  Logan 

'03   MacLellan,  Alice  Hortence 
'06   Mackie,  Helen  May 

•  '16    Maclay,  Edith  Elizabeth 

'01    McKean,  Alberta  Maud,  now 

Mrs.   John  Curry 
'06    Mahan,   Charlotte,   now   Mrs. 

W.  D.  Hazard 
'11    McBean,    Mary   Helena,   now 

Mrs.  Edward  R.  Evans 
'07   McCabe,  Elizabeth,  now  Mrs. 

George  Lathrop 

•  '15   McClive,  Elsie 

'08    MoClive,  Mary  Isabel 

'11  McClung,  Auabel  Winnifred, 
now  Mrs.  Anthony  C.  Free- 
man. 

'09  McClung,  Edith  Murray,  now 
Mrs.  John  I^eRoy  Sawyer 

'98  tMcClure,   Martha 

'94  tMcDade,  Alvina 

•  '16    McEvoy,  Margaret  Helen 

'12  McGoodwin,  Mary  J.  R.,  now 
Mrs.  Stuart  A.  Hamilton 


•  '14 

•  '05 
•09 

•  "17 

•  05 
'17 

•  '12 
'13 

•  'OS 
'M 
'15 

'12 

•  "02 
'11 
'15 
'17 

'07 
'13 

•  '00 

•  '12 
'17 
'01 

•  •13 
•08 

'09 

'97 

•08 


•11 
'18 

'17 
'14 
'13 

•08 

■*T  '  1 7 

•07 

•  •13 

•04 

'99 

'90 


Mcllwraith,  Agues  Evelyn 
McKnight,  Eliza 
McLean,  Mary  Henrietta 
Maas,  Serena   Herda  Walde 
Malcolmson,  Alice  Louise 
Mangounie,   Azniv   Eunice  K. 
Mann,  Emily  Hooker 
Marks,  Jessie  Mabel 
Marsh,  Louise  Marie 
Martin,  Josephine  Cordelia 
Martin,    Martha   Carter,  now 

Mrs.  William  Low  Cooke 
Marx,  Helen  Margaret 
Mason,  Kathro  Montague 
Matthew,  Edith  Margaret 
Matthew,  Lucy  C. 
Mauger,       Blanche       Monica 

Guilliard 
Maynard,   Agnes  Evangeline 
Meeker,  Grace  Anista 
Meiklejohn,  Harriet  Tremaiue 
Meiklejohn,  Naomi  Frances 
Meixell,  Edith  Marguerite 
Melville,    Mary    Collins,    now 

Mrs.  Alexander  J.  Mac  Iver 
Mercer,  Vloletta  Carroll 
Merrill,     Lillian,     now     Mrs. 

John  Harold  Knapp 
Merritt,     Louise     Stephenna, 

now  Mrs.  J.  L.  Greiser 
Mewhort,  Jessie  Wilson,  now 

Mrs.  Benjamin  H.  Gray 
Meyers,     Nellie,     now      Mrs. 

Harry  D.   Spangenberg 
Millar,  Robena  Monica 
Miller,   Elizabeth   Vincent 
Miller,   Florence   Isabel,   now 

Mrs.   Gerald  B.   Shibley 
Millward,  Myrtle  Muriel 
Milroy,  Olive 
Minnes,  Ethel  Georgene,  now 

Mrs.  John  K.  Robertson 
Mitchel,  Mary 
Mitchell,  Eda  Isabel 
Monnell,  Mary  Elizabeth,  now 

Mrs.  Alvin  Walter  Baird 
Moon,  Ethel  Loper 
Moouey,     Katherine     Clarke, 

now  Mrs.  W.  P.  Williams 
Moore,     Grace     Elrida,     now 

Mrs.  Jacob  L.  Potter 
Moore,      Stella,      now      Mrs. 

James  W.  Thayer 


•  Denotes  Military  Service 
t  Deceased 


SCHOOL   OF   NUESING. 


87 


'97  Morley,  Rye 
if  '13   Morrison,   Georgina  Alberta 

'04   Mounce,  Sara  Belle 

'10   Mowat,    Alice   Barbara,    now 
Mrs.  George  L.  McCrea 
*^'ll   Muller,  Rose 

'09   Miinck,  Laura  Charlotte 
•k  '12   Mundie,  Jessie 

•  '16    Murphy,  Malinda  M. 
•k'08   Murray,  Annie  Elizabeth 

•  '10   Mussen,  Ethel  I. 

'18   Myers,  Alva  Harrison 

'07  tMyers,    Mary    Canfield,    late 

Mrs.  Frank  E.  Rockwell 
'14   Neales,  Margaret  Lester,  now 

Mrs.  James  Shrivers 
'06    Nelson,  Cora 
'14   Nethercut,    Ruth    Bell,    now 

Mrs.  Wm.  R.  Rogers 
'98   Newman,  Inez   Avery 
'97    Nichols,      Kathleen      DePuy, 

now      Mrs.      Richard      K. 

Southgate 

•  '14   Niven,    Helen   Campbell 

'10  Norton,  Martha  May,  now 
Mrs.  Azro  Karl  Skinner 

'05  Nye,  Winnifred  Louise,  now 
Mrs.  Royal   S.   Haynes 

'96tOdell,  A.   Gertrude 

•  '16   Oldham,  Frances  Fielding 
'97   Oliver,  J.  Rutherford 

'15  Orbison,  Lillian  Valentine, 
now  Mrs.  David  Van  Strien 

•  '09   O'Neill,  Claudia  Marie 

'11   O'Neill,    Frances,    now    Mrs. 

George  Berpau 
'18   Osteen,  Moneta 
'05   Overton,    Grace    Elting,    now 
Mrs.  Alfred  J.  Brown 
■A:  '14   Owen,  Florence  Belle 

'18   Parkhurst,    Dorothy 
*'10   Parkins,  Mildred  Florence 
'14   Parr,     Dorothy    Waller,  now 

Mrs.  Gilbert  W.  Rolston 
'94  tParsons,  Jennie  L. 
i*r'17   Payne,  Dorothy  Eastman 
'17   Pettee,   Catherine  Adele 
'13   Posey,  Elinor,  now  Mrs.  Wil- 
liam B.  Ewlng 
'01    Patterson,  Elsie  Thayer 

•  '08   Patton,    Ethel   Dorothy,    now 

Mrs.  George  A.  H.  Davies 
'18   Peabody,  Mary  Bishop 


'14  Peacock,  Susan  Chapman, 
now  Mrs.  Harry  H.  Varner 

•  '99   Pearce,  Etha  Etta 

'95  Pearsall,  Sarah  Fedelia,  now 
Mrs.  Harry  D.  Curtis 

'15  Penfield,  Theodora  Crawford, 
now  Mrs.  Wilson  C.  Price 

•  '12   Penland,   Anne 

'95   Perrigo,  Alice  May,  now  Mrs. 

Ralph  Hayhurst 
'18    Peterson,  Florence  Marie 

•  '08   PhUlips,  Elizabeth  Margaret 
'95   Pierson,     Helen     Garthwaite, 

now  Mrs.  Ebenezer  Bull,  Jr. 

•  '09   Pierson,  Anna   Elizabeth 

•  '15   Pinney,  Retta  L. 

•  '16   Piper,  Anna  S. 

'09   Pitcher,  Bessie  Kingsbury 
'17   Plastow,  Anna   Sarah 
'94   Pope,   Amy  Elizabeth 

•  '09   Powell,  Helen  Clarissa 

•  '16   Prechtl,  Genevieve  Veronika 

•  '16   Price,   Emma  Augusta 
'03  tPrime,  Ruth  Havens 

'03   Pritchett,  Conyers,  now  Mrs. 

Lafayette  B.  Hedge 
'12   Purves,   Mildred   Marot,   now 

Mrs.  EUinwood  A.  Frost 
'18   Purvis,  Winifred  Tamar 
'96   Read,  Ethel  May,  now  Mrs.  C. 

C.  Bennett 
'16   Reeves,  Nell,  now  Mrs.  Ezra 

Thomas  Mann 

•  '16   Reimann,  Florence  Augusta 
'06   Richards,  Laura 

•  '13   Rignel,  Jennie  Isabel 

'96  Rippard,  Kate  Linden,  now 
Mrs.  Ralph  W.  Sharer 

•  '16  tRdberts,  Amabel  Scharff 

'96   Robertson,    Joan,    now    Mrs. 

Winthrop  Daniels 
'07    Robinson,   Margaret   Latrlcia 

•  '14   Robson,  Emilie  Gesner 

'14  Rolfe,  Frances  Wilhelmina, 
now  Mrs.  Scott  P.  Kimball 

'97  Rose,  Constance  Baillie,  now 
Mrs.  Lewis  Ripley 

'94  Rose,  Julia  Baillie,  now  Mrs. 
F.  Harris  Shipman 

'17   Rose,  Vera  Marion 

•  '18   Ross,  Marjorie 

•  '97   Russell,  Elizabeth 
'98   Ryder,  Lucy  Fidelia 
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'07    Ryder,  Marjorie  Hope 
'09    Rjiands,  Bessie  Walker,  now 
Mrs.  Arthur  I.  Piatt 

•  '18    St.  John,  Florence  Angle 
'94    Sailing,  Camilla 

■k  '17    Savage,  Eleanor  McKowen 
'96    Savage,    Lillian    Fraser,    now 

Mrs.  William  Van  Kirk 
'97    Schetky,  Marcis  P.,  now  Mrs. 

C!oon 
'99    Schioler,       Margrethe,       now 

Mrs.  Hans  Koch 

•  '12    Scoble,  Catherine  Isabel 
'14    Scott,  Frances  May 

'05  Scott,  Hannah  Pacific,  now 
Mrs.  James  E.  Dillon 

•  '14    Scott.    Katherine 

'98    Seaborne,     Alice     de    Forest, 
now  Mrs.  Benjamin  Bayley 
'18    Seeholzer,  Clara  Magdalene 
'18    Seifert,  Helen  Becker 
if  '15    Shanks,      Marion      Catherine 
Miller 

•  '13    Shelley,  Louise  Chilton 

'13    Sherman,       Nellie       Frances. 

now  Mrs.   Henry   D.   Eaton 
'05    Sherrill,       Charlotte       Foote, 

now  Mrs.  John  D.  Kernan. 

Jr. 
'11    Shuford,  Agnes  Mercer 
'95    Simpson,  Alexaudrina 
'09    Simpson,  Nellie  Ruth 
'96    Sill,  Helen 
'03    Skiff,   Marion  Love 

•  '15    Sleicher,  Ethel  Marguerite 
'18    Smiley,  Helen  Gertrude 

•  '15    Smith,  Alice  Orme 

'12  Smith,  Gwendolen  Conant. 
now  Mrs.  John  M.  Hanford 

•  '13    Smith,  Ednah  Childs 

'13    Smith,     Eleanor    Doty,     now 

Mrs.  William  S.  Owen 
'01    Smith,  Gertrude  Reid 
'15    Smith,    Lucy    Mary 

•  '06    Smith,     Lydia     Vernon,     now 

Mrs.  H.  B.  Boyd 

'11  Snare,  Helen  Jeannette.  now 
Mrs.  Frederick  A.  Stan- 
wood 

'96  Spencer,  Sophie  Edwards, 
now  Mrs.  Donald  M.  Cam- 
mann 

'99    Spencer,  Katherine  Bunce 

'17    Stark,  Gladys  Lisle 


'07    Stebbins,   Grace 

"98    Stephanova,     Katherina     D., 

now      Mrs.      Gregory      W. 

Tsilka 

•  "06  Stevens,  Isabella  Abbott 
'09  Stevens,  Katherine  Cecil 
'90    Stewart,  Elizabeth 

•  'IG    Stoll,  Augustine  Barnard 
'95    Stone,  Edith   Hosford 
'94    Stone,  Frances  Abbett 

'98    Strain,   Gertrude  Emily,  now 
Mrs.  James  Garrison 

•  '01    Strain,  Sara  Honians 

'00    Strong,  Mary  Leaycraft,  now 

Mrs.   Howard   F.   Burns 
'14    Strong,  Maud  Mary 
'98    Stryker,   Carrie 
'18    Summers,  Grace  Florence 

•  '12    Sutherland.  El.'^peth  Jean 

•  '17    Sutton,   Lillian  Augusta 

"02    Tarbox,  Lida  Helen,  now  Mrs. 

Paul  W.   Orvis. 
'07    Taylor,  Rose  Ethel,  now  Mrs. 

Thomas  B.  Cameron 

•  '13    Taylor,   Plioebe   Frances 

•  '12    Taylor,  Mary  Frederica,  now 

Mrs.  J.  Gordon  Weir 
'04    Tennant,  Mary  Maud 

•  "15    Terriberry,   Kathryn 

•  '16    Thackray,    Fay     Isabel,    now 

Mrs.  Wentworth  Warden 
'13    Thom,  Lily  Mary 

•  "05    Thomas,   Annie   Mabel 
'11    Thomas,  Nellie 

'18    Thompson,    Georgiua    Graeme 
'16    Thompson,  Helen  Irvin 

•  '10    Thompson,   Marie  Louise 

•  '14    Thorpe,  Constance  Adele,  now 

Mrs.  Howard  H.  Scott 
"94    Threlkeld,    Margaret    Nichol, 

now  Mrs.  Stephen  H.  Ailing 
'95    Tinker,    Grace    Rogers,    now 

Mrs.  James 
'17   Todd,     Elsie     Genevra,     now 

Mrs.    Henry    E.    Meleney 
'08    Todd,  Laura  Washington 

•  '14    Todsen,   Hjordis 

'OG    Towner,  Grace  Emily 

'99    Townsend,  Cordelia  Newland 

•  '17    Tripler,  Maria  Hall 

'06    Truman,     Edith     Mary,    now 
Mrs.  James  G.  Bethel 
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'02   Turner,  Mary  Elizabeth,  now  '04   Welch,  Jessie  May,  now  Mrs. 

Mrs.  F.  O.  Rumsay  Frederic  B.  Morlok 

•  '14   Turner,  Mary  Isabel  Cochrane  '94   Welsh,  Lillian 

'18   Twidale,      Katherine     Ashby  '02    Wharton,  Mabel  Cynthia,  now 

Heiarichs  ^^s-  Graham  Eyle 

'94   Tyger,  Emma  Elizabeth  '03   Wheeler,       Katherine,       now 

'08   Upper,  Alice  Maud,  now  Mrs.  ^^rs.  Frederick  C.  Craig 

Z   G   Lash  '^^   White,  Frances  Agnes 

'02   Urquhart,  Marcella  Hunter  yj   White,  Frances  Richards 

'95    Van  Cleft,  Henrietta  ^ ,?'    ^hite,  Meriel  Richards 

'06   Vanderbilt     Elsie    May,    now  ^Je   W^.te,^Ros^a^       ^^^    ^^^ 

Mrs^  C.  H.  Howell  ^mn^^m  Henry  Ketchum 

'11   Van   Duzor,   Charlotte   Eliza-  ,^3    ^^^^^n,    Nancy,    now    Mrs. 

t>eth                               _  Quy  Hamilton   ScuU 

•  '06   Van  Ingen,  Anne  Huntington  ^.q^   Whitson,  Ravenna  Cecilia 
'96   Van  Kirk,  Anne  Dravo,  now  .^g   whittemore,  Elsie 

Mrs.  Frederick  Geller  '05   Williams,    Adele    Cutts,    now 

'15   Van    Patten,    Elizabeth    Pen-  Mrs.  B.   Van  Dyke  Hedges 

field  •  '15    Williams,  Anne  Katherine 

'02   Van     Rensselaer,     Elizabeth,      • '17    Williams,  Ruth  Clarice 
now  Mrs.  Benjamin  Arnold       • '1.3    Wilson,   Harriet  Edith 
'99   Vaux,   Winifred   Estelle  '18   Wilson,  Helen  Arnot 

'95   Veeder,  Almina  -k  '18   Wilson,  Kathleen 

'06   Veitch,  Susan  Helen  '01    Wilson,  Severina 

'99   Vinton,    George    Waldo,    now  '96    Wiltsie,   Grace,  now   Mrs.   H. 

Mrs.  R.  Byington  S.  Howland 

'14    Von  Brandis,  Johanna  '03    Winant,    Martha,    now    Mrs. 

'99   Vorhees,     Cornelia     Emmell,  Allen  Frost 

now  Mrs.  P.  C.  Field  * '13    Winey,  Nettie  Louise 

'05   Wales,  Jean  Louise,  now  Mrs.  '05   Winters,  Ida  Marguerite 

William  J,  Norton  '04   Wood,  Alice  Shove 

'99   Walker,  Mabel,  now  Mrs.  N.  '11    Wood,  Ruth  B. 

F.  Ferris  '09    Woodruff,  Theo. 

'16   Walker,  Jennie  Louise  *:  '15    Woods,  IsabeUe  Stridiron 

•k  '18   Ward,  Mabel  Drummond  '98  tWyman,   Edith   Johnson,  late 

'96   Warman,    Bertha    Frederica,  Mrs.   H.   Rodman 

now  Mrs.  Eli  Long  '08    Yost,  Nancy  Ellen 

*'17   Warman,   Grace  Anna  '95   Young,    Amelie    Jean    Inglis, 

*'01    Warner,  Agnes  Louise  now       Mrs.       Walter       A. 

'01   Weatherston,    Frances  Dunckel 

'06   Webster,  Annie  Alberta  -Ar '12   Young,  Helen 

'98   Webster,  Charlotte  Marcella  '09   Young,      Helen      Jean,      now 

'09    Weigand,  Florence  Lena  Mrs.  Ralph  \\\  Shields 

'99    Weiss,  Henrietta  Lillian,  now  '13    Zetterstrom,     Florence,     now 

Mrs.  Milo  J.  Tripp  Mrs.  Arthur  Nilsen 

•  Denotes  Military  Service 
t  Deceased 
GRADUATES  OF  THE   PRESBYTERIAN  HOSPITAL   SCHOOL  OF 

NURSING 
Superintendents   of  Hospitals,   Schools  of  Nursing  and   other   Insti- 
tutional Positions   50 

Visiting  Nursing,  Social  Service  and  Welfare  Work. 32 

Private  Nursing 50 

Married  191 

European  War  Service 187 

Total   602 


THE     ALUMNAE     ASSOCIATION     OF    THE     PRESBY- 
TERIAN  HOSPITAL   TRAINING   SCHOOL   FOR 
NURSES  IN  THE  CITY  OF  NEW  YORK 

EXECUTIVE  COMMITTEE 
Term  Expires  1918  Term  Expires  1919  Term  Expires  1920 

Nancy  E.  Cadmus  Elsie  T.  Patterson  Auce  H,  McClelland 

Helen  Young  Jejvn  G.  Hayman  Anna  J.  Culgin 

Ruth  T.  Dean  Georgia  W.  Bellinger        Edith  Granger 

Helen  C.  Howes 

OFFICERS 

I*besident  :  Helen  Carol  Howes 

Vice-Pbesiuent  :  Kuth  T,  Dean 

Tbe:asuber  (Acting)  :  Helen  Young 

Secretary  :   Jean  G.  Hayman 

ADVISORY  BOARD 
MoBEAu  Delano  C.  Irving  Fisher,  M.D. 

William  Sloane 

FINANCE  COMMITTEE 
William  V.  S.  Thobne  Helen  Young 

C.  Irving  Fisher,  M.D.  Helen  Carol  Howes 

BENEFIT   COMMITTEE 

To  Serve  Until  Annual  Meeting,  1918 

Helen  Young 
To  Serve  Until  Annual  Meeting,  1919 

Mrs.  C.  Irving  Fisheb 
To  Serve  Until  Annual  Meeting,  1920 

Alice  H.  McClelland 

CHAIRMEN  OF  COMMITTEES 
Membership — Robena  M.  Millar 

Social — Discontinued  during  War 
Red  Cross — Helen  Young 

Pension  Fund  Ways  and  Means — Mrs.  C.  Irving  Fisheb 

MEMBERS  OF  THE  CENTRAL  REGISTRY  GOVERNING  BOARD 
Nancy  E.  Cadmus  Helen  Young 

AUDITING    COMMITTEE 
Emma  A.  Kukoski 

PERMANENT   MEMBERS    OF   THE    AMERICAN   NURSES' 
ASSOCIATION 

Mrs.  H.  B.  Gbay  Mrs.  A.  W.  Trotter 

Edith  Ambrose  Janet  B.  Christie 

Mrs.  C.  Ibving  Fisheb         Rye  Moeley 

DELEGATES 
Acting  Alternating 

Jean  G.  Hayman  Helen  Young 

Rye  Mobley  Anna  A.  Culgin 
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September  30th,  1918. 

To   THE   BOAKD   OF    MANAGERS    OF    ThE    PeESBTTEEIAN    HOSPITAL   IN 

THE  City  op  New  York. 

Gentlemen  : — This  is  the  fourth  report  of  the  Alumnae  Asso- 
ciation of  the  Presbyterian  Hospital  School  of  Nursing  which  I  have 
the  honor  of  presenting  to  you,  as  part  of  the  Alumnae  report  of  the 
Hospital. 

The  membership  of  this  organization  has  been  increased  during 
the  past  year,  as  usual,  by  thirty-six  (36)  members  of  the  class  of 
1918.  Death  has  claimed  one  of  our  members,  Amabel  ScharfE 
Roberts,  of  the  class  of  1916,  who  died  in  France,  in  the  service  of 
her  country,  in  January,  1917.  She  was  with  the  unit  in  Etretat. 
One  hundred  and  seventy-eight  (178)  of  our  graduates  are  in  foreign 
service,  at  the  time  this  report  is  written.  It  is  impossible  to  say 
just  how  many  of  the  graduates  who  have  married  are  engaged  in 
Home  Service,  but  we  are  sure  the  number  is  large  in  proportion. 
Nine  nurses  have  received  the  Eoyal  Red  Cross,  one  has  been  deco- 
rated by  the  French  Government,  one  by  the  Belgian  Government, 
and  two  have  been  mentioned  in  dispatches.  We  feel  sure  that  our 
representatives  "over  there"  have  discharged  their  obligations  with 
credit  to  the  School  and  to  the  Hospital,  and  that  we  may  be  justly 
proud  of  the  work  done  both  at  home  and  abroad  by  the  nurses  of 
the  Presbyterian  Hospital.  At  the  Annual  Meeting  of  the  Alumnae 
Association,  May,  1918,  it  was  decided  to  remit  the  annual  dues  of 
all  nurses  in  foreign  service,  as  a  mark  of  our  appreciation  of  their 
sacrifices. 

It  is  fitting  here  for  us  to  record  another  great  loss  to  our  Asso- 
ciation in  the  death  of  Mr.  Frederick  Sturges.  He  had  been  the 
guide  and  friend  and  trusted  advisor  of  the  Alumnae  for  so  many 
years  that  we  had  hardly  counted  on  the  day  when  he  should  be  with 
as  no  longer.  His  loss  has  been  deeply  felt  by  all  whose  privilege  it 
was  to  know  him. 

Because  of  the  war,  all  social  activities  have  been  suspended  and 
no  definite  efi:orts  have  been  made  on  the  behalf  of  the  Pension  Fund, 
details  of  which  will  be  seen  in  the  Financial  Report. 

On  behalf  of  the  Alumnae  Association  permit  me  to  extend  to 
you,  again,  the  thanks  and  appreciation  for  the  many  kindnesses 
shown  us  by  your  esteemed  body. 

Respectfully  submitted, 

HELEN  CAROL  HOWES,  E.  N., 

President. 
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REPORT   OF   THE   TREASURER   OF   THE   ALUMNAE   ASSOCIATION 

OF  THE   PRESBYTERIAN   HOSPITAL   TRAINING   SCHOOL 

FOR    NURSES    IN    THE    CITY    OF    NEW    YORK 

For  Years  ending  September  30,  1918  and  1917 

CURRENT  REVENUE 

1918  1917 

Initiation   Fees    $130.00  ?1GO.OO 

Dues  870.00  1,014.00 

Donation   9.32 

Income  from  General  Fund 600.00  COO.OO 

Miscellaneous  Revenue : 

Interest  on  Bank  Balances $11(5.54  $137.87 

Subscriptions  to  Magazine 2.00 

Miscellaneous    .25  .25 

~    118.79  138.12 

Appropriations  from  Income  of  Benefit  Fund 
account  Benefits  paid  and  minor  miscel- 
laneous expenses  connected  therewitti . . .   1,452.00  1,779.00 


Grand  Total  Current  Revenue $3,180.11        $3,691.12 

CURRENT  EXPENSES 

Accountant's  Salary  $200.00 

Clerk's  Salary   20.00  $20.00 

Bank  Exchange  Charges  on  Checks .38 

Delegate's  Expenses  to  American  Nurses'  As- 
sociation Convention  at  Cleveland,  Ohio.        58.31  70.19 

Amount  given  to  Miss  Maxwell  to  purchase 

gifts  for  men  in  Foreign  Service 50.00 

Delegate's  Expense  to  N.  Y.  State  Nurses'  As- 
sociation Convention  at  Buffalo.  N.  Y . . . .  36.00 

Donation  to  the  Board  of  Foreign  Missions  of 
the  M.  E.  Church  to  help  meet  cost  of 
translating  into  Chinese  the  book  entitled 
"Practical  Nursing,"  by  Maxwell  &  Pope.      200.00 

Fruit,  etc.,  for  Nurses  embarking  for  the  War  12.40 

Floral  Tributes  to  Deceased  Members  and 
Friends    

American  Nurses'  Association  Dues 

New  York  County  Registry  Dues 

New  York  County  Association  Dues 120.00 

Christmas  Gift  to  Miss  Sailings 

Lecturers'  Expenses   

Quarterly    Magazine,    Printing 

Stationery,  Printing  and  Postage 

Quarterly  Meetings,   Refreshments 

Rent  of  Safe  Deposit  Box , 

Telephone  and  Telegraph 

Presentation   to   Miss    Maxwell 

Miscellaneous   

Benefits  paid  to  Members  of  the  Alumnae  As- 
sociation from  income  of  Benefit  Fund. 
Grand  Total  Current  Expenses.  . 

Excess  of  Current  Revenue  over  Current  Ex- 
penses          311.29 

Total    


30.75 

25.00 

36.90 

50.25 

24.00 

24.00 

.       120.00 

72.00 

12.00 

15.00 

.      444.39 

398.76 

87.48 

132.75 

22.89 

17.49 

6.75 

5.00 

75.47 

9.25 

25.00 

27.50 

.   1,452.00 

1,779.00 

,$2,868.82 

$2,692.09 

311.29 

999.03 

.$3,180.11 

$3;^ri2' 
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REPORT  OF  THE  TREASURER— Continued 

COMPARATIVE  BALANCE   SHEET  AS  OF  SEPTEMBER  30,  1918-1917. 

CAPITAL  ASSETS 

1918  1917  Increase     Decrease 

Bonds    $142,896.25    $129,420.00    $12,976.25A 

CURRENT  ASSETS 

Cash  on  Hand $5,478.05  $12,789.54                          $7,311.49 

Loans  Receivable  due  from 
Members  of  the  Alumnae 

Association    2,712.00  3,142.00                               430.00 

Total  Current  Assets...  $8,190.05  $15,931.54                          $7,741.49 

Grand  Total  Assets $150,586.30  $145,351.54      $5,234^76" 

CAPITAL  LIABILITIES 

Benefit  Fimd $52,652.50  $52,652.50 

Unappropriated       Income 

from  Benefit  Fund 8,380.35  6,825.20     $1,555.15B 

General  Fund 11,311.86  11,311.86 

Pension  Fund 76,414.14  72,203.82       4,210.320 

Scholarship  Fimd   145.05  145.05  . 


Total  Capital  Liabilities  $148,903.90   $143,138.43     $5,765.47 
CURRENT  LIABILITIES 

Alumnae  Pin  Account $4.00  $8.00  $4.00 

Central  Club  Room  Furnish- 
ing Fund 477.50  477.50 

Total  Current  Liabilities  $4.00  $485.50  $481.50 

Grand  Total  Liabilities.  $148,907.90   $143,623.93     WM^^ 


Surplus    1,678.40  1,727.61 49.21 

Total    $150,586.30    $145,351.54      $5,234.76 

A— Bonds—  $3,000  par  U.  S.  4^4%  3rd  Liberty  Loan  Bonds,  due 
1928,  purchased  by  the  authority  of  the  Fi- 
nance Committee  at  par $3,000.00 

200  two  $100  U.  S.  4%%  3rd  Liberty  Loan  Bonds, 

due  1928,  received  as  donations 200.00 

11,000  par  value  Lackawanna  Steel  Co.  Convertible 
5%  First  Consolidated  Mortgage  Gold  Bonds, 
due  1950,  bought  by  authority  of  Finance 
Committee  at  97% 9,776.25 


Total    $12,976.25 

B — Amount  of  Income  received  from  the  Benefit  Fund  in  excess 

of  benefits  paid  during  the  year $1,555.15 

C — Pension   Fund — Income  from  Investments   held   in   Pension 

Fund  received  during  the  year $2,743.72 

Donations  received  during  year  as  follows : 

Mrs.  Robert  E.  Wescott $1,000.00 

Miss   Sleicher   28.00 

Miss  Carolyn   Stryker ^.00 

Miscellaneous    172.00 

Proceeds  from  Pencil  Sale 42.60 

Class  1918,  1  U.  S.  Liberty  Bond 100.00 

Class  1919,  1  U.  S.  Liberty  Bond. . . .       100.00 


1,466.60      4,210.32 
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STATEMENT  OF  INCREASES  OR  DECREASES  OF  CAPITAL 
RESERVE  FUNDS 

For  the  Year  ending  September  30,  1918 


Amount 
Sep.  30, '17 

Received 

Expended 

Amount 
Sep.  30, '18 

Increase 

General  Fund. 
Benefit  Fund . 
Income    from 

Benefit  Fund 
Pension  Fund. 
Scholarship 

Fund    

$11,311.96 
52,652.50 

6,825.20 
72,203.82 

145.05 

$3,007.15 
4,210.32 

$7,217.47 

$1,452.00 

$11,311.86 
52,652.50 

8,380.35 
76,414.14 

145.05 

$1,555.15 
4,210.32 

Total 

$143,138.43 

$1,452.00 

$148,903.90 

$5,705.47 

LIST  OF  INVESTMENTS,  FUNDS  HELD   IN   AND   ANNUAL  INCOME 
HELD  IN  BENEFIT  FUND 

Annual 
Income 


Par  Value 
$35,000.00 

17,000.00 


$52,000.00 

$12,000.00 

17,000.00 
11,000.00 

25,000.00 

22,000.00 

200.00 
3,000.00 

$78,200.00 


Boolv  Value 
Provident   Loan    Society   of   New   York 

6%  Certificates  of  Contribution $35,000.00        $2,100.00 

U.   S.   Steel   Corporation   Sinking   Fund 

5%  Bonds,  due  1963 17,652.50  850.00 

$52,652.50        $2,050.00 


HELD  IN  GENERAL  FUND 
Interborough    Rapid   Transit   Co.    First 
Refunding  Mortgage    $11,640.00 

HELD  IN  PENSION  FUND 

New  York  Central  R.  R.  Co.  Converti- 
ble Debentures  6%  Bonds,  due  1935..   $18,496.25 

Interborough  Rapid  Transit  Co.  First 
Refunding  Mortgage  5%  Bonds,  due 
1966    10,850.00 

United  Kingdom  of  Great  Britain  and 
Ireland  2  year  secured  5^2%  Converti- 
ble Loan,  due  Feb.  1,  1919 24,767.50 

Lackawanna  Steel  Co.  Convertible  First 
Consolidated  Mortgage  5%  Gold 
Bonds,  due   1950 20,790.00 

Third  Liberty  Loan  U.  S.  4^4%  Bonds, 

due    1928    200.00 

U.  S.  Third  Liberty  Ix)an  4^%  Bonds, 
due  1928    3,000.00 


$600.00 

$1,020.00 

550.00 

1,375.00 

1,100.00 

8.50 

127.50 


$78,103.75        $4,180.00 
Respectfully  submitted, 

HELEN  YOUNG,  E.  N., 

Acting  Treasurer. 


BOARD  OF  MANAGERS 


William  A.   Booth 

James  Brown    

Marshall  S.  Bidwell 

Aaron    B.    Belknap 

William  E.  Dodge 

James  Donaldson  

John   C.   Green 

Winthrop  S.  Gilman 

Robert   M,   Hartley 

Richard  Irvin   

Edward  S.  Jaffray 

Thomas  Jeremiah    

Morris  K.  Jesup 

John  Taylor  Johnston 

James   Lenox    

David  Olyphant   

William  Paton   

Thomas  C.  M.  Paton 

Joseph  Stuart  

Robert  L.   Stuart 

Thomas  U,  Smith 

Jonathan   Sturges    

Otis  D.   Swan 

Charles  N.  Talbot 

Willard  Parker,  M.D 

John  R.  Ford 

Henry  M.  Taber 

Alexander  Van  Rensselaer.. 

William  M.  Vermilye 

Washington  R.  Vermilye 

A.   R.   Wetmore 

A.  Robertson  Walsh 

George  de  F.  Lord 

Henry   Parish    

David  S.  Egleston 

Edmund  D.   Stanton., 

George  W.  Lane 

John   0.  Tucker 

Charles   Lanier 

John   B.   Parsons 

Latimer  Bailey   

William  Adams,  D.D 

John  T.  Agnew 

Joseph  K.  Skidmore 

Walter  Edwards,  Jr 

William  K.  Hinman 

Richard  W.  Hurlbut 

John  S.  Kennedy 


From 


1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1868 

1869 

1869 

1873 

1873 

1873 

1873 

1873 

1873 

1874 

1874 

1875 

1875 

1875 

1875 

1875 

1876 


To 


1869 
1877 
1872 
1880 
1883 
1872 
1875 
1873 
1881 
1888 
1878 
1872 
1875 
1893 
1880 
1873 
1875 
1878 
1874 
1882 
1874 
1874 
1876 
1874 
1875 
1880 
1884 
1876 
1878 
1876 
1881 
1884 
1872 
1872 
1876 
1873 
1883 
1875 
1875 
1875 
1881 
1880 
1899 
1876 
1895 
1908 
1887 
1909 


Served  the  Institution 


lyear 

9  years 
4  years 

12  years 

15  years 

4  years 
7  years 

5  years 

13  years 
20  years 
10  years 

4  years 
7  years 

25  years 
12  years 

5  years 

7  years 
10  years 

6  years 

14  years 
6  years 
6  years 

8  years 

6  years 

7  years 

12  years 

16  years 

8  years 

10  years 
8  years 

13  years 
16  years 

3  years 

3  years 

3  years 

lyear 

10  years 

2  years 

2  years 

2  years 

7  years 

6  years 

24  years 

lyear 

20  years 

33  years 

12  years 

33  years 


Resigned. 
Died  in.  office. 
Died  in  office. 
Died  in  office. 
Died  in  office. 
Died  in  office. 
Died  in  office. 
Resigned, 
Died  in  office. 
Died  in  office. 
Resigned. 
Died  in  office. 
Resigned. 
Died  in  office. 
Died  in  office. 
Resigned. 
Resigned. 
Resigned. 
Died  in  office. 
Died  in  office. 
Died  in  office. 
Died  in  office. 
Resigned. 
Died  in  office. 
Resigned. 
Died  tn  office. 
Resigned. 
Resigned. 
Died  in  office. 
Died  in  offic*8. 
Died  in  office. 
Died  in  office. 
Resigned. 
Resigned. 
Resigned. 
Died  in  office. 
Died  in  office. 
Resigned. 
Resigned. 
Resigned. 
Resigned. 
Died  in  office. 
Died  la  office. 
Resigned. 
Died  in  office. 
Died  in  office. 
Died  in  office. 
Died  in  office. 
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Robert  Schell   

Thomas   Donaldson    

George  W.  Talbot 

Randolph    W.   Townsend.... 

Alexander   Maltland   

J.  Cleveland  Cady 

J.  Cleveland  Cady,  re-elected 

John    A.    Hardenbergh 

Charles  A.  Bulkley 

Frederick   Sturges    

Elbert  B.  Monroe 

Robert    Lenox    Belknap 

Henry  G.  de  Forest 

Edwin  D.   Morgan 

Charles   Fanning    

William  M.  Taylor,  D.D 

John  S.  Bussing 

Heber  R.   Bishop 

Elbert  A.  Brinckerhoff 

Algernon    S.    Sullivan 

Frederick  Marquand  

Henry   M.   Flagler 

Frederick  Billings   

John  T.  Terry 

John  Sloane  

George  E.  Dodge 

William   H.  Jackson 

John  Crosby   Brown 

Charles  S.  Smith 

Henry   S.   Wilson 

William  B.  Isham 

Frederic  Baker   

Henry  G.  Marquand 

William   Moir    

Donald  MacKay   

Robert  W.  de  Forest 

Francis   B.   Griffin 

Samuel  Inslee   

William   F.   Havemeyer 

Hugh  D.   Auchlneloss 

John  Herbert  Johnson 

C.   Whitney   Carpenter 

Ethan  Allen   

William  L.  McLane 

William  V.  S.  Thome 

John  S.   Billings,  M.D 

Charles  W.  McAlpin 

John  P.  Duncan 

William  Barbour   

Arthur  P.  Sturges 

John   J.    Sinclair 

James  R.  Jwup 

William  Sloane 


Prom    To 


1876 
1872 
1876 
1876 
1876 
1876 
1896 
1876 
1877 
1877 
1878 
1878 
1878 
1878 
1878 
1881 
1881 
1881 
1881 
1881 
1881 
1882 
1883 
1883 
1883 
1883 
1883 
1883 
1884 
1886 
1886 
1887 
1887 
1888 
1888 
1890 
1890 
1891 
1892 
1892 
1893 
1895 
1896 
1896 
1896 
1896 
1896 
1899 
1899 
1899 
1900 
1900 
1901 


900 
874 
881 
902 
907 
887 

898 
886 
917 
894 
896 
889 
883 
880 
895 
890 
897 
913 
887 
882 
891 
890 
913 
906 
900 
908 
909 
908 
908 
908 
913 
902 
896 
911 

910 
895 
913 
913 
895 
895 

903 

913 

901 
909 

916 
901 


Served  the  Institution 


24  years 
2  years 
5  years 

26  years 

31  years 
11  years 

22  years 
9  years 

40  years 
16  years 
18  years 
11  years 

5  years 
2  years 

14  years 
9  years 

16  years 

32  years 

6  years 
lyear 
9  years 

7  years 
30  years 

23  years 

17  years 

25  years 

26  years 

24  years 
22  years 

22  years 
26  years 

15  years 

8  years 

23  years 

20  years 
4  years 

21  years 
21  years 

2  years 


7  years 

17  years 

2  years 
10  years 

16  years 
lyear 


Died  In  office. 
Died  In  office. 
Resigned. 
Died  in  office. 
Died  In  office. 
Resigned. 
Continues  in  office. 
Died  In  office. 
Died  In  office. 
Died  in  office. 
Died  In  office. 
Died  in  office. 
Died  in  office. 
Died  In  office. 
Resigned. 
Died  in  office. 
Resigned. 
Resigned. 
Died  In  office. 
Died  in  office. 
Died  in  office. 
Resigned. 
Died  In  office. 
Died  In  office. 
Died  in  office. 
Resigned. 
Died  in  office. 
Died  in  office. 

Died  in  office. 
Resigned. 
Died  In  office. 
Died  in  office. 
Died  in  office. 
Died  In  office. 
Continues  In  office. 

Died  in  office. 
Died  in  office. 
Died  in  office. 
Resigned. 
Resigned. 
Continues  in  office. 
Died  in  office. 
Continues  in  office. 
Died  in  office. 
Continues  in  office. 
Died  In  office. 

Continue«<  in  office. 
Died  in  office. 
Resigned. 
Continues  In  office. 
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MANAGERS 

. — Continued. 

From 

To 

Served  the  Institution 

Henry  W.  de  Forest 

1902 

Matthew  C.  Fleming 

1902 

Eugene  Delano   

1902 

Continues  in  office. 

Simeon  B.  Chapin 

1905 

1916 

11  years 

Resigned. 

William  R.  WUlcox 

1905 

•  «   •   • 

Continues  in  office. 

Henry  S.  Van  Duzer 

1906 

1916 

10  years 

Resigned. 
Continues  in  office. 

William  M.  Kingsley 

1908 

Moreau  Delano   

1908 

•  •  •  < 

Continues  in  office. 

William   Sloane  Coffin 

1908 

•  •  •  • 

Continues  in  office. 

William  Allen  Butler 

1909 

•  «  •   • 

Continues  in  office. 

David   M.    Look 

1909 

Continues  in  office. 

B.  Parmelee  Prentice 

1909 

1917 

8  years 

Robert  E.   Tod 

1910 

1912 

2  years 

Resigned 

Edward  S.  Harkness 

1911 

Continues  in  office. 

James  R.  Sheffield 

1912 

Continues  in  office. 

George  Gibbs    

1912 

Continues  in  office. 

Stephen  G.  Williams 

1912 

Continues  in  office. 

Cornelius  A.  Agnew 

1913 

Continues  in  office. 

Phillip   A.   Rollins 

1913 

Continues  in  office. 

Thatcher   M,   Brown 

1913 
1913 

Continues  in  office. 

Robert  W.   Carle 

Continues  in  office. 

Johnston  de  Forest 

1913 

Continues  in  office. 

William   Williams    

1913 
1914 



Continues  in  office 

C.  Irving  Fisher,  M.D 

Continues  in  office. 

EX-OFFICIO  MEMBERS  OF  THE  BOARD  OF  MANAGERS 
CONSTITUTIiSTG  THE  CLERICAL  BOARD. 


From 

To 

Served  the  Institution 

Ministers    of    the    First    Presbyterian 
Cliurcli : 

Rev.  William  M.  Paxton,  D.D 

Rev.  Richard  D.  Harlan 

Rev.  Howard  Duffield,  D.D 

Ministers  of  the  Madison  Square  Pres- 
byterian Church : 
Rev.  William  Adams,  D.D 

1868 

1886 
1891 

\8m 

1875 
1880 

1868 
1875 
1893 
1896 
1&14 

1868 
1875 
1888 
1891 

1907 
1914 

1883 
1891 
1918 

1875 
1880 
1918 

1874 
1893 
1896 
1914 

1874 
1886 
1890 
1906 

1914 

15  years. 

5  years. 

27  years. 

7  years. 

Rev.  WUllam  J.  Tucker.  D.D 

Rev.  Charles  H.  Parkhurst,  D.D... 
Senior     Ministers     of     the     Collegiate 
Church     of     the     Reformed     Dutch 
Church : 

Rev.  Thomas  Dewitt,  D.D 

5  years. 
38  years. 

Died  in  office. 

Rev.  Thomas  E.  Vermilye,  D.D 

Rev.  Talbot  W.  Chambers,  D.D 

Rev.  Edward  B.  Coe,  D  D 

Died  ia  office. 
Died  in  office. 
Died  ia  office. 

Rev.  David  J.  BurreU,  D.D 

Ministers  of  the  First  Reformed  Pres- 
byterian Church : 

Rev.  John  N.  M?Leod,  D.D 

Rev.  William  Wylie 

Continues  in  office. 

Died  in  office. 
11  years. 

Rev.  I.  M.   Stephens 

2  years. 

Rev.  James  D.  Steele,  Ph.D 

Ministers   of   the   Scotch   Presbyterian 
Church,   successor  of  the  First  Re- 
formed   Presbyterian   Church: 

Rev.  David  G.  Wylie,  D.D 

15  years. 
7  years. 

Rev.  Robert    Watson,    D.D 

Continues  In  office. 

OFFICEES 


From 

To 

Served  the  Institution 

President  Emeritus. 

Frederick  Sturges 

1916 

1917 

2  years 

Died  in  office. 

Presidents. 

James   Lenox    

1868 
1880 

1880 
1882 

12  years 
2  years 

Died  in  office. 

Robert  L.  Stuart 

Died  in  office. 

Edwin  D.  Morgan 

1882 

1883 

2  months 

Died  in  office. 

George  W.   Lane 

1883 

1884 

2  years 

Died  in  office. 

John  S.  Kennedy 

1884 

1909 

25  years 

Died  in  office. 

Frederick  Sturges   

1910 

1916 

6  years 

Resigned,  Elected 
President  Emeritus. 

William  Sloane 

1916 

.... 

Continues  in  office. 

Vice-Presidents, 

John    C.    Green 

1868 
1876 

1875 
1880 

7  years 
4  years 

Died  in  office. 

Robert  L.  Stuart 

Elected  to  Presidency 

Edwin  D.  Morgan 

1880 

1882 

2  years 

Elected  to  Presidency 

George   W.   Lane 

1882 

1883 

2  months 

Elected  to  Presidency 

John  S.  Kennedy 

1883 

1884 

lyear 

Elected  to  Presidency 

Heber  R.  Bishop 

1884 

1896 

12  years 

Resigned. 

Frederick  Sturges   

1896 

1910 

14  years 

Elected  to  Presidency 

Robert  W.  deForest 

1910 

1915 

5  years 

Resigned. 

William    Sloane 

1915 

1916 

lyear 

Elected  to  Presidency 

William  M.  Kingsley..., 
Treasurers. 

1916 

Continues  in  office. 

Aaron    B.    Belknap 

1868 

1880 

12  years 

Died  in  office. 

Robert   Lenox   Belknap.. 

1880 

1892 

12  years 

Resigned. 

Elbert   A.    Brinokerhoff . . 

1892 

1898 

6  years 

Resigned. 

William  V.  S.  Thorne 

1898 

Continues  in  office. 

Gorres'g  Secretaries. 

Robert  M.   Hartley 

1868 

1876 

8  years 

Died  in  office. 

Otis  D.   Swan 

1876 

1877 

1  year 

Resigned. 

Walter  Edwards,  Jr 

1877 

1884 

7  years 

Resigned. 

Algernon   S.   Sullivan 

1884 

1888 

4  years 

Died  in  office. 

Elbert  B.   Monroe 

1888 

1890 

2  years 

Died  in  office. 

George    E.    Dodge 

1890 

1898 

8  years 

Resigned. 

William  V.  S.  Thorne 

1898 

1899 

lyear 

Resigned. 

Alexander  Maitland   .... 

1899 

1907 

8  years 

Died  in  office. 

William  V.   S.  Thorne... 

1908 

1911 

3  years 

Resigned. 

William  M.  Kingsley 

1911 

1914 

3  years 

Resigned. 

Matthew   C.   Fleming 

1914 

Continues  in  office. 

Record'g  Secretaries. 

Henry   M.   Taber 

1868 

1884 

16  years 

Resigned. 

Walter  Edwards,  Jr 

1884 

1895 

11  years 

Died  in  office. 

Alexander   Maitland 

1896 

1899 

3  years 

Resigned. 

Charles  W.  McAlpin 

1899 

1901 

2  years 

Resigned. 

Matthew  C.  Fleming 

Resident  Directress. 

1903 

Continues  in  ofiice. 

Miss  Jane  S.  Woolsey... 

1872 

1876 

4  years 

Resigned. 

Superintendents. 

Charles    F.    Carpenter... 

1876 

1879 

3  years 

Resigned. 

Rev.  Thomas  G,  Wall 

1879 

1892 

13  years 

Resigned. 

C.  Irving  Fisher,  M.D... 

1892 

1914 

22  years 

Resigned. 

Charles  H.  Young,  M.D. . 

1914 

Continues  in  office. 
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OFFICERS— Continued. 


Chaplaint. 
Rev.  ThoR.  G.  Wall,  D.D 
Rev.  Juett  N.  McDonald 
•Rev.  Theo.  D.  Martin., 

Acting  Chaplains. 

Albert  P.  Fitcb 

Rev.  J.  D.  Steele,  Ph.D. 

Alfred  J.  Sadler 

Rev.  John  L.  Gillin 

John   C.   Boyers 

J.  B.  Tarney 

Egbert  W,  Hayes 

Guy  C.  Converse 

W.  L.  Hughes 

Director  School  of 

Nursing. 

Anna  C.  Maxwell,  R.  N. 


From 

To 

Served  the  Institution 

1879 

1902 

23  years 

Died  In  office. 

liX)5 

1909 

4  years 

Resigned 

1915 

Continues  In  office. 

1902 

6  months 

Resigned. 

1902 

1903 

17  months 

Resigned. 

1903 

1904 

6  months 

Resigned. 

1904 

1905 

16  months 

Resigned. 

1909 

1910 

12  months 

Resigned. 

1910 

1912 

29  months 

Resigned. 

1912 

1913 

1  year 

Resigned. 

1913 

1915 

23  months 

Resigned. 

1917 

.... 

Continues  in  office. 

1892 

.... 

Continues  in  office 

•  lu  Active  Military  Service. 
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CONSULTING  PHYSICIANS  AND  SUKGEONS 


From 

To 

Served  the  Institution 

C.P.  Alonzo  Clark,  M.D 

1871 

1875 

4  years 

C.P.  Oliver  White,  M.D 

1871 

1880 

9  years 

Died  in  office. 

C.S.  George  A.  Peters,  M.D 

1871 

1875 

4  years 

C.S.John  J.   Crane,  M.D 

1871 

1876 

5  years 

C.P.  Jared  Linsley,  M.D 

1876 

1885 

9  years 

Died  in  office. 

C.S.William  Detmold,  M.D 

1876 

1885 

9  years 

Died  in  office. 

C.S.  Gurdon  Buck,  M.D 

1876 

1877 

5  months 

Died  in  office. 

C.S.  William  H,  van  Buren,  M.D. 

1876 

1883 

7  years 

C.P.  Samuel  F.  Hubbard,  M.D.. 

1880 

1885 

5  years 

Died  in  office. 

C.P.James  L.  Banks,  M.D 

1880 

1883 

3  years 

C.P.  Gouverneur  M.  Smith,  M.D. 

1882 

1884 

2  years 

C.S.  Alfred  C.  Post,  M.D 

1883 

1885 

2  years 

C.S.John  H.  Hintoo,  M.D 

1884 

1885 

lyear 

C.S.  Frederick   Lange,    M.D 

1885 

1889 

>  6  years 

C.S.Frederick   Lange,   M.D 

1892 

1894 

C.S.Charles  McBurney,  M.D... 

1885 

1913 

28  years 

Died  in  office. 

C.P.William  H.  Draper,  M.D.. 

1885 

1901 

16  years 

Died  in  office. 

C.P.  E.  G.  Janeway,  M.D 

1885 

1910 

25  years 

Died  in  office. 

C.S.Charles  K.  Brlddon,  M.D.. 

1900 

1916 

16  years 

Died  in  office. 

C.P.Andrew  H.  Smith,  M.D... 

1903 

1908 

5  years 

Resigned. 

C.S.F.  Tilden  Brown,  M.D 

1908 

1910 

2  years 

Died  in  office. 

C.P.Walter  B.  James,  M.D 

1914 

1918 

4  years 

Resigned 

PATHOLOGISTS 


From 

To 

Served  the  Institution 

Charles  S   Bull   M.D 

1871 
1873 
1874 
1889 
1907 
1910 
1918 

1873 
1888 
1875 
1907 
1910 
1917 

2  years 
15  years 

lyear 
18  years 

3  years 
7  years 

T.  E.  Satterthwaite,  M.D 

John  W.  Beckman,  M.D 

Tnhn  S   Thacher    M.D 

TOntronp  T/    Onip    MD 

Wm.  G.  MacCallum.  M.D 

James  W.  Jobllng,  M.D 

Continues  in  office 

VISITING  PHYSICIANS  TO  ROENTGEN  RAY 
DEPARTMENT 


Alfred  T.  Osgood,  M.D. . 
Eugene  W.  Caldwell,  M.D 
Harry  M.  Imboden,  M.D. . 


Served  the  Institution 


Resigned. 
Died  in  office 
Continues  in  office 
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VISITING  PHYSICIANS  AND  SURGEONS 


Hrom 

To 

Served  the  InstitutioE 

V.P.  A.    Braytou    Ball,    M.D 

1871 

1875 

4  years 

V.P.Edward    C.    Seguln.    M.D 

1871 

1873 

2  years 

V.P.George  G.   Wheelock,   M.D... 

1871 

1875 

4  years 

V.P.Walter  De  F.  Day,  M.D 

1871 

1875 

4  years 

V.P.  Gerardus  H.   Wynkoop,  M.D. 

1871 

1875 

4  years 

V.P.Alexander   Hadden,   M.D 

1871 

18S5 

14  years 

V.S.Alfred  C.  Post,  M.D 

1871 

188."^ 

12  years 

V.S.  Gurdon   Buck.   M.D 

1871 

1876 

5  years 

V.S.  Thomas  T.  Sabine,  M.D 

1871 

1874 

3  years 

V.S.Daniel  M.  Stimson,  M.D 

1871 

1876 

5  years 

V.S.  L.  De  Forest  Woodruff,  M.D. 

1871 

1876 

5  years 

V.S.Samuel  B.  Ward,  M.D 

1871 

1876 

5  years 

V.S.Charles  M.  Allin,  M.D 

1874 

1876 

2  years 

V.P.  James  L.  Banks.  M.D 

1875 

1880 

5  years 

V.P.  Samuel  T.  Hubbard.  M.D 

1875 

1881 

6  years 

V.P.  Gouverneur  M.  Smith,  M.D... 

1875 

1882 

7  years 

V.P.  Frederick  A.  Burrall,  M.D... 

1875 

1885 

10  years 

V.P.  James  V.  S,  Wooley,  M.D 

1875 

1881 

6  years 

V.S.Lewis  A.  Stimson,  M.D 

1876 

1889 

13  years 

Resigned. 

V.S.John   H.   Hinton.   M.D 

1876 

1884 

8  years 

V.S.Charles  K.  Briddon.  M.D.... 

1876 

1900 

24  years 

Resigned. 

V.S  William  T.  White,  M.D 

1876 

18S0 

4  years 

V.S.  George  F.  Shrady,  M.D 

1877 

1885 

8  years 

V.P.  Fred  A.  Castle,  M.D 

1880 

1885 

5  years 

5  years 

23  years 

V.S.  Lerov  M.  Yale,  M.D 

1880 

1885 

V.P.  Andrew  H.  Smith.  M.D 

1880 

1903 

Resigned. 

V.P.Thomas  A.  McBride,  M.D 

1880 

1886 

6  years 

Died  in  office 

V.P.William   H.   Flint,   M.D 

1885 

1896 

11  years 

Resigned. 

V.S.William  S.  Halsted,  M.D 

1885 

1887 

2  years 

V.P.  W.  Gilman  Thompson,  M.D.. 

1880 

1911 

25  years 

Resigned. 

' 

V.S.Andrew  J.  McCosh,  M.D 

1887 

1908 

21  years 

Died  In  office 

V.P.  F.  P.   Klnnicutt,  M.D 

1892 

1913 

21  years 

Died  In  office 

V.P.William  P.  Northrup.  M.D... 

1892 

.... 

Continues  in  office. 

V.P.  Walter  B.  .Tames.  M.D 

1892 

1914 

22  years 

Elec.  Cons. 

V.S.Ellsworth  Eliot,     Jr.,  M.D.... 

1900 

.... 

Continues  In  office. 

V.P.John  S.  Thacher,  M.D 

1903 

1914 

11  years 

Resigned. 

V.S.Joseph  A.   Blake,  M.D 

1909 

1913 

4  years 

Resigned. 

V.P.Theodore  C.  Janeway,  M.D... 

1911 

1914 

3  years 

Resigned. 

V.P.  Warfield  T.  Longcope.  M.D... 

1914 

Continues  In 

office 

V.P.  George  A.  Tuttle,  M.D 

1914 

Continues  in 

office 

V.P.David  Bovalrd,  M.D 

1914 

Continues  in 

office 

V.P.  T.  Stuart  Hart,  M.D 

1914 

Continues  in 

office 

V.S.  Adrian  V.  S.  Lambert,  M.D... 

1914 

Continues  in 

office 

V.P.  Homer   F.    Swift,   M.D 

1914 

1917 

3  years 

Resigned. 

V.S.George  E.  Brewer.  M.D 

1914 

1917 

3  years 

Resigned. 

V.P.Walter  W.  Palmer.   M.D 

'    1917 

.... 

Continues  in 

office 
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ASSOCIATE  VISITING  PHYSICIANS  AND  SUKGEONS 


From 

To 

Served  the  Institution 

A. V.P.George  A.  Tuttle,  M.D 

1900 

1914 

14  years 

Elec.  Vist.  Phys. 

A.V.P.  John  S.  Thacher,  M.D 

1900 

1903 

3  years 

Elec.  Vist.  Phys. 

A.V.S.  F.  Tilden  Brown,  M.D 

1900 

1908 

8  years 

Elec.  Cons. 

A. V.S.George  Woolsey,  M.D 

1900 

1914 

14  years 

Resigned. 

A. V.P.David  Bovaird,  M.D 

1903 

1914 

11  years 

Elec.  Vist.  Phys. 

A.V.S.  Forbes  Hawkes,  M.D 

1908 

Continues  in  office. 

A.V.P.  Warfield  T.  Longcope,  M.D . 

1911 

1914 

3  years 

Elect,  Vist.  Phys. 

A.V.P.T.   Stuart  Hart,  M.D 

1911 

1914 

3  years 

Elect.  Vist.  Phys. 

A.V.S.  Adrian  V.  S.  Lambert,  M.D. 

1912 

1914 

2  years 

Elect.  Vist.  Surg'n. 

A.V.P.  Herbert  S.  Carter,  M.D 

1914 

.... 

Continues  in  office. 

A.V.P.  Howard  H.  Mason,  M.D 

1914 

.... 

Continues  in  office. 

A.V.S.  William  Darrach,  M.D 

1914 

1916 

2  years 

Resigned. 

A.V.S.  Clarence  A.McWilliams.M.D. 

1914 

.... 

Continues  in  office. 

A.V.P.  Georjre  Draper,  M.D 

1915 

.... 

Continues  in  office. 

A.  V.P.  Albert  R.  Lamb,  M.D 

1917 

.... 

•"■nritinues  in  office 

A.V.P.  H.  Rawle  Geyelin,  M.D 

1918 

. . . . 

Continues  in  office. 

A.V.P.  Arthur  E.Neergaard,M.D 

1918 



Continues  in  office. 
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HOUSE  PHYSICIAI^S  AND  HOUSE  SURGEONS 


Nelsou  B.  Sizer.  M.D May, 

D.  H.  Moment,  M.D " 

M.    E.   Tully,   M.D 

Edward  T.  Ely,  M.D 

Jolin  B.  Crowell,  M.D 

Charles  B.  Roof,  M.D 

D.  B.  Delavan,  M.D 

William  E.  Forrest,  M.D 

Jacob  A.  van  Houten,  M.D... 

W.  H.  Haynes,  Jr.,  M.D 

August  F.  Buchler,  M.D 

P.  F.  Chambers,  M.D 

A.  M.  Jacobus,   M.D 

John  J.  McNulty,  M.D 

Thomas  W.  Busche.  M.D 

William  H.  Porter,  M.D 

L.  Alberto  Lacayo,  M.D 

W.  H.  Gerrish,  M.D 

Edwin  B.  Ramsdell,  M.D 

Herbert  W.  Little.  M.D 

Herbert  W.  Little,  M.D 

Howard  G.  Wetmore,  M.D. . .  > 
Howard  G.  Wetmore,  M.D. . . . 

John  A.  Wells,   M.D 

John  A.  Wells,  M.D 

Joseph  W.  Stickler,  M.D 

William  K.  Simpson,  M.D 

John  T.  Duffleld,  M.D 

John  T.  Dutfleld,  M.D 

William  K.  Simpson,  M.D 

William  K.   Simpson,   M.D^.. 

A.  Freeman.  Jr..  M.D 

H.  A.  Mandeville,  M.D , 

H.  A.  Mandeville,  M.D , 

H.  B.  McCarroll,  M.D , 

H.  B.  McCarroll,  M.D 

A.  Freeman,  Jr.,  M.D 

Charles  G.  Wagner,  M.D 

Charles  G.  Wagner,  M.D 

E.  S.  Gamer,  M.D 

E.  S.  Garner,  M.D 

Henry  Rolando,  M.D 

Henry  Rolando,  M.D 

William   H.  Sherman,  M.D.. 
William  H.  Sherman,  M.D.. 

E^ank  W.  Shaw,  M.D 

Frank  W.  Shaw,  M.D 

Alfred  E.  Hooker,  M.D 

Alfred  E.  Hooker,  M.D 

William  A.  Moore,  M.D 

William  A.  Moore,  M.D 

Henry  B.  Douglass,  M.D 

Henry  B.  Douglass,  M.D.... 
Grant  C.  Madlll,  M.D 


May, 

1872 

Oct., 

1872 

Physician  and 

Surg^ 

Oct., 

1872 

Mar., 

1873 

Physician  and 

Surg'n. 

Mar., 

1873 

Mar., 

1874 

Physician  and 

Surg'n. 

Mar., 

1874 

Mar., 

1875 

Physician. 

AprU, 

1874 

Mar., 

1875 

Surgeon. 

Mar., 

1875 

April, 

1876 

Physician  and 

Surg'n. 

April, 

1876 

Sept., 

1876 

Physician  and 

Surg'n. 

Sept., 

1876 

Mar., 

1877 

Physician. 

Mar., 

1876 

Mar., 

1877 

Surgeon. 

Mar., 

1877 

Sept, 

1877 

Physician. 

Mar., 

1877 

Sept, 

1877 

Surgeon. 

Sept., 

1877 

Mar., 

1878 

Physician. 

Sept., 

1877 

Mar., 

1878 

Surgeon. 

Mar., 

1878 

Sept, 

1878 

Physician. 

Mar., 

1878 

Sept, 

1878 

Surgeon. 

Sept, 

1878 

Mar., 

1879 

Physician. 

Sept., 

1878 

Mar., 

1879 

Surgeon. 

Mar., 

1879 

May, 

1879 

Surgeon. 

April, 

1879 

Oct., 

1879 

Physician. 

May, 

1879 

Oct, 

1879 

Surgeon. 

Oct., 

1879 

April, 

1880 

Physician. 

Oct, 

1879 

April, 

1880 

Surgeon. 

April, 

1880 

Oct, 

1880 

Physician. 

April, 

1880 

Oct, 

1880 

Surgeon. 

Oct., 

1880 

April, 

1881 

Physician. 

Oct., 

1880 

July, 

1881 

Surgeon. 

July, 

1881 

Oct, 

1881 

Surgeon. 

April, 

1881 

Dec, 

1881 

Physician. 

Dec., 

1881 

April, 

1882 

Surgeon. 

Dec. 

1881 

June, 

1882 

Physician. 

June, 

1882 

Oct, 

1882 

Surgeon. 

April, 

1882 

June, 

1882 

Surgeon. 

June, 

1882 

Dec, 

1882 

Physician. 

Oct, 

1882 

Dec, 

1882 

Surgeon. 

Dec., 

1882 

June, 

1883 

Physician. 

June, 

1883 

Dec, 

1883 

Physician. 

Dec., 

1883 

June, 

18^ 

Surgeon. 

Dec, 

18S3 

June, 

1884 

Physician. 

June, 

18S4 

Dec, 

18^ 

Surgeon. 

June, 

1884 

Dec, 

1884 

Physician. 

Dec, 

1884 

June, 

1885 

Surgeon. 

Dec, 

1884 

June, 

1885 

Physician. 

June, 

1885 

Dec, 

1885 

Surgeon. 

June, 

1885 

i  Dec, 

1885 

Physicianu 

Dec, 

1885 

June, 

1886 

Surgeon. 

Dec, 

1885 

June, 

1886 

Physician. 

June, 

1886 

;  Dec, 

1886 

Surgeon. 

June, 

1886 

Dec, 

1886 

Physician. 

Dec. 

1886 

May, 

1887 

Surgeon. 

Dec, 

1886 

June, 

1887 

Physician. 

June, 

1887 

Dec, 

1887 

Surgeon. 

June, 

1887 

Dec. 

1887 

Physician. 

Dec, 

1887 

June, 

1S88 

Surgeon. 

Dec. 

1887 

:  Dec. 

188S 

Physician. 

00 
a 

V 

s 

0 

X 
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}rant  C.  Madill,  M.D 

)avid  M.  Marvin,  M.D 

)avid  M.  Marvin,  M.D 

Hrank  W.  Sharpe,  M.D 

rrank  W.  Sharpe,  M.D 

Villiam  Hugh  Ross,  M.D 

Villiam  Hugh  Ross,  MX) 

I.  Lawrence  Shively,  M.D. . . 
3.  Lawrence  Shively,  M.D. . , 
Sdmund  Wallen  Bill,  M.D... 
Trank  Le  Moyne  Hupp,  M.D.. 

Sdward  W.  Perkins,  M.D 

Sdward  E.   Cornwall,   M.D. . . 

3.  H.  Forbes,  M.D 

iVhitmore  Steele,  M.D 

?edro  F.  Francke,  M.D 

Jenwick  R.  Ross,  M..D 

lobert  S.  Adams,  M.D 

3.  Van  Dyke  Hedges,  M.D. . . 

Ernest  C.  Shultze,   M.D 

Porter  R.  McMaster,  M.D 

iidward  H.  Pershing,  M.D 

David  Bovalrd,  Jr.,  M.D 

Forbes  Hawkes,  M.D 

J.  P.  Thornley,  M.D 

W.  Seaman  Bainbridge,  M.D.. 

Bert  H.  Waters,  M.D 

John  A.  Hartwell,  M.D 

lames  D.  Voorhees,  M.D 

Leonard  C.  Sanford,  M.D 

3.  W.  Thurber,  M.D 

John  A.  Hartwell,  M.D 

N.  R.  Norton,  M.D 

r.  Stuart  Hart,  M.D 

John  B.  Kouwenhoven,  M.D.. 
Clarence  A.  McWilliams,  M.D. 

Herbert  S.  Carter,  M.D 

Pinley  R.  Cook,  M.D 

Benry  E.  Hale,  M.D 

Samuel  Cochran,  M.D 

SLerwood  B.  Ives,  M.D 

Francis  O.  Dorsey,  M.D 

John  Howland,  M.D 

Frederick  Rustin,  M.D 

Frederick  J.  Tooker,  M.D 

Burton  J.  Lee,  M.D 

John  W.  Coe,  M.D 

Henry  Perkins  Moseley,  M.D. 

Burton  J.  Lee,  M.D 

Montgomery  H.  Sicard,  M.D.. 

A.If  red  T.  Osgood,  M.D 

Edwin  L.  Bebee,  M.D 

James  A.  Miller,  M.D 

Reginald  H.   Jackson,   M.D... 


June, 

June, 

Dec., 

Dec., 

June, 

June, 

Dec., 

Dec., 

June, 

July, 

Jan., 

Jan., 

July, 

Jan., 

Jan., 

July, 

July, 

Jan., 

Jan., 

July, 

July, 

Jan., 

Jan., 

July, 

July, 

Jan., 

Jan., 

July, 

July, 

Jan., 

Jan., 

July, 

July, 

Jan., 

Jan., 

July, 

July, 

Jan., 

Jan., 

July, 

July, 

Jan., 

Jan., 

July, 

July, 

Jan., 

Jan., 

July, 

July, 

July, 

Jan., 

Jan., 

Jan., 

Julv. 


1888 
1888 
1888 
1888 
1889 
1889 
1889 
1889 
1890 
1890 
1891 
1891 
1891 
1892 
1892 
1892 
1892 
1893 
1893 
1893 
1893 
1894 
1894 
18&4 
1894 
1895 
1895 
1895 
1895 
1896 
1896 
1896 
1896 
1897 
1897 
1897 
1897 
1898 
1898 
1808 
1898 
1899 
1899 
1899 
1899 
1900 
1900 
1900 
1900 
1900 
1901 
1901 
1901 
1901 


Dec, 

Dec, 

June, 

June, 

Dec, 

Dec, 

June, 

July, 

Dec, 

Jan., 

Jan., 

July, 

Jan., 

July, 

July, 

Jan., 

Jan., 

July, 

July, 

Jan., 

Jan., 

July, 

July, 

Jan., 

Jan., 

July, 

July, 

Jan., 

Jan., 

July, 

July, 

Jan., 

Jan., 

July, 

July, 

Jan., 

Jan., 

July, 

July, 

Jan., 

Jan., 

July, 

July, 

Jan., 

Jan., 

July, 

July, 

Jan., 

Jan., 

Jan., 

July, 

July, 

July, 

Jan., 


1888 
1888 
1889 
1889 
1889 
1889 
1890 
1890 
1890 
1891 
1892 
1891 
1892 
1892 
1892 
1893 
1893 
1893 
1893 
1894 
1894 
1894 
1894 
1895 
1895 
1895 
1895 
1896 
1896 
1896 
1896 
1897 
1897 
1897 
1897 
1898 
1898 
1898 
189S 
1899 
1899 
1899 
1899 
1900 
1900 
1900 
1900 
1901 
1901 
1901 
1901 
1901 
1901 
1902 


Surgeon. 

Physician. 

Surgeon. 

Physician. 

Surgeon. 

Physician. 

Surgeon. 

Physician. 

Surgeon. 

Physician. 

Surgeon. 

Physician. 

Physician. 

Surgeon. 

Physician. 

Surgeon. 

Physician. 

Surgeon. 

Physician. 

Surgeon. 

Physician. 

Surgeon. 

Physician. 

Surgeon. 

Physician. 

Surgeon. 

Physician. 

Surgeon. 

Physician. 

Surgeon. 

Physician. 

Surgeon. 

Physician, 

Surgeon. 

Physician. 

Surgeon. 

Physician. 

Surgeon. 

Physician. 

Surgeon. 

Physician. 

Surgeon. 

Physician. 

Surgeon. 

Physician. 

Surgeon, 

Physician. 

Surgeon  first  division. 

Surgeon  sec'd  division. 

Physician. 

Surgeon  first  division. 

Surgeon  sec'd  division. 

Physician. 

Surgeon   first  division. 
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Frederick  Coonley,  M.D 

July, 

1901 

Jan., 

1902 

Surgeon  sec'd  division. 

Llnsly  R.  Williams,  M.D 

July, 

1901 

Jan., 

1902 

Physician. 

Harry  G.  Doriiian,  M.D 

Jan., 

1902 

July, 

1902 

Surgeon   first  division. 

Clarence  Fahnestock,  M.D.... 

Jan., 

1902 

July. 

1902 

Surgeon  sec'd  division. 

Lewis  F.  Frissell.  M.D 

Jan., 

1902 

July. 

1902 

Physician. 

Jos,  Storer  Wheelwright,  M.D. 

July, 

1902 

Jan., 

1903 

Surgeon  flrst  division. 

Roland   Hazen,   M.D 

July, 

1902 

Jan., 

1903 

Surgeon  sec'd  division. 

Edward  L.  Trudeau,  Jr.,  M.D. 

July, 

1902 

Jan., 

1903 

Physician. 

William  Darrach,  M.D 

Jan., 

1903 

July, 

1903 

Surgeon   flrst   division. 

W.  H.  Winchester,  M.D 

Jan., 

1903 

July, 

1903 

Surgeon  sec'd  division. 

Charles  Hendee  Smith,  M.D.. 

Jan., 

1903 

July, 

1903 

Physician. 

Wilfred  Mcllvalne  Post,  M.D.. 

July, 

1903 

Jan., 

1904 

Surgeon   flrst  division. 

Austen  Fox  Riggs,  M.D 

July, 

1903 

Jan., 

1904 

Surgeon  sec'd  division. 

Philip  Van  Ingen,  M.D 

July, 

1903 

Jan., 

1904 

I'hysician. 

Harry  M,  Keator,  M.D 

Jan., 

1004 

July, 

1904 

Surgeon  first  division. 

Charles  K.  Roys,  M.D 

Jan., 

1904 

July, 

1904 

Surgeon  sec'd  division. 

Herman  von  W.  Schulte,  M.D. 

Jan., 

1904 

July, 

1904 

Physician. 

Seward  Erdman,  M.D 

July, 

1904 

Jan., 

1905 

Surgeon  first  division. 

Joseph  G.  Yocum,  M.D 

July, 

1904 

Jan., 

1905 

Surgeon  sec'd  division. 

Chas.  E.  S.  Webster,  Jr.,  M.D. 

July, 

19D4 

Jan., 

1905 

Physician. 

Isaac  Wm.  Kingsbury,  M.D. . 

Jan., 

1905 

July, 

1905 

Surgeon   first  division. 

Stanley  B.  Thomas,  M.D 

Jan., 

1905 

July, 

1905 

Surgeon  sec'd  division. 

Royal  S.  Haynes,  M.D 

Jan., 

1905 

July, 

1905 

Physician. 

John  D.  Kernan,  Jr.,  M.D 

July, 

1905 

Jan., 

1906 

Surgeon   first   division. 

Selden  I.  Rainforth,  M.D 

July, 

1905 

Jan., 

1906 

Surgeon  sec'd  division. 

Alfred  J.  Brown.  M.D 

July, 

1905 

Jan., 

1906 

Physician. 

Edward  Cook,  M.D 

Jan., 

1906 

July, 
July, 

1906 

Surgeon  first  division. 
Surgeon  sec'd  dlvisloa 

George  H.  Lathrop,  M.D 

Jan., 

1906 

1906 

Howard  H.  Mason,  M.D 

Jan., 

1906 

July, 

1906 

Physician. 

Charles  A.  Squires,  M.D 

July, 

1906 

Jan., 

1907 

Surgeon   flrst  division. 

E.  St.  John  Ward,  M.D 

July, 

1906 

Jan., 

1907 

Surgeon,  seed  divla'n. 

George  H.  Lathrop,  M.D 

July, 

1906 

Jan., 

1907 

Physician  flrst  divis'n. 

Robert  A.  Cooke,  M.D 

July, 

1906 

Jan., 

1907 

Physician  sec'd  divis'n. 

Alvin  W.  Baird,  M.D 

Jan., 

1907 

July, 

1907 

Surgeon   flrst  division. 

George  M.  Smith,  M.D 

Jan., 

1907 

July, 

1907 

Surgeon  sec'd  division. 

Armlstead  C.  Crump,  M.D... 

Jan., 

1907 

July, 

1907 

Physician  flrst  divis'n. 

Frederick  J.  Barrett,  M.D 

Jan., 

1907 

July, 

1907 

Physician  sec'd  divis'n. 

Charles  H.  Cocke,  M.D 

July, 

1907 

Jan., 

1908 

Surgeon   first  division. 

James  W.  Jameson,  M.D 

July, 

1907 

Jan., 

1908 

Surgeon  sec'd  division. 

William  B.  Boyd,  M.D 

July, 

1907 

Jan., 

1908 

Physician  flrst  divis'n. 

Robert  L.  Hutton,  M.D 

July, 

1907 

Jan., 

1908 

Physician  sec'd  divis'n. 

Edwin  D.  Watkins,  M.D 

Jan., 

1908 

July, 

1908 

Surgeon  first  division. 

Athel  C.  Burnham,   M.D 

Jan., 

1908 

July, 

1908 

Surgeon  sec'd  division. 

Homer  F.   Swift,   M.D 

Jan., 

1908 

July, 

1908 

Physician  first  divis'n. 

George  Draper,  M.D 

Jan., 

1908 

July, 
Jan., 

1908 

Physician  sec'd  divis'n. 
Surgeon   first  division. 

James  A.  Corscaden,  M.D.... 

July, 

1908 

1909 

Alexander  R.  Stevens.  M.D... 

July, 

1908 

Jan., 

1909 

Surgeon  sec'd  division. 

Frank  P.  Goodwin,  M.D 

July, 

1908 

Jan., 

1900 

Physician  first  divis'n. 

Eugene  F.  DuBois,  M.D 

July, 

1908 

Jan., 

1909 

Physician  sec'd  dlvis'iv. 

Robert   E.    Gaby,   M.D 

Jan., 

1909 

July, 

1909 

Surgeon  flrst  division. 

Harry  R.  Decker,  M.  D 

Jan., 

1909 

July, 

1909 

Surgeon  sec'd  division 

Edward  M.  Welles.  Jr.,  M.D. . 

Jan., 

1909 

July, 

1909 

Physician  flrst  divis'n. 

Fred  B.  Utley,  M.D 

Jan., 
July, 

1909 
1909 

July, 
Jan., 

1909 
1910 

Physician  sec'd  divis'n. 
Sureeon   flrst  division. 

George  N.  Pease.  M.D 

.T.  Colin  Vaughan.  M.D 

July, 

1909 

Jan., 

1910 

Surgeon    sec'd   dlvlB'n. 
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Richard  H.  McBaine,  M.D... 

July, 

1909 

Jan., 

191U 

Physician  first  divis'n. 

Albert  R.  Lamb,  M.D 

July. 

1909 

Jan., 

1910 

Physician  sec'd  divis'n. 

Harold  E.   Santee,  M.D 

Jan., 

1910 

July, 

1910 

Surgeon  first  division. 

C.  Roy  Davis,  M.D 

Jan., 

1910 

July, 

1910 

Surgeon  sec'd  division. 

Clarence  T.  ^ioome,  M.D 

Jan., 

1910 

July, 

1910 

Physician  first  divis'n. 

Antonio  J.  vV^aring,  M.D 

July, 

1910 

Jan., 

1911 

Surgeon  first  division. 

Edward  C.  Brenner,  M.D 

July, 

1910 

Jan., 

1911 

Surgeon  sec'd  division. 

Gaylord  W.  Graves,  M.D 

July, 

1910 

Jan., 

1911 

Physician  first  divis'n. 

Willard  B.  Soper,  M.D 

July, 

1910 

Jan., 

1911 

Physician  sec'd  divis'n. 

Kenneth  Bulkley,  M.D 

Jan., 

1911 

July, 

1911 

Surgeon  first  division. 

Thomas  W.  Harvey.  Jr.,  M.D. 

Jan., 

1911 

July, 

1911 

Surgeon  sec'd  division. 

J.  Oliver  McDonald,  M.D 

Jan., 

1911 

July, 

1911 

Physician  first  divis'n. 

F.  Wade  Paton,  M.D 

Jan., 

1911 

July, 

1911 

Physician  sec'd  divis'n. 

Kenneth  Bulkley,  M.D 

July, 

1911 

Jan., 

1912 

Surgeon  first  division. 

John  M.  Hanford,  M.D 

July, 

1911 

Jan., 

1912 

Surgeon    sec'd   divis'n. 

Edwin  F.  Sampson,  M.D 

July, 

1911 

Jan., 

1912 

Physician  first  divis'n. 

Edward  R.  Evans,  M.D 

July, 

1911 

Jan., 

1912 

Physician  sec'd  divis'n. 

Malcolm  McBurney,  M.D 

Jan., 

1912 

July, 

1912 

Surgeon  first  division. 

Anthony  C.  Freeman,  M.D... 

Jan., 

1912 

July, 

1912 

Surgeon  sec'd  division. 

Berton   Lattin,    M.D 

Jan., 

1912 

July, 

1912 

Physician  first  divis'n. 

Arthur  H.  Terry,  Jr.,  M.D 

Jan., 

1912 

July, 

1912 

Physician  sec'd  divis'n. 

James  N.  Worcester,  M.D.... 

July, 

1912 

Jan., 

1913 

Surgeon  first  division. 

Malcolm  K.   Smith,  M.D 

July, 

1912 

Jan., 

1913 

Surgeon  sec'd  division. 

Thomas  A.  Devan,  M.D 

July, 

1912 

Jan., 

1913 

Physician  first  divis'n. 

Benjamin  A.  Furman,  M.D... 

July, 

1912 

Jan., 

1913 

Physician  sec'd  divis'n. 

James  L.  Cobb,  M.D 

Jan., 

1913 

July, 

1913 

Surgeon  first  division. 

Albert  V.  Franklin,  M.D 

Jan., 

1913 

July, 

1913 

Surgeon  sec'd  division. 

Edwin  F.  Sampson,  M.D 

Jan., 

1913 

July, 

1913 

Physician  first  divis'n. 

David  D.  Stowell,  M.D 

Jan., 

1913 

July, 

1913 

Physician  sec'd  divis'n. 

Edwin  F.  Sampson,  M.D 

July, 

1913 

Jan., 

1914 

Physician  first  divis'n. 

Henry  T.  Chickering,  M.D... 

July, 

1913 

Jan., 

1914 

Physician  sec'd  divis'n. 

Roderick  V.  Grace,  M.D 

July, 

1913 

Jan., 

1914 

Surgeon  first  division. 

Constantine  J.  MacGuire,  M.D. 

July, 

1913 

Jan., 

1914 

Surgeon  sec'd  division. 

Hubert  S.  Howe,  M.D 

Jan., 

1914 

July, 

1914 

Physician  first  divis'n. 

Martin  DeForest  Smith,  M.D.. 

Jan., 

1914 

July, 

1914 

Physician  sec'd  divis'n. 

Frank  S.  Dolley,  M.D 

Jan., 

1914 

July, 

1914 

Surgeon  first   division. 

Otto  C.  Pickhardt,  M.D 

Jan., 

1914 

July, 

1914 

Surgeon  sec'd  division. 

Henry  A.  Riley,  M.D 

July, 
July, 

1914 

Jan., 

1915 

Physician  first  divis'n. 
Physician  sec'd  divis'n. 

George  M.  Mackenzie,  M.D. . . 

1914 

Jan., 

1915 

Robert  H.  Kennedy,  M.D 

July, 

1914 

Jan., 

1915 

Surgeon  first  division. 

W.  William  Weeks,  M.D 

July, 

1914 

Jan., 

1915 

Surgeon  sec'd  division. 

John  P.  Peters,  Jr.,  M.D 

Jan., 

1915 

July, 

1915 

Physician  first  divis'n. 

Hugh  Chaplin,  M.D 

Jan., 
Jan., 

1915 
1915 

July, 
July, 

1915 
1915 

Physician  sec'd  divis'n. 

Norman  B.  McWilliams,  M.D. 

Surgeon  first  division. 

Horace  H.  LeSeur,  M.D 

Jan., 

1915 

July, 

1915 

Surgeon  sec'd  division. 

Howard  F.  Shattuck,  M.D 

July, 

1915 

Jan., 

1916 

Physician  first  divis'n. 

A.  Benson  Cannon,  M.D 

July, 

1915 

Jan., 

1916 

Physician  sec'd  divis'n. 

Fenton   Taylor,   M.D 

July, 

1915 

Jan., 

1916 

Surgeon  first  division. 

James  W.  Babcock,  M.D 

July, 

1915 

Jan., 

1916 

Surgeon  sec'd  division. 

Thayer  M.  Smith,  M.D 

Jan., 

1916 

July, 

1916 

Physician  first  divis'n. 

Harry  L.  Alexander,  M.D 

Jan., 

1916 

July, 

1916 

PLysician  sec'd  divis'n. 

\V.  Barclay  Parsons,  Jr.,  M.D. 

Jan., 

1916 

July, 

1916 

Surgeon  first  division. 

T.  F.  X.  Sullivan,  M.D 

Jan., 

1916 

July, 

1916 

Surgeon  sec'd  division. 

108 


HOUSE  PHYSICIANS  AND  SURGEONS— Continued 


Herbert  N.  Veruiilye,  M.D 

July, 

1916 

Jan., 

1917 

Physician  first  divls'i 

Henry  M.  Larson,  M.D 

July, 

1916 

Jan., 

1917 

Physician  sec'd  divis'n 

Guy  A.  Caldwell,  M.D 

July, 

1916 

Jan., 

1917 

Surgeon   first  division 

Alvin   E.   Kuhlman,  M.D 

Ju"ly, 

191G 

Jan., 

1917 

Surgeon  sec'd  division 

Clarence  P.  Thomas.  M.D 

Jan., 

1917 

July, 

1917 

Physician  first  divis'n 

Henry  E.  Meleney,  M.D 

Jan., 

1917 

July, 

1917 

Physician  sec'd  divis'n 

Harold  W.  Taylor,  M.D 

Jan., 

1917 

July, 

1917 

Surgeon   first  division 

Ralph   Colp,    M.D 

Jan., 

1917 

July, 

1917 

Surgeon  sec'd  division 

Walter  P.  Bliss,  M.D 

July, 

1917 

Nov., 

1917 

Physician  first  divis'n 

Wilbur.  W.  Stearns,  M.D 

July, 

1917 

Nov., 

1917 

Physician  sec'd  divis'n 

Mather  C.  Cleveland,  M.D 

July, 

1917 

Nov., 

1917 

Surgeon  first  division 

Raymond  W.  Lewis,  M.D 

July, 

1017 

Nov., 

1917 

Surgeon  sec'd  division 

Gerald  S.  Shibley,  M.D 

Nov., 

1917 

Mar., 

1918 

Physician  first  divis'n 

William  C.  Stadie,  M.D 

Nov., 

1917 

Mar., 

1918 

Physician  sec'd  divis'n 

Frank  L.  Meleney,  M.D 

Nov., 

1917 

Mar., 

1918 

Surgeon  first  division 

Stanley  T.  Fortuine,  M.D 

Nov., 

1917 

Mar., 

1918 

Surgeon  sec'd  division 

William  H.  Leake,  M.D 

Mar., 

1918 

July, 

1918 

Physician  first  divis'n 

Ronald  M.  Ferry,  M.D 

Mar., 

1918 

July, 

1918 

Physician  sec'd  divis'n 

William  H.  Field,  M.D 

Mar., 

1918 

July, 

1918 

Surgeon  first  division 

John  I.  B.  Vail,  M.D 

Mar., 
July, 

1918 
1918 

July, 
Oct., 

1918 
1918 

Surgeon  sec'd  division 

Edward   R.  Ware.  M.D 

Physician  first  divis'n 

Randolph  West,  M.D 

July, 

1918 

Oct., 

1918 

Physician  sec'd  divis'n 

Duncan  MacT.  Fuller,  M.D. . . 

July, 

1918 

Oct., 

1918 

Surgeon  first  division 

July, 

1918 

Oct., 

1918 

Surgeon  sec'd  division 

CHARTER 


AN  ACT 

TO   FOUND   A    PBESBYTEEIAN    HOSPITAL    IN   THE    CITY   OF    NEW    YOBK. 

Passed  February  28,  1868.— Chapter  15. 


The  People  of  the  State  of  New  York,  represented  in  Senate  and 
A-Ssembly,  do  enact  at  follows: 

Section  1.  James  Lenox,  John  Taylor  Johnston,  Robert  L.  Stuart, 
Morris  K.  Jesup,  Marshall  S.  Bidwell,  and  their  associates,  as  hereinafter 
named,  shall  constitute  a  body  corporate,  with  power  to  establish,  maintain, 
and  conduct  a  Hospital  in  the  City  of  New  York,  which  shall  be  known  and 
designated  as  "The  Pbesbytebian  Hospital  in  the  City  of  New  Toek." 

Section  2.  The  property  and  concerns  of  said  Corporation  shall  be 
vested  in  and  managed  by  a  Board  of  thirty -two  Managers  (by  act  of 
March  28,  1868,  increased  to  thirty-six  Managers),  to  be  constituted  as 
provided  for  in  the  following  section. 

Section  3.  James  Brown,  Marshall  S.  Bidwell,  William  A.  Booth, 
Aaron  B.  Belknap,  William  E.  Dodge,  James  Donaldson,  John  C.  Green, 
Winthrop  S.  Gilman,  Robert  M.  Hartley,  Richard  Irvin,  Edward  S.  JafCray, 
Thomas  Jeremiah,  Morris  K.  Jesup,  John  Taylor  Johnston,  James  Lenox, 
David  Olyphant,  WUliam  Paton,  Thomas  C.  M.  Paton,  Joseph  Stuart,  Rob- 
ert L.  Stuart,  Thomas  U.  Smith,  Jonathan  Sturges,  Otis  D,  Swan,  Charles 
N.  Talbot,  Willard  Parker,  M.D.,  John  R.  Ford,  Henry  M.  Taber,  Alexander 
Van  Rensselaer,  William  M.  Vermilye,  Washington  R.  Vermilye,  A.  R.  Wet- 
more,  and  A.  Robertson  Walsh,  thirty-two  In  number,  shall  constitute  a 
part  of  the  Board  of  Managers.  To  these  thirty-two  Managers,  the  Rev. 
William  M.  Paxton,  D.D.,  as  Minister  of  the  First  Presbyterian  Church ; 
the  Rev.  William  Adams,  D.D.,  as  Minister  of  the  Madison  Square  Presby- 
terian Church ;  the  Rev.  Thomas  Dewitt,  D.D.,  as  Senior  Minister  of  the 
Collegiate  Church  of  the  Reformed  Protestant  Dutch  Church,  and  the  Rev. 
John  N.  McLeod,  D.D.,  as  Minister  of  the  First  Reformed  Presbyterian 
Church,  all  in  the  City  of  New  York,  and  their  successors  in  office  for  the 
time  being,  shall,  by  virtue  of  their  respective  offices,  be  associated  as  mem- 
bers of  the  Board  of  Managers. 
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Section  4.  As  soon  as  practicable  after  the  passage  of  this  Act,  the 
said  Board  shall  organize,  and  by  lot  divide  the  thirtj-two  Managers  into 
four  classes  of  eight  each,  and  the  places  of  the  said  classes  shall  be  vacant 
resi>sctively  on  the  second  Wednesday  in  April,  one,  two,  three,  and  four 
years  thereafter,  so  that  eight  Managers  shall  be  elected  by  the  said  Board 
of  Managers  annually,  by  ballot,  to  hold  their  seats  for  four  years. 

Section  5.  The  Board  of  Managers  shall  have  power  to  fill  all  va- 
cancies that  may  occur  in  the  said  Board,  to  enact  By-Laws,  and  to  appoint 
all  such  agents,  assistants,  and  attendants  as  may  be  proper  to  carry  out 
the  purposes  of  the  said  Corporation.  Among  these  shall  be  Included  a 
Superintendent  and  a  Chaplain  or  both  a  Superintendent  and  a  Chaplain ; 
but  these  positions  shall  be  held  only  by  Presbyterians. 

Section  6.  Not  less  than  eleven  Managers  shall  constitute  a  quorum 
for  the  purpose  of  electing  Officers,  making  or  changing  By-Laws,  or  for 
holding  any  special  meeting;  but  for  all  other  purposes,  and  at  stated 
meetings,  seven  shall  be  a  quorum. 

Section  7.  The  said  Corporation  are  authorized  to  take  by  purchase, 
devise,  or  otherwise,  and  may  hold,  transfer,  and  convey,  for  the  purposes 
of  said  Hospital,  all  the  real  and  personal  property  of  which  it  may  be- 
come possessed.  In  so  far  as  the  same  is  in  accordance  with  the  general 
laws  of  this  State,  and  not  otherwise,  and  which  said  property  shall  be 
exempt  from  taxation,  and  shall  be  entitled  to  the  benefit  of  the  provisions 
of  law  relating  to  charitable  institutions. 

Section  8.  This  Corporation  shall  possess  the  general  powers,  and  be 
subject  to  the  provisions,  restrictions,  and  liabilities  contained  in  the  3d 
Title  of  the  18th  Chapter  of  Part  First  of  the  Revised  Statutes. 

Section  9.    This  Act  shall  take  effect  Immediately. 


CONSTITUTION 


ARTICLE  I. 

TITLE. 

The  name  by  which  this  Society  shall  be  known  shall  be,  "The  Pbes- 

BYTEEIAN    HOSPITAL    IN    THE    CiTY    OF    NEW    YOBK." 

ARTICLE  II. 

OBJECT. 

The  object  of  the  Society  is  the  establishment,  support  and  manage- 
ment of  an  Institution  for  the  purpose  of  affording  medical  and  surgical 
aid  and  nursing  to  sick  or  disabled  persons  of  every  creed,  nationality, 
and  color.  The  public  religious  services  in  the  Hospital  shall  be  in  con- 
formity with  the  doctrine  and  forms  of  the  Presbyterian  or  Reformed 
Church. 

ARTICLE  III. 

THE    SOCIETY. 

The  Society  shall  consist  of  Life  Members,  who  shall  respectively  be 
approved  by  a  majority  of  members  of  the  Board  of  Managers  present  at  a 
stated  meeting,  and  who  shall  have  been  nominated  at  a  previous  stated 
meeting  by  a  Standing  Committee  appointed  for  that  purpose  by  the  Board. 

ARTICLE  IV. 

ENDOWED    BEDS. 

The  Board  of  Managers  may  fix  amounts  which  when  paid  shaU  en- 
title the  donor  to  nominate  from  time  to  time  a  patient  to  use  and  occupy 
one  bed  in  the  common  wards  of  the  Hospital  free  of  charge,  subject,  how- 
ever, to  such  rules  and  regulations  for  the  admission,  treatment,  and  dis- 
charge of  patients  as  are  now,  or  shall  be  hereafter,  prescribed  by  said 
Board. 

Where  such  nomination  is  accorded  during  life,  or  in  perpetuity,  the 
amount  paid  therefor  shall  be  kept  invested  in  income-producing  securi- 
ties until  the  privilege  may  lapse  by  the  death  of  the  donor  or  otherwise. 

ARTICLE  V. 

PEOPEBTY. 

All  the  property  of  the  Society  shall  be  applied  to  advance  the  general 
objects  of  the  Society,  ex«spt  where  it  has  been  otherwise  specially  directed 
by  the  donor  or  testator. 
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ARTICLE    VI. 

GOVERNMENT. 

The  aCfaira  of  the  Society  shall  be  under  the  direction  of  a  Board  of 
thirty-six  Managers,  thirty-two  of  whom  shall  be  divided  Into  four  classew 
of  eight  each ;  and  the  places  of  the  said  classes  shall  be  vacant  respectively 
on  the  second  Wednesday  of  April,  at  the  end  of  one,  two,  three  and  four 
years  thereafter,  so  that  Eight  Managers  shall  be  elected  by  the  said  Board 
annually,  by  ballot,  to  hold  their  seats  for  four  years.  To  these  thirty-two 
Managers,  the  Minister  of  the  First  Presbyterian  Church,  the  Minister  of 
the  Madison  Square  Presbyterian  Church,  the  Senior  Minister  of  the 
Collegiate  Church  of  the  Reformed  Protestant  Dutch  Church,  and  the 
Minister  of  the  First  Reformed  Presbyterian  Church,  all  in  the  City  of 
New  yorl£,  by  virtue  of  their  respective  offices,  for  tlie  time  being  shall  be 
added  as  members  of  the  Board  of  Managers.  The  officers  of  the  Society 
shall  consist  of  a  President,  a  Vice-President,  a  Treasurer,  a  Correspond- 
ing Secretary,  and  a  Recording  Secretary,  who  shall  be  selected  annually 
by  the  said  Board  of  Managers,  from  their  own  number,  and  shall  also  be 
Officers  of  the  said  Board.  The  said  Officers  and  Managers,  together,  shall 
form  a  Board,  to  be  denominated  the  "Board  of  Managers  of  the  Presby- 
terian Hospital  in  the  City  of  New  York,"  not  less  than  eleven  of  whom 
shall  constitute  a  quorum  for  the  purpose  of  electing  Officers,  making  or 
changing  By-Laws,  or  for  holding  any  special  meeting;  but  seven  shall  be 
a  quorum,  for  all  other  purposes,  and  for  stated  meetings.  The  Board  of 
Managers  shall  at  all  times  be  fully  authorized  to  execute  all  powers  of 
the  Society,  over  all  the  estate  and  property  of  the  Society.  To  it  shall  be 
committed  the  care  of  the  funds  of  the  Institution;  authority  to  make 
By-Laws,  Rules,  and  Regulations,  and  to  alter  and  amend  the  same;  to 
fill  vacancies  in  their  own  body,  choose  the  Officers  of  the  Society,  appoint 
agents,  assistants,  and  attendants,  and  generally  to  transact  the  entire 
business  of  the  Society. 


ARTICLE    VII. 

MEETINGS   OF   THE  BOABD. 

The  Board  of  Managers  shall  hold  stated  meetings  on  the  second  Tues- 
day of  April,  June,  August,  October,  December,  and  February,  and  may 
hold  adjourned  meetings  when  necessary.  Special  meetings  of  the  Board 
may  be  called  by  the  President,  or,  in  case  of  his  absence  or  inability  to 
act,  by  the  Vice-President,  or  on  the  written  requisition  of  Ave  members 
of  the  Board  of  Managers ;  but  when  special  meetings  are  called,  the  time 
and  place  of  meeting,  and  the  subject  proposed  to  be  considered,  shall  be 
notified  to  the  members  at  least  two  days  previous  to  the  meeting ;  and  no 
other  subject  shall  be  discussed  or  acted  upon  at  such  meetings. 
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ARTICLE    VIII. 

ANNUAL     MEETING. 

A  meeting  of  the  members  of  the  Society  shall  be  held  annually  on 
such  day  between  the  15th  of  October  and  1st  of  January  as  the  Board  of 
Managers  may  appoint.  It  shall  be  the  duty  of  the  Board  of  Managers  to 
make  the  necessary  arrangements  for  this  meeting ;  to  present  to  the  mem- 
bers a  report  of  the  proceedings  of  the  previous  years ;  to  exhibit  a  state- 
ment of  the  funds  and  property  of  the  Society ;  and  also  to  give  informa- 
tion of  any  matters  relating  to  the  objects  of  the  Society  which  may  be 
of  interest  or  importance. 

At  the  stated  meeting  of  the  Board  in  April  eight  members  shall  be 
chosen  by  ballot  from  among  the  members  of  the  Society  to  supply  the 
places  of  the  class  of  managers  whose  term  of  service  is  about  to  expire. 
These  eight  members,  together  with  those  composing  the  three  other  classes, 
and  the  four  ex-officio  members  of  the  Board,  shall  constitute  the  Board  of 
Managers  for  the  ensuing  year,  and  shall  continue  in  office  until  their  suc- 
cessors are  elected.  In  case  of  failure  to  make  such  elections  on  the  ap- 
pointed day,  a  special  meeting  of  the  Board  shall  be  called  for  that 
purpose. 


ARTICLE    IX. 

AMENDMENTS    TO    THE    CONSTITUTION. 

Amendments  to  the  Constitution  shall  be  proposed  in  writing  at  a 
regular  meeting  of  the  Board  of  Managers,  and  may  be  acted  on  at  the 
next  regular  meeting  of  the  Board,  or  at  a  special  meeting  called  for  that 
purpose ;  and  shall  be  adopted  only  on  a  concurrence  of  a  majority  of  the 
members  present,  but  the  affirmative  vote  must  not  be  less  than  eleven. 


BY-LAWS 

OF  THE  BOARD  OF  MANAGERS. 

I. — Rules  and  Regulations. 

The  Board  of  Managers  shall  prescribe  rules  and  regulations  respect- 
ing the  management  of  the  affairs  of  the  Hospital.  Such  rules  and  regu- 
lations shall  not  be  inconsistent  with  these  By-Laws,  and  may  be  amended 
at  any  meeting  of  the  Board  of  Managers  by  a  majority  of  those  present 

11. — President. 

The  President  shall  preside  at  the  meetings  of  the  Board.  He  shall 
appoint  all  special  Committees,  unless  otherwise  ordered,  and  shall  per- 
form such  other  duties  as  may  be  required  by  the  Constitution  and  By- 
Laws.    He  shall  also  be  ex-officio,  a  member  of  all  committees. 

III. — Vice-President. 

In  the  event  of  a  vacancy  of  the  office  of  President,  or  during  his 
absence  or  inability  to  act,  his  duties  and  powers  shall  devolve  upon 
the  Vice-President.  Should  he  also  be  unable  to  act,  a  President  pro 
tem  shall  be  chosen  by  the  Board. 

IV. — Treasurer. 

The  Treasurer  shall  be  charged  with  the  custody  of  all  papers  and 
documents  relating  to  the  property  of  the  Corporation,  other  than  such 
as  are  mentioned  in  By-Law  V.,  of  all  moneys  belonging  thereto,  and  of 
the  seal.  He  shall  keep  an  account  in  the  name  of  the  Corporation  with 
an  institution  ai)proved  by  the  Board,  and  shall  deposit  therein  all  moneys 
immediately  upon  receiving  them.  He  shall  cause  to  be  kept  such  accounts 
as  may  be  necessary  to  show  the  receipts,  expenditures,  and  financial  con- 
dition of  the  Institution,  or  as  may  be  required  by  the  Finance  Committee. 
These  accounts  shall  be  open  at  all  suitable  times  to  the  Inspection  of  the 
Managers.  He  shall  pay  no  moneys  without  proper  order,  as  is  elsewhere 
provided. 

V. — Safe-Keeping  of  Securities 

All  bonds,  stocks,  and  other  invested  securities  and  evidences  of  value 
shall  be  kept  in  a  safe  in  the  vault  of  a  Safe  Deposit  Company  to  be  taken 
in  the  name  of  the  Hospital.  Access  to  the  safe  containing  the  securities 
shall  only  be  had  by  the  Treasurer  when  accompanied  by  a  member  of  the 
Finance  Committee,  or  in  the  absence  of  the  Treasurer  by  any  two  mein- 
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bers  of  the  Finance  Committee.  A  record  shall  be  made  of  each  visit  to 
the  vault  in  a  book  provided  for  that  purpose,  stating  over  the  signature 
of  the  visitors  all  changes  made  in  the  contents  of  the  safe,  and  when 
no  changes  are  made,  the  object  of  the  visit. 

VI. — Secbetabt. 

The  Secretary  shall  be  the  Recording  and  Corresponding  Secretary 
and  shall  keep  the  minutes  of  the  proceedings  of  the  Board  of  Managers, 
and  preserve  such  records  and  papers  as  do  not  pertain  to  the  office  of 
Treasurer.  He  shall  also  be  ex-officio  a  member  of  the  Executive  Com- 
mittee and  shall  keep  minutes  of  said  Committee.  He  shall  notify  members 
of  all  meetings  of  the  Board  of  Managers  at  least  two  days  before  the 
meeting.  He  shall  notify  members  of  their  appointment  on  Committees, 
and  generally  perform  such  duties  as  usually  pertain  to  the  office. 

He  shall  have  charge  of  the  correspondence  of  the  Board,  and  shall 
prepare  the  Annual  Report  of  the  Managers  and  attend  to  its  publication. 

VII. — Committees. 

At  the  meeting  in  April,  after  filling  the  vacancies  about  to  occur 
In  their  Board,  the  Managers  shall  elect  an  Executive  Committee  of  eight 
members,  a  dispensary  Committee  of  five  members,  a  Tralning-School 
Committee  of  three  or  more  members,  a  House  Committee  of  three  or  more 
members,  a  Finance  Committee  of  five  members,  of  which  the  Treasurer 
shall  be  one,  a  Committee  on  nominations  of  five  members,  of  which  the 
Secretary  shall  be  one,  and  an  Auditing  Committee  of  two  members.  The 
members  appointed  on  these  Committees  shall  hold  office  for  one  year  from 
the  second  Wednesday  in  April  next  ensuing,  unless  otherwise  ordered 
by  the  Board,  and  shall  keep  minutes  of  their  proceedings,  which  shall 
be  submitted  to  the  Board  at  its  stated  meetings.  The  Board  shall  also 
appoint  two  of  its  members  for  each  month  of  the  year,  who  shall  serve 
as  an  Inspecting  Committee.  If  any  manager  thus  appointed  shall  be  un- 
able to  attend  during  the  time  allotted  to  him,  it  shall  be  his  duty  to  pro- 
cure some  other  manager  to  attend  in  his  stead. 

VIII, — Executive  Committee. 

The  Executive  Committee  shall  consist  of  the  eight  Managers  chosen 
as  provided  in  By-Law  VIII,  to  whom  shall  be  added  the  two  Managers 
serving  as  the  Inspecting  Committee,  and  the  members  of  the  Dispensary, 
Training  School  and  House  Committees. 

1.  The  Committee  shall  meet  on  the  second  and  fourth  Tuesday  of 
each  month  and  may  hold  special  meetings  when  necessary,  or  when  called 
by  the  Chairman  or  two  members  of  the  Committee.  Three  shall  con- 
stitute a  quorum. 

2.  The  Executive  Committee  shall  give  such  orders  and  establish  such 
rules  and  regulations  as  they  shall  deem  necessary  for  the  better  carrying 
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Into  effect  the  object  of  this  lustiLution,  provided  such  rules  and  regulations 
be  not  inconsistent  with  those  established  by  the  Board  of  Managers. 

3.  All  questions  relating  to  the  admission,  rejection  and  discharge  of 
patients  shall  be  decided  by  the  Executive  Committee,  in  conformity  with 
the  directions  of  the  Board  of  Managers. 

4.  In  case  the  Hou.se  Physician,  House  Surgeon,  or  any  of  their  assist- 
ants, or  any  other  officer  or  employee  shall  neglect  any  of  the  duties 
prescribed  to  them,  or  refuse  to  comply  with  any  reasonable  request  of 
the  Executive  Committee  or  Superintendent,  the  Suprintendent  may  sus- 
pend the  offender,  and  he  shall  at  once  report  his  action  to  the  Executive 
Committee. 

5.  The  Executive  Committee  sh.ill  have  general  charge  of  all  prop- 
erty within  the  precincts  of  the  Hospital,  and  shall  see  that  proper  economy 
is  observed  in  the  administration  of  all  Its  affairs,  having  due  regard  to 
the  welfare  of  its  beneficiaries.  It  shall  audit  and  examine  the  accounts 
of  the  Superintendent;  and  authorize  such  repairs  and  disbursements  aa 
may  from  time  to  time  be  necessary,  and  shall  draw  drafts  upon  the 
Treasurer  therefor;  such  drafts,  except  for  the  monthly  pay-roll  and  sup- 
plies, shall  not  exceed  $1,000  without  authority  of  the  Board  therefor; 
shall  be  signed  by  tha  Chairman  and  Secretary  for  the  time  being  of  the 
Committee ;  and  shall  be  a  sufficient  voucher  for  the  Treasurer. 

IX. — Out-Patient  Depabtment  Committee. 

The  Out-Patieut  Department  Committee  shall  consist  of  five  Man- 
agers. It  shall  have  the  general  care  and  oversight  of  the  Out-Patient 
Department,  and  shall  meet  on  the  second  and  fourth  Tuesdays  of  each 
month. 

X. — School  of  Nubsino  Committee. 

The  School  of  Nursing  Committee  shall  consist  of  three  or  more 
Managers,  who  shall  have  the  general  care  and  oversight  of  the  School 
of  Nursing. 

XI. — House  Committee. 

The  House  Committee  shall  consist  of  three  or  more  Managers,  and 
shall  direct  and  control  the  purchasing  of  all  food,  fuel,  equipment  and 
repair  supplies,  and  have  general  supervision  of  the  equipment,  main- 
tenance and  repair  of  real  estate  and  buildings. 

XII. — Finance  Committee. 

1.  The  Finance  Committee  shall  consist  of  five  Managers — one  of 
whom  shall  be  the  Treasurer.    Three  shall  constitute  a  quorum. 

2.  It  shall  be  their  duty  to  adopt  proper  means  to  augment  the  finan- 
cial resources  of  the  Institution,  to  direct  and  counsel  the  Treasurer  In 
the  investment,  care  and  management  of  the  finances,  and  to  prescribe 
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such  form  of  accounts  and  reports  as  are  deemed  necessary.  All  proposed 
Investments  must  receive  the  approval  of  the  Board  of  Managers  or  the 
Executive  Committee. 

XIII. — NoMiNATiNQ  Committee. 

1.  The  Nominating  Committee  shall  consist  of  five  Managers,  of  whom 
the  Secretary  shall  be  one.    Three  shall  constitute  a  quorum. 

2.  In  the  case  of  a  vacancy  occurring  in  the  Board  of  Managers  they 
shall  recommend  to  the  Board  the  name  of  a  Life  Member  to  fill  such 
vacancy,  and  to  them  shall  be  referred  the  names  of  all  persons  sug- 
gested for  such  position  or  for  Life  Membership ;  but  no  report  of  the 
Committee  shall  be  acted  upon  until  the  next  subsequent  meeting  of  the 
Board,  except  with  unanimous  consent. 

3.  All  persons  nominated  for  positions  on  the  House  Staff  shall  be 
referred  to  this  Committee.  The  names  of  such  as  shall  be  favorably 
considered  by  the  Committee  shall  be  by  them  reported  to  the  Board  of 
Managers. 

XIV. — Inspecting  Committee. 

1.  The  Inspecting  Committee  shall  inspect  all  the  Hospital  buildings, 
visit  the  wards,  service  rooms,  and  laboratories  and  shall  examine  as  to 
the  cleanliness  and  order  of  all  parts  of  the  hospital  and  grounds. 

2.  They  shall  enter  their  report  in  a  book,  which  book  shall  be  laid 
before  the  Executive  Committee  at  its  meetings. 

XV. — Auditing  Committee. 

The  Auditing  Committee  shall  shortly  after  the  close  of  each  fiscal 
year  examine  and  check  the  bonds,  stocks,  mortgages  or  other  securities  or 
evidences  of  value  owned  by  the  Hospital  and  shall  also  have  the  accounts 
of  the  Treasurer  and  Superintendent  for  the  last  fiscal  year  examined  and 
checked  by  certified  public  accountants.  The  Committee  shall  thereafter 
report  to  the  Board  the  result  of  such  accounting  with  its  recommendations. 

XVI. — Medical    Boabd    and    the    Medical,    Subgical    and    Labobatoby 

Sebvice. 
1.  The  Board  of  Managers  shall  appoint  annually — 

(a)  A  Director  of  the  Surgical  Service,  a  Director  of  the  Medical 
Service,  and  a  Director  of  the  Pathological  Service;  these  shall  together 
constitute  the  Medical  Board. 

(b)  As  many  Visiting  Physicians  and  Surgeons,  and  Associate  Vis- 
iting Physicians  and  Surgeons,  as  the  service  of  the  Hospital  may  require, 
a  Visiting  Physician  to  the  Roentgen'  Ray  Department,  a  visiting  Bac- 
teriologist, a  Visiting  Chemist,  an  Out-Patient  Department  Staff,  and  such 
other  department  chiefs  and  assistants  as  the  various  services  of  the 
Hospital  may  require. 

(c)  As  many  Assistant  Physicians  and  Surgeons  and  special  Con- 
sulting Physicians  and  Surgeons  as  the.  service  of  the  Hospital  may  require. 


118  By-iJi.\vB. 

(d)  A  House  Staff,  consisting  of  as  manj-  members  as  the  service 
of  the  Hospital  may  require,  and  at  such  times  and  for  such  terms  of 
service  as  shall  seem  best  to  meet  the  needs  of  the  Hospital. 

(e)  A  Registrar  of  the  Out-Patient  Department. 

2.  These  appointments  shall  be  made  at  some  time  prior  to  July  1st 
in  each  year.  The  appointees  unless  a  different  term  be  fixed  by  the 
Board  shall  hold  ollice  for  one  year  and  thereafter  until  further  action 
of  the  Board. 

XVII. — Executive  Staff. 

The  Board  of  Managers  shall  appoint  a  Superintendent  and  such 
Assistants  as  the  Board  may  deem  necessary  for  the  service  of  the  Hos- 
pital, whose  services  shall  continue  during  the  pleasure  of  the  Board. 

The  Board  of  Managers  shall  appoint  a  Director  of  the  School  of 
Nursing,  and  such  Assistants  as  may  be  necessary  for  such  service,  and 
such  appointees  shall  hold  oIFice  during  the  pleasure  of  the  Board. 

XVIII. — Endowed  Beds. 

1.  A  gift  of  .$7,500  shall  entitle  the  donor  and  his  successors  to  nomi- 
nate, from  time  to  time,  an  adult  patient  to  use  and  occupy  one  bed  in 
the  common  wards  of  the  Hospital  free  of  charge. 

2.  A  gift  of  $5,000  shall  entitle  the  donor  to  a  like  privilege  for  the 
children's  ward. 

3.  A  gift  of  $5,000  shall  entitle  the  donor,  during  life,  to  nominate, 
from  time  to  time,  a  patient  to  use  and  occupy  one  bed  in  the  common 
wards  of  the  Hospital  free  of  charge.  In  the  case  of  a  corporation  or 
association  the  privilege  shall  expire  in  fifteen  years. 

4.  An.v  person  or  corporation  being  the  donor  of  a  $5,000  bed  may 
increase  their  donation  to  $7,500,  in  which  case  they  shall  become  thence- 
forth entitled  to  the  privilege  that  attaches  to  an  original  donation  of  that 
amount. 

5.  All  endowed  bed  privileges  are  subject  to  the  Rules  and  Regulations 
governing  the  admission,  treatment  and  discharge  of  patients. 

6.  Contributions  to  the  endowment  fund  of  free  beds,  as  above  pro- 
vided for,  may  be  made  by  instalments,  when  the  donor  shall,  in  writing, 
so  notify  the  Treasurer  at  the  time  of  each  payment.  So  long  as  the 
instalments  so  paid  in  shall  not  equal  the  sums  required  under  the  pre- 
ceding sections,  the  amount  received  shall  constitute  a  portion  of  the  gen- 
eral endowment  fund,  the  income  of  which  shall  be  used  for  the  payment 
of  the  current  expenses  of  the  Hospital,  and  no  privileges  shall  accrue  to 
the  donor. 

7.  The  Board  of  Managers  shall  have  power  in  their  discretion  to 
make,  under  special  and  exceptional  circumstances,  such  other  arrange- 
ments (temporary  or  permanent)  as  to  endowed  beds  as  they  may  deem 
best  calculated  to  promote  the  objects  for  which  the  Hospital  was  estab- 
lished and  is  now  being  maintained. 
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8.  Certificates  of  the  right  to  Bomiiiate  patients  to  use"  and  occupy 
beds  free  of  charge  shall  be  issued  in  such  form  as  the  Board  of  Manag- 
ers may  prescribe,  and  shall  be  signed  by  the  President  or  Vice-President 
and  Treasurer,  who  shall  also  affix  the  seal  of  the  Corporation. 

XIX. — ^Appbopbiatioks  of  Money. 
Except  in  the  cases  provided  for  in  Sections  of  By-law  VIII.  and  Section 
2  of  By-Law  XII,  all  appropriations  of  money  shall  be  made  by  resolution 
of  the  Board  of  Managers.  Orders  for  the  amounts  thus  appropriated  shall 
be  drawn 'on  the  Treasurer  by  the  President  or  presldiug  officer  of  the 
meeting,  and  be  countersigned  by  the  Secretary  or  Secretary  pro  tern,  and 
when  properly  endorsed  shall  be  sufficient  voucher  for  the  Treasurer. 

XX. — Complaints,  Suspensions,  oa  Dischaeges. 
If  any  officer,  physician,  or  surgeon  shall  become  unfit  to  execute  his 
office,  or  shall  conduct  himself  contrary  to  any  of  the  Rules  of  the  Hospital 
or  refuse  or  neglect  to  execute  the  same,  the  Executive  Committee,  or  any 
member  of  the  Board  of  Managers  may  submit  against  him  a  complaint 
in  writing,  at  a  meeting  duly  called,  and  thereupon  a  notice  of  the  said 
complaint  shall  be  given  to  the  person  complained  of,  and  a  time  shall 
be  appointed  (not  less  than  six  days  after  service  of  said  notice)  for  the 
person  complained  of  to  make  his  defence  before  the  Board  of  Managers; 
and  the  Board,  having  examined  into  the  truth  of  the  complaint,  and  heard 
the  defence  of  the  party  accused,  if  any  shall  be  made,  may,  with  the  con- 
currence and  approbation  of  a  majority  of  the  Managers  present,  suspend 
or  discharge  the  officer,  physician,  or  surgeon  c-omplained  of. 

XXI. — Obdeb  of  Business. 
The  order  of  business  shall  be  as  follows : 

1.  The  meeting  shall  be  opened  with  prayer. 

2.  The  roll  shall  be  called,   and  the   attending  members  noted. 

3.  The  minutes  of  the  preceding  meeting  shall  be  read,  corrected  if 
necessary,  and  approved. 

4.  Treasurer's  Reports. 

5.  Reports  of  the  Committees  shall  be  called  for,  and  order  taken 
thereon. 

6.  Communications  to  the  Board  shall  be  received  and  considered. 

7.  Unfinished  business. 

8.  New  business. 

XXII. — Alteeations  ob  Additions. 
Any  amendment  to  the  By-Laws  shall  be  proposed  in  writing  at  a 
regular  meeting  of  the  Board  of  Managers,  and  may  be  acted  on  at  the 
next  regular  meeting  of  the  Board,  or  at  a  special  meeting  called  for  that 
purpose.  It  shall  be  adopted  only  on  an  affirmative  vote  of  a  majority 
of  those  present.  A  copy  of  any  proposed  amendment  shall  be  mailed  to 
each  member  of  the  Board  at  least  three  days  prior  to  the  next  meeting. 


Revised,  April  9,  1918. 


RULES  AS  TO  THE  ADMISSION  OF  PATIENTS. 

L  All  ward  patients  are  required  to  pay  $14.00  per  week  for  board 
or  such  smaller  sums  as  may  be  determined  by  the  circumstances  of  the 
case,  of  which  the  Managers  shall  be  the  sole  judges.  Patients  from  New 
York  City  (Manhattan  and  Bronx),  who  arc  unable  to  pay  are  admitted 
free.  Patients  from  out  of  town  requiring  operative  treatment  not  obtain- 
able at  their  homes  may  be  admitted  free  if  unable  to  pay.  Other  patients 
from  out  of  town  will  not  usually  be  admitted  free,  but  this  rule  shall  not 
apply  to  patients  recommended  for  admission  by  members  of  the  Board  of 
Managers  or  by  any  of  the  Directors  of  Service. 

2.  Patients  suffering  from  severe  accident  or  serious  illness  will  be 
admitted  at  any  hour  of  the  day  or  night.  Other  patients  will  be  admitted 
between  9  A.  M.  and  5  P.  M.  If  able,  they  must  apply  in  person  at  the 
office  of  the  Hospital,  when  they  will  be  examined  by  a  member  of  the 
House  Staff  or  Surgeon  on  duty,  and  admitted  by  the  Superintendent, 
subject  to  approval  by  the  Executive  Committee.  If  unable  to  apply  In 
person,  they  shall  be  visited  and  examined  by  such  Physician  as  may  be 
appointed  by  the  Executive  Committee. 

3.  Patients  may  be  admitted  by  the  Superintendent  on  the  recom- 
mendation of  any  Manager,  after  examination  as  to  suitableness  by  a 
member  of  the  House  Staff,  or  on  the  recommendation  of  any  Physician 
or  Surgeon  of  the  Hospital. 

4.  No  patient  suffering  from  any  readily  communicable  disease  shall 
be  admitted,  nor  any  whose  ease  does  not  require  the  special  benefits  of 
the  Hospital ;  nor  shall  any  patient  be  admitted  whose  case  is  judged  to 
be  incurable,  unless  there  be  urgent  symptoms  which,  in  the  opinion  of 
the  Attending  I'hysician  or  Surgeon,  are  capable  of  being  relieved.  There 
j?]iall  be  no  uterine  nor  vaginal  examination  made  except  in  the  presence 
of  a  nurse. 

5.  No  patient  suffering  from  erysipelas  shall  be  admitted  to  either 
the  Medical  or  Surgical  Division  of  the  Hospital. 

6.  There  shall  be  recorded  in  the  office  daily  the  number  of  vacant 
beds. 

7.  Application  for  the  admission  of  patients  living  out  of  the  elty 
must  be  accompanied  by  a  certificate  of  some  reputable  physician,  stating 
the  nature  and  probable  duration  of  the  disease. 
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RULES   FOR   VISITORS. 


1.  Visitors  will  be  admitted  to  the  wards  on  Tiiesda.vs  and  Fridays 
from  1  to  3  P.  M.,  and  on  Sundays  from  2  to  4  P.  M.,  also  on  Tuesday  and 
Friday  evenings  between  6  and  8  one  visitor  will  be  permitted,  providing 
only  two  come  in  the  afternoon,  and  at  no  other  time,  except  by  special 
permission  from  the  Superintendent. 

2.  Not  more  than  three  visitors  will  be  admitted  to  see  any  patieat, 
but  only  two  will  be  permitted  to  be  at  the  bedside  at  one  time. 

3.  Parents  only  (no  children,  relatives  or  friends)  will  be  permitted 
to  visit  in  the  children's  ward  and  for  one-half  hour  only  each  visit. 

Patients  reported  as  seriously  ill  by  the  Physician  or  Surgeon  will 
be  permitted  to  see  members  of  the  family  at  any  time. 

4.  Only  fruit,  jelly,  and  ice-cream  can  be  brought  for  patients.  Such 
packages  must  be  left  with  the  door  clerk,  and,  if  approved  by  the  Physi- 
cian, will  be  sent  to  the  patients. 

5.  Visitors  must  observe  perfect  order  and  propriety  while  in  the 
Hospital ;  must  confine  their  visits  to  their  immediate  friends ;  must  not 
stop  or  loiter  in  the  halls,  offices,  or  on  stairways,  and  must  leave  the 
building  promptly  at  the  end  of  visiting  hours. 

Any  violations  of  these  rules  may  subject  the  offender  to  exclusion 
from  the  premises. 

All  letters  of  inquiry  regarding  patients  should  be  addressed  to 

CHARLES  H.  YOUNG,  M.D.,  Superintendmt. 
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CORLIES,   MACY  &  CO 
PRINTERS 
NEW  NORK  CITY,  N 


FORM  OF  BEQUEST 


I  give  and  bequeath  to  The  Presbyterian  Hospital  in  the 
City  of  ISTew  York,  incorporated  by  the  Legislature  of  the  State 

of  New  York  in  the  Year  1868,  the  sum  of _ 

Dollars,  to  be  applied  to  the  use  and  benefit  of  the 

said  Hospital,  under  the  direction  of  the  Managers  thereof. 


FORM  OF  DEVISE 


I  give  and  devise  to  The  Presbyterian  Hospital  in  the 
City  of  New  York,  incorporated  by  the  Legislature  of  the  State 
of  New  York  in  the  year  1868,  all  that,  etc.  [describe  the  property] 
to  be  had  and  holden  to  the  said  The  Presbyterian  Hospital 
IN  the  City  of  New  York,  and  their  successors  and  assigns,  for 
the  use  and  benefit  of  the  said  Hospital. 
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